This is a reproduction of a library book that was digitized 
by Google as part of an ongoing effort to preserve the 
information in books and make it universally accessible. 


Google books 


https://books.google.com 


A 563470 


— 


MOULIN MOO TTT TNCN 


— 9 OE RET OEE He eee ee 
UOL 


99 


— — — — OD 


eee 


LUT 


TEE GIFT OF 


ave G. M. Patterson 


ELECTRICAL PAPERS. 


VOL. I. 


Physics Lib. 
Qc 
503 
H 44 
1725 


Digitized by Google 


ELECTRICAL PAPERS 


BY 
OLIVER HEAVISIDE 


IN TWO VOLUMES 


VOL. II. 


THE COPLEY PUBLISHERS 
BOSTON, MASS. 
BACK BAY P. O. BOX 186 
1925 


Co fee - BL AP ESL 


( 


bopa te R? la 
MRS. C. ae 
1 93 
CONTENTS OF VOL. II. 
ArT. 31. ON THE ELECTROMAGNETIC WAVE- SURFACE. - 
Scalars and Vectors. - - - å 3 : 8 š 
Scalar Product. - - - ` : 8 i 3 
Vector Product. - - - - $ $ ; z > 
Hamilton’s V. : - - - $ A s 3 8 
Linear Vector Operators. - - $ í 2 
Inverse Operators. - - - - - - z 8 A 
Conjugate * - - - t a x P 
Theorem. - - — å i g š 5 
Transformation - Formulaa. - š s 2 š 
The Equations of Induction. - - - - - 2 3 
Plane Wave. - - - - - 3 P z 3 


* 
A 
ua 


Index-Surface. - - - 
The Wave-Surface. - - 
Some Cartesian Expansions. - 
Directions of E, E, D, and B. 


0 O n G S K „ = 


p= — — 
O Q m 


Note on Linear Operators and Hamilton's Cubic. - - - 


Note on Modification of eres Pome when c and p are 
Rotational. - - - - - 


ART. 82. NOTES ON NOMENCLATURE. 
Norge 1. Ideas, Words, and Symbols. - - - - - 
Nore 3. On the Rise and Progress of Nomenclature. - - 


Arr. 33. NOTES ON THE SELF-INDUCTION OF WIRES. - - 


Arr. 84. ON THE USE OF THE BRIDGE AS AN INDUCTION 
.. 88 


Arr. 85. ELECTROMAGNETIC INDUCTION AND ITS PROPAGA- 
TION. (Szconp Hur.) 


Szcrion 25. Some Notes on Magnetization. - 8 æa 


Secrion 26. The Transient State in a Round Wire with a close- 
fitting Tube for the Return Current. - - 


— 
© 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


SECTION 


ELECTRICAL PAPERS. 


27. The Variable Period in a Round Wire with a Concen- 


28. 


29. 


30. 


31. 


82. 


33. 


84. 


35. 


36. 


87. 


38. 


39a. 


39b. 


The Equations of Propagation along Wires. 


The Equations of Propagation. 


General Theory of the Christie Balance. 


tric Tube at any Distance for the Return Current. - 


Some Special Results reog to the Rise of the 


Current in a Wire. < 8 


Oscillatory Impressed Force at one End of a Line. 


Its Effect. Application to Long-Distance Tele- 
phony and Telegraphy. - - - - - 
Impedance Formulæ for Short Lines. Resistance of 
Tubes. - - - - - - - - - 
The Influence of Electric Capacity. Impedance 
Formule. - - - - - - - - 


Ele- 
mentary. e - - - - - - - 


Introduction of 
Self-Induction. - z š 8 z 5 i 


Extension of the Preceding to Include the Propaga- 


tion of Current into a Wire from its Boundary. - 


THe Transfer of Energy and its ee to Wires. 


Energy-Current. - - - - 


Resistance and Self-Induction of a Round Wire with 


Current Longitudinal. Ditto, with Induction 
Longitudinal. Their Observation and Measure- 
ment. - - - - - - - - - 
Differential 
Equation of a Branch. Balancing by means of 
Reduced Copies. - - - - - - - 


Theory of the Christie as a Balance of Self and 


Mutual Electromagnetic Induction. Felici’s I.. 
duction Balance. - - - - : à : 


Felici’s Balance Disturbed, and the Disturbance 
Equilibrated. - - - ; 5 : 


Theory of the Balance of Thick Wires, both in the 
Christie and Felici Arrangements. Transformer 
with Conducting Core. - - - - - 


40. Preliminary to Investigations concerning Long- 


4l. 


Nomenclature Scheme. 
Ideally Perfect Telegraph Circuit. - - - — 


42. Speed of the Current. 


Distance Telephony and Connected Matters. - - 
Simple Properties of the 


Effect of Resistance at the 
Sending End of the Line. Oscillatory Establish- 
ment of the Steady State when both Ends are 
short-circuited. - - - 


Paor 


50 


55 


61 


67 


71 


76 


81 


86 


91 


97 


102 


106 


112 


215 


119 


124 


128 


ArT. 36. 


Arr. 37. 


Agr. 38. 


Arr. 39. 


SECTION 43. 


Secrion 44. 


SECTION 45. 


Section 46. 


Section 47. 


CONTENTS. 


Reflection due to any Terminal Resistance, and 
Establishment of the Steady State. Insulation. 
Reservational Remarks. Effect of varying the 
Inductance. Maximum Current. - - - - 


Any Nnmber of Distortionless Circuits radiating from 
a Centre, operated upon simultaneously. Effect of 
Intermediate Resistanoe: Transmitted and Reflected 
Waves. Effect of a Continuous Distribution of 
Resistance. Perfectly Insulated Circuit of no Re- 
sistance. Genesis and Development of a Tail due 
to Resistance. Equation of a Tail in a Perfectly 
Insulated Cirouit. - - - - - - - 


Effect of a Single Conducting Bridge on an Isolated 
Wave. Conservation of Current at the Bridge. 
Maximum Loss of Energy in Bridge-Coil, with 
Maximum Magnetic Force. Effect of any Number 
of Bridges, and of Uniformly Distributed Leakage. 
The Negative Tail. The Property of the Persist- 
ence of Momentum. - - - - - 


Cancelling of Reflection by combined Resistance and 
Bridge. General Remarks. True Nature of the 
Problem of Long-Distance Telephony. How not 
to do it. Non-necessity of Leakage to remove 
Distortion under Good Circumstances, and the 
Reason. Tails in a Distortional Circuit. Complete 
Solutions. - - - - - - 


Two Distortionless Circuits of Different Types in 
Sequence. Persistence of Electrification, Momen- 
tum, and Energy. Abolition of Reflection by 
Equality of Impedances. Division of a Disturbance 
between several Circuits. Circuit in which the 
Speed of the Current and the Rate of Attenuation 
are Variable, without any Tailing or Distortion in 


Reception. - „ - - - 


SOME NOTES ON THE THEORY OF THE TELEPHONE, 
AND ON HYSTERESIS. - - - - 5 $ : 


ELECTROSTATIC CAPACITY OF OVERGROUND WIRES. 


MR. W. H. PREECE ON THE SELF-INDUCTION OF WIRES. 


NOTES ON NOMENCLATURE. 
Nore 4. Magnetic Resistance, etc. 
Nore 5. Magnetic Reluctance. 


vil 


PAGE 


182 


187 


141 


146 


151 


156 
159 


160 


165 
168 


viii 


ELECTRICAL PAPERS. 


Art. 40. ON THE SELF-INDUCTION OF WIRES. 
Past 1. Remarks on the Propagation of Electromagnetic Waves 


Parr 2. 


Part 8. 


along Wires outside them, and the Penetration of 


Current into Wires. Tendency to Surface Conoen- 
tration. Professor Hughes’s Experiments. - 


New (Duplex) Method of Treating the Electromagnetic 
Equations. The Flux of Energy. - - - - 


Application of the General Equations to a Round Wire 
with Coaxial Return-Tube. The Differential Equa- 
‘tions and Normal Solutions. Arbitrary Initial State. 


Simplifications. Thin Return Tube of Constant Resis- 
tance. Also Return of no Resistance. - - - 


Ignored Dielectric Displacement. Magnetic Theory of 
Establishment of Current in a Wire. Visoous Fluid 
Analogy. - - - - - - : : - 


Magnetic Theory of S.H. Variations of a i Voltage 

and resulting Current. - - 8 : 

Extension of General Theory to two Coaxial mucin 
Tubes. - - - - - - - - 


Electrical Interpretation of tho Differential Equations. 
Practical Simplification in terms of Voltage V and 
Current C. - - - . : - 8 7 


Previous Ways of dare the 8 of Propagation 
along Wires. - - - - - 


The Effective Resistance and Inductance of Tubes. - 


Train of Waves due to S. H. Impressed Voltage. Practi- 
cal Solution. - - - - - 7 ‘ 8 


Effects of Quasi- Resonance. Fluctuations in the Im- 
pedance. - - - - - - - - 


Derivation of Details from the Solution for the Total 
Current. - - - - - - — — 


Note on the Investigation of Simple-Harmonio States. 


Remarks on the 3 of ere Functions in 
Series. - 8 $ 


The Conjugate Property U,,=7), in a yA System 
with Linear Connections. - - š 7 


Application to the General Electromagnetic Equations. - 


Application to any F Arrangements sub- 
ject to V=ZC. - 5 g - - - 


Paar 


168 


172 


175 


178 


181 


183 


185 


186 


190 
192 


194 


195 


197 
198 


201 


Parr 4. 


CONTENTS. 


Determination of Size of Normal Systems of V and C to 
express Initial State. Complete Solutions obtainable 
with any Terminal renee provided i S, L 
are Constants. - - - - 


Complete Solutions obtainable when R, &, L are Funo- 
tions of z, though not of p. Effect of Energy in 
Terminal Arrangements. - - - - - - 


Case of Coaxial Tubes when the Current is Longitudinal. 
Also when the Electrico Displacement is Negligible. - 


Coaxial Tubes with Displacement allowed for. Failure 
to obtain Solutions in Terms of V and O, except when 
Terminal Conditions are VO = O, or when there are 
no Terminals, on account of the Longitudinal Energy- 
Flux in the Conductors. - - - - - - 


Verification by Direct ee A ss a Initial 
State. - - - - 


The Effect of Longitudinal Impressed Electric Force in 
the Circuit. The Condenser Method. - - - 


Special Cases of Impressed Force. - - - - - 


How to make a Practical ne nee of V and O 
Connections. - - - - - - 


Practical Working System in terms of V and C admitting 
of Terminal Conditions of the Form V = ZC. - - 


Extension to a Pair of Parallel Wires, or to a Single Wire. 


Effect of Perfect Conductivity of Parallel Straight Con- 
ductors. Lines of Electric and Magnetic Force 
strictly Orthogonal, irrespective of Form of Section 
of Conductors. Constant Speed of Propagation. - 


Extension of the Practical System to Heterogeneous 
Circuits, with ‘‘Constants’’ varying from place to 
place. Examination of Energy Properties. - 

The Solution for V and C due to an Arbitrary Distribu- 
tion of e, subject to any Terminal Conditions. - - 

Explicit Example of a Circuit of Varying Resistance, eto. 
Bessel Functions. - - - - - - 

Homogeneous Circuit. Fourier Functions. Expansion 
of Initial State to suit the Terminal Conditions. - 

Transition from the Case of Resistance, Inertia, and 
Elastic Yielding to the same without Inertia. - - 


Transition from the Case of Resistance, Inertia, and 
Elastic Yielding to the same without Elastic Yielding. 


ix 


Paor 


210 


212 


221 


234 


235 


Parr 5. 


Part 6. 


ELECTRICAL PAPERS. 


On Telephony by Magnetic Influence between Distant 
Cirouits. - —H——— -e > - - - - 


St. Venant’s Solutions relating to the Torsion of Prisms 
applied to the Problem of Magnetic Induction in 
Metal Rods, with the Electric Current longitudinal, 
and with close-fitting Return- Current. - - 


Subsidence of initially Uniform Current in a Rod of 


- Rectangular Section, with close-fitting Return - Current. 


Effect of a Periodic Impressed Force acting at one end 
of a Telegraph Circuit with any Terminal Conditions. 
The General Solution. - - - - - 


Derivation of the General Formula for the Amplitude of 
Current at the End remote from the Impressed Foroe. 
The Effective Resistance and Inductance of the Terminal 
Arrangements. - - - - - - - 
Special Details concerning the above. Quickening Effect 


of Leakage. The Long-Cable Solution, with Magnetic 
Induction ignored. - - - . 8 


Some Properties of the Terminal Functions. 


General Remarks on the Christie considered as an In- 
duction Balance. Full-Sized and Reduced Copies. - 


Conjugacy of Two Conductors in a Connected System. 
The Characteristic Function and its Properties, - 


Theory of the Christie Balance of Self-Induction. - - 


Remarks on the Practical Use of Induction Balances, 
and the Calibration of an Inductometer. - - . 


Some Peculiarities of Self- Induction Balances. Inad- 
equacy of S. H. Variations to represent Intermittences. 


Disturbances produced by Metal, Magnetic and Non- 
magnetic. The Diffusion-Effect. Equivalence of 
Nonconducting Iron to Self-Induotion. - - 


Inductance of a Solenoid. The Effective Resistance and 
Inductance of Round Wires at a given Frequency, 
with the Current Longitudinal; and the Correspond- 
ing Formule when the Induction is Longitudinal. - 


The Christie Balance of Resistance, sia ai eis, and 
Inductance. - - - - - - 


General Theory of the Christie Balance with Self and 
Mutual Induction all over. - : 3 8 


Examination of Special Cases. Reduction of the Three 
Conditions of Balance to Two. - - 3 p 


Paar 


237 


240 


243 


245 


262 


273 


277 


280 


281 


284 


CONTENTS. 


Miscellaneous Arrangements. Effects of Mutual Induo- 
tion between the Branches. 8 Š Š 


Pant 7. Some Notes on Part VI. (1). Condenser and Coil Balance. 


(2). Similar Systems. - - - - - + - 


(8). The Christie Balance of Resistance, Self and Mutual 
Induction. - - - - - - - - 


(4). Reduction of Coils in Parallel to a Single Coil. - 


(5). Impressed Voltage in the . General 


Property of a Linear Network. - - - e 


Note on Part III. Example of Treatment of Terminal 
Conditions. Induation-Coil and Condenser. - - 


Some Notes on Part IV. Looped Metallic Circuits. 
Interferences due to Inequalities, and consequent 

Limitations of Applieation. - . . * a 

Past 8. The Transmission of F Waves along Wires 
without Distortion. - - - - 


Properties of the Distortionless Circuit itself, and Effect 
of Terminal Reflection and Absorption. 


Effect of Resistance and ee ain acl Inter- 
mediately Inserted. - - : . 


Approximate Method of following the Growth of Tails, 
and the Transmission of Distorted Waves. : - 


Conditions Regulating the Improvement of Transmission. 


ArT. 41. ON TELEGRAPH AND TELEPHONE CIRCUITS. 
Apr. A. On the Measure of the Permittance and Retardation of 
Closed Metallic Circuits. - - š ; 7 3 


Arr. B. 6]m ! ?! ere eee enmomen as 
Induction-Balances. - — o A š j 


Arr. 0. On the Propagation of Signals slong Wires of Low 
Resistance, especially in reference to ean 
Telephony. - n R ? 


Arr. 42. ON RESISTANCE AND CONDUCTANCE OPERATORS, AND 
THEIR DERIVATIVES, INDUCTANCE AND PERMIT- 
TANOE, ESPECIALLY IN CONNECTION WITH ELEC- 
TRIO AND MAGNETIC ENERGY. 


General Nature of the Operators. - - - - r 2 8 
S.H. Vibrations, and the effective R/, L, A/, and S’. - ‘ g 


Impulsive Inductance and Permittance. General Theorem relat- 
ing to the Electric and Magnetic Energies. - $ š 


856 


859 


xii ELECTRICAL PAPERS. 


General Theorem of Dependence of Disturbanoes solely on the 
Curl of the Impressed Forcive. - - - - - 361 


Examples of the Foroed Vibrations of Electromagnetic Systems. 868 
Induction-Balances—General, Sinusoidal, and Impulsive. - - 866 
The Resistance Operator of a Telegrapb Circuit. - : - - 867 
The Distortionless Telegraph Circuit. - - - - - — 369 
The Use of the Resistance-Operator in Normal Solutions. - 871 


Arr. 48. ON ELECTROMAGNETIC WAVES, ESPECIALLY IN RE- 
LATION TO THE VORTICITY OF THE IMPRESSED 
FORCES; AND THE FORCED VIBRATIONS OF ELEC- 
TROMAGNETIO SYSTEMS. 


Pant 1. Summary of Electromagnetic Connections. - e 875 


Plano Sheets of Impressed Force in a Nonconducting 
Dielectrio.- - - - + + 376 


Waves in a Conducting Dielectric. How to remove the 
Distortion due to the Conductivity. - . - - 878 


Undistorted Plane Waves in a Conducting Dielectric. - - 879 
Practical Application. Imitation of this Effect. - - 879 
Distorted Plane Waves in a Conducting Dielectric. - - 881 


Effect of Impressed Force. - - - - - - 384 
True Nature of Diffusion in Conductors. - - - - 885 
Infinite Series of Reflected Waves. Remarkable Identi- 
ties. Realized Example. - : - - - - 387 
Modifications made by Terminal Apparatys. Certain 
Cases easily brought to Full Realization. - - - 390 
Note A. The Electromagnetic Theory of Light. - - 392 
Note B. The Beneficial Effect of Self-Induction. - - 898 
Note ©. The Velocity of Electricity. - - - . 393 
Part 2. Note on Part 1. The Function of Self-Induction in the 
Propagation of Waves along Wires. - - - - 396 
Parr 8. Spherical Electromagnetic Waves. - - - : - 402 
The Simplest Spherical Waves. - - - - 403 


Construction of the Differantial Equations connected with 
a Spherical Sheet of Vorticity of Impressed Force. - 406 


Practical Problem. Uniform Impressed Force in the 
Sphere. - - - - - - - - - 409 


Spherical Sheet of Radial Impressed Force. - - - 414 


Part 4. 


Paar 5. 


CONTENTS. 


Single Circular Vortex Line. - - - . ` š 
An Electromotive Impulse. m=1. bO So O o 
Alternating Impressed Forces. - - „ Je 
Conducting Medium. m=1. - „„ a i a Se 
A Conducting Dielectric. m=1. - . 3 š š 
Current in Sphere constrained to be uniform. - 8 5 


Spherical Waves (with Diffusion) in a Conducting 
Dielectrio. — ͤ 2 


The Steady Magnetic Field due to f Constant. - - 
Variable State when p, =p}. First Case. Subsiding f. - 
Second Case. f Constant. - - - - - - 
Unequal pi and . General Case. 


Fuller Development in a Special Case. Theorems 
involving Irrational Operators. 


The Electric Force at the Origin due to f> at r=a. - 


Effect of uniformly magnetizing a Conducting Sphere 
surrounded by a Nonoonducting Dielectric. - 


Diffusion of Waves from a Centre of Impressed Force in 
a Conducting Medium. - - — š Š 


Conducting Sphere in a Nonconducting Dielectric. Circu- 
lar Vorticity ofe. Complex Reflexion. Special very 
Simple Case. — - - ° k > 


Same Case with Finite Conductivity. Sinusoidal Solution. 
Resistance at the Front of a Wave sent along a Wire. - 
Reflecting Barriers. - - - - í š i 
Construction of the Operators y, and yọ. — -œ 
Thin Metal Screens. - : - 4 ú n 3 
Solution with Outer Screen; K, =œ; fconstant. - 

Alternating f with Reflecting Barriers. Forced Vibrations. 


Cylindrical Electromagnetic Waves. - P 8 8 
Mathematical Preliminary. - - - - - àa 
Longitudinal Impressed E.M.F. in a Thin Conducting 

Tube. EO wo w Be a o e a 


Vanishing of External Field. J = O0. 
Case of Two Coaxial Tubes. š : : 3 8 


447 


449 


xiv ELECTRICAL PAPERS. 


Perfectly Reflecting Barrier. Its Effects. Vanishing of 
Conduction Current. 2 : : i X Š 


K=0 and K=o.- - - - - > r = 


s=0. Vanishing of Z all over, and of F and H 
internally. ; 8 8 š ` : A . 


620 and H,=0. - - : E š A k : 
Separate Actions of the Two Surfaces of curle. 
Gircular Impressed Force in Conduoting- Tube. - 
Cylinder of Longitudinal curl of e in a Dielectric. - = - 
Filament of curie. Calculation of Wa ve. - 
Pans 6. Oylindrical Surface of Circular ourl e in a Dielectric. - 
Jia = O. Vanishing of External Field. - - - 
y=t. Unbounded Medium. : $ : 
s=0. Vanishing of External . 
Effect of suddenly Starting a Filament of 6. 
Sudden Starting of e longitudinal ina Cylinder. - - 


Cylindrical Surface of Longitudinal f, a Function of 6 
andé - = et 


Conducting Tube. e Circular, a Function of 0 and 2. 


ArT. 44. THE GENERAL SOLUTION OF MAXWELL’S ELECTRO. 
MAGNETIC EQUATIONS IN A HOMOGENEOUS ISO- 
TROPIC MEDIUM, ESPECIALLY IN REGARD TO THE 
DERIVATION OF SPECIAL SOLUTIONS, AND THE 
FORMULZ FOR PLANE WAVES. 


Equations of the Field. r 

General Solutions. - : : . : : : 
Persistence or Subsidence of Polar Fields. - - . - - 
Cirouital Distributions. - - : š ; : š 
Distortionless Cases. - - - z a : 8 : 
First Special Case. . . z : X ; : 
Second Special Case. - - . - : : ; ; : 
Impressed Forces. - - . . í 

Primitive Solutions for Plane Waves. - 

Fourier-Integrals. - 8 

Transformation of the Primitive Solutions (17). - 


Special Initial States. - 


Paar 


CONTENT. xv 


Paor 
Arbitrary Initial State. - - - . - 477 
Evaluation of Fourier-Integrals.- ss. - 478 
Interpretation of Results. - - - - . 479 
Posronrr. On the M ss tae Nature of the . of the 
Potentials. - - -~ 488 
Anr. 45. LIGHTNING DISCHARGES, Exc. ; 486 
ArT. 46. PRACTICE VERSUS THEORY. — ELECTROMAGNETIC 
WAVES. . - - - - = + + 488 
Aur. 47. ELECTROMAGNETIC WAVES, THE PROPAGATION OF 
POTENTIAL, AND THE ELECTROMAGNETIC EFFECTS 
OF A MOVING CHARGE. 
Par 1. The Propagation of Potential. - . - - - 490 
Parr 2. Convection Currents. Plane Wave. - : . . 492 
Past 3. A Charge moving at any Speed < v. - - - 404 
Part 4. Eolotropic Analogy. - - - - > - - 496 
ArT. 48. THE MUTUAL ACTION OF A PAIR OF RATIONAL 
CURRENT-ELEMENTS. . - - - = 600 
ArT. 49. THE INDUCTANCE OF UNCLOSED CONDUCTIVE CIR. 
CUITS. - - - 502 
Art. 50. ON THE ELECTROMAGNETIC EFFECTS DUE TO THE 
MOTION OF ELECTRIFICATION THROUGH A DI. 
ELECTRIC. 
Theory of the Slow Motion of a Charge. 5 & 504 
The Energy and Forces in the Case of Slow Motion. - - 505 
General Theory of Convection Currents. - - : ; - 508 
Complete Solution in tho Case of aad Rectilinear Motion. 
Physical Innnity of ¥. - - 510 
Limiting Oase of Motion at the teas of Light. Application to to 
a Telegraph Circuit. 511 
Special Tests. The Connecting Biaon - - - 618 
The Motion of a Charged Sphere. The Condition at a Surface of 
Equilibrium (Footnote). - - 514 
The State when the Speed of Light is exceeded. - - . 515 
A Charged Straight Line moving in its own Line. 4 ; 8 516 
A Charged Straight Line moving Transversely. - - - 5717 
A Charged Plane moving Tranverscly. - . ; : 5717 


A Charged Plane moving in its own Plane. - 6718 


xvi 


ELECTRICAL PAPERS. 


ArT. 51. DEFLECTION OF AN ELECTROMAGNETIC WAVE BY 


MOTION OF THE MEDIUM. - - 4 8 


Arr. 52. ON THE FORCES, STRESSES, AND FLUXES OF ENERGY 


IN THE ELECTROMAGNETIC FIELD. 


(Abstract). - - - - - - a z ‘ : 
General Remarks, especially on the Flux of Energy. - - - 
On the Algebra and Analysis of Vectors without Quaternions. 

Outline of Author’s System.- - - - -~ - A 
On Stresses, irrotational and rotational, and their Activities. - 
The Electromagnetic Equations in a Moving Medium. . - 


The Electromagnetic Flux of Energy in a Stationary Medium. - 


Examination of the Flux of Energy in a Moving Medium, and 
Establishment of the Measure of True Current. . - 


Derivation of the Electric and Magnetic Stresses and Forces from 


the Flux of Energy. - - - - + += + - 
Shorter Way of going from the Cirouital Equations to the Flux of 
Energy, Stresses, and Forces. - - - $ 2 ; 


Some Remarks on Herts’s Investigation relating to the Stresses. 


Modified Form of Stress-Vector, and App Saon to the Surface 
separating two Regions. - - - 4 2 


Quaternionic Form of Stress-Vector. - a 2 

Remarks on the Translational Foroe in Free Ether. 8 ; 
Static Consideration of the Stresses.—Indeterminateness. - - 
Special Kinds of Stress Formule statically suggested. 
Remarks on Maxwell's General Stress. - . : 2 ` 


A worked-out Example to exhibit the Forcives contained in 
Different Stresses. - - - - - Sw 


A Definite Stress only obtainable by Kinetic Consideration of the 
Circuital Equations and Storage and Flux of Energy. - - 


Aprenpix. Extension of the Kinetic Method of arriving at the 
Stresses to cases of Non-linear Oonnection between the 
Electric and Magnetic Forces and the Fluxes. Preservation 
of Type of the Flux of Energy Formula. - - š : 


Example of the above, and Remarks on Intrinsic 8 
when there is Hysteresis. . : : R 


ArT. 53. THE POSITION OF 4r IN ELECTROMAGNETIC UNITS. - 


INDEX, 


Paes 


519 


521 
524 


528 
533 
539 
541 


543 


548 


550 
552 


554 
556 
557 
558 
561 
563 


565 


568 


570 


573 
575 


579 


ELECTRICAL PAPERS. 


XXXI. ON THE ELECTROMAGNETIC WAVESURFACE. 
[PRil. Mag., June, 1885, p. 397, S. 5, vol. 19.) 


MAXWELL showed (Electricity and Magnetism, vol. ii., art. 794) that his 
equations of electromagnetic disturbances, on the assumption that the 
electric capacity varies in different directions in a crystal, lead to the 
Fresnel form of wave-surface. There is no obscurity arising from the 
ignored wave of normal disturbance, because the very existence of a 
plats wave requires that there be none. In fact, the electric displace- 
ment and the magnetic induction are both in the wave-front, and are 
perpendicular to one another. The magnetic force and induction are 
llel, on account of the constant E whilst the electric 
foree, though not parallel to the displacement, is yet perpendicular to 
the magnetic induction (and force); the normal to the wave-front, the 
electric force, and the displacement being in one plane. The ray is also 
in this plane, perpendicular to the electric force. There are of course 
two rays for (in general) every direction of wave-normal, each with 
separate electromagnetic variables to which the above remarks apply. 

It is easily proved, and it may be legitimately inferred without a 
formal demonstration, from a consideration of the equations of induction, 
that if we consider the dielectric to be isotropic as regards capacity, but 
eolotropic as regards permeability, the same general results will follow, 
if we translate capacity to permeability, electric to magnetic force, and 
electric displacement to magnetic induction. The three principal 
velocities will be (ci) -, (cn), and (cuz) -I, if c is the constant value 
of the capacity, and , Ho, py are the three principal permeabilities. 
The wave-surface will be of the same character, only differing in the 
constants. 

But a dielectric may be eolotropic both as regards capacity and 
permeability. The electric displacement is then a linear Nau n of 
the electric force, and the magnetic induction another linear function 
of the magnetic force. The principal axes of capacity, or lines of 
parallelism of electric force and displacement, cannot, in the general 
case, be assumed to have any necessary relation to the principal axes of 
permeability, or lines of parallelism of magnetic force and induction. 

E. x. r.— vol. Il. 4 
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5 the matter altogether from the hypothesis that light 
consists of electromagnetic vibrations, we shall inquire into the condi- 
tions of propagation of plane electromagnetic waves in a dielectric 
which is eolotropic as regards both capacity and permeability, and 
determine the equation to the wave-surface. 

For any direction of the normal (to the wave-front, understood) there 
are in general two normal velocities, i.e., there are two rays differently 
inclined to the normal whose ray-velocities and normal wave-velocities 
are different. And for any direction of ray there are in general two 
ray-velocities, úe., two parallel rays having different velocities and 
wave-fronts. 

In any wave (plane) the electric displacement and the magnetic 
induction must be always in the wave-front, i. e., perpendicular to the 
normal. But they are only exceptionally perpendicular to one another. 

In any ray the electric force and the magnetic force are both perpen- 
dicular to the direction of the ray. But they are only exceptionally 
perpendicular to one another. 

The magnetic furce is always perpendicular to the electric displace- 
ment, and the electric force perpendicular to the magnetic induction. 
This of course applies to either wave. If we have to rotate the plane 
through the normal and the magnetic force through an angle @ to bring 
it to coincide with the magnetic induction, we must rotate the plane 
through the normal and the electric displacement through the same 
angle @ in the same direction to bring it to coincide with the electric 
force, the axis of rotation being the normal itself. 

In the two waves having a common wave-normal, the displacement 
of either is parallel to the induction of the other. And in the two rays 
having a common direction, the magnetic force of either is parallel to 
the electric force of the other. 

Nearly all our equations are symmetrical with respect to capacity and 
permeability ; so that for every equation containing some electric 
variables there is a corresponding one to be got by exchanging electric 
force and magnetic force, etc. And when the forces, inductions, etc., 
are eliminated, leaving only capacities and permeabilities, these may be 
exchanged in any formula without altering its meaning, although ita 
immediate Cartesian expansion after the exchange may be entirely 
different, and only convertible to the former expression by long 
processes, 

If either u or c be constant, we have the Fresnel wave-surface. 
Perhaps the most important case besides these is that in which the 
principal axes of permeability are parallel to those of capacity. There 
are then six principal velocities instead of only three, for the velocity 
of a wave depends upon the capacity in the direction of displacement 
as well as upon the permeability in the direction of induction. For 
instance, if 4, ug, Ms, and ci, Co Cg, are the principal permeabilities and 
capacities, and the wave-normal be parallel to the common axis of pm, 
and ci, the other principal axes are the directions of induction and dis- 
placement, and the two normal velocities are (ata) -è and (cz) J. 

The principal sections of the wave-surface in this case are all ellipses 
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(instead of ellipses and circles, as in the one-sided Fresnel-wave) ; and 
two of these ellipses always cross, giving two axes of single-ray velocity. 
But should the ratio of the capacity to the permeabilit the same for 
all the axes (1 ci = ,/c,=4,/c,), the wave-surface reduces to a single 
ellipsoid, and any line is an optic axis. There is but one velocity, and 
no particular polarization. If the ratio is the same for two of the axes, 
the third is an optic axis. 

Owing to the extraordinary complexity of the investigation when 
written out in Cartesian form (which i began doing, but gave up aghast), 
some abbreviated method of expression becomes desirable. I may also 
add, nearly indispensable, owing to the great difficulty in making out 
the meaning and mutual connections of very complex formuls. In fact 
the transition from the velocity-equation to the wave-surface by proper 
elimination would, I think, baffle any ordinary algebraist, unassisted by 
some higher method, or at any rate by some kind of shorthand algebra. 
I therefore adopt, with some simplification, the method of vectors, 
which seems indeed the only proper method. But some of the principal 
results will be fully expanded in Cartesian form, which is easily done. 
And since all our equations will be either wholly scalar or wholly vector, 
the investigation is made independent of quaternions by simply defining 
a scalar product to be so and so, and a vector product so and so. The 
investigation is thus a Cartesian one modified by certain simple abbre- 
viated modes of expression. 

J have long been of opinion that the sooner the much needed intro- 
duction of quaternion methods into practical mathematical investigations 
in Physics takes place the better. In fact every analyst to a certain 
extent adopts them: first, by writing only one of the three Cartesian 
scalar equations corresponding to the single vector equation, leaving the 
others to be inferred ; and next, by writing the first only of the three 
products which occur in the scalar product of two vectors. This, 
aystematized, is I think the proper and natural way in which quaternion 
methods should be gradually brought in. If to this we further add the 
use of the vector product of two vectors, immensely increased power is 
given, and we have just what is wanted in the tridimensional analytical 
5 of electromagnetism, with its numerous vector magni- 
tudes. 

It is a matter of great practical importance that the notation should 
be such as to harmonize with Cartesian formulæ, so that we can pass 
from one to the other readily, as is often required in mixed investiga- 
tions, without changing notation. This condition does not appear to 
me to be attained by Professor Tait’s notation, with its numerous letter 
prefixes, and especially by the —S before every scalar product, the 
negative sign being the cause of the greatest inconvenience in transitions. 
I further think that Quaternions, as applied to Physics, should be 
established more by definition than at present; that scalar and vector 
products should be defined to mean such or such combinations, thus 
avoiding some extremely obscure and quasi-metaphysical reasoning, 
which is quite unnecessary. 

The first three sections of the following preliminary contain all we 
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want as regards definitions ; most of the rest of the preliminary consists 
of developments and reference-formulæ, which, were they given later, 
in the electromagnetic problem, would inconveniently interrupt the 
argument, and much lengthen the work. 

Scalars and Vectors.—In a scalar equation every term is a scalar, or 
algebraic quantity, a mere magnitude; and + and — have the ordinary 
signification. But in a vector equation every term stands for a vector, 
or directed magnitude, and + and — are to be understood as com- 
pounding like velocities, forces, etc. Putting all vectors upon one side, 
we have the general form 

A+B+C+D+... O; 
where A, B, ..., are any vectors, which, if n in number, may be repre- 
sented, since their sum is zero, by the n sides of a polygon. Let 4,, 
A A, be the three ordinary scalar components of A referred to any 
set of three rectangular axes, and similarly for the other vectors. This 
notation saves multiplication of letters. Then the above equation 
stands for the three scalar equations 


A ＋ Bi ＋ CI ＋ Di. . =0, 
A,+B,+C,+D,+ ... =9, 
A,+B,+C,+D,+ ... =0. 
The — sign before a vector simply reverses its direction—that is, 


negatives its three components. 
According to the above, if i, j, k, be rectangular vectors of unit 


length, we have 
I TEA y ((( (1) 
etc.; if 4,, A, Az be the components of A referred to the axes of 
i, j, = That is, A is the sum of the three vectors i4,, JA, kA,. of 
lengths 4,, A» A, parallel to i, j, k respectively. 
Scalar Produet.— We define AB thus, 

AB = 4B, A,B. ＋ AB . (2) 
and call it the scalar product of the vectors A and B. Its magnitude is 
that of A x that of B x the cosine of the angle between them. Thus, 
by (1) and (2), 

A, = Ai, A,=Aj, A, = AK; 
and in general, N being any unit vector, AN is the scalar component of 
A parallel to N, or, briefly, the N component of A. Similarly, 


?=1, 321, k’=l, 
because i and i are parallel and of length unity, etc. And 
Ñ =0, jk=0, ki =0, 


because i and j, for instance, are perpendicular. Notice that AB = BA. 
We have also 


and 
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Thus A~! has the same direction as A; its length is the reciprocal of 
that of A 
Vector Prodwt.—We define VAB thus, 

VAB = i(4,B, A, Ba) +j(A,B, - 4,B,)+k(4,B,- AB) «... (3) 
and call VAB the vector product of A and B. Its magnitude is that of 
A x that of B x the sine of the angle between them. Its direction is 

rpendicular to A and to B with the usual conventional relation 
. positive directions of translation and of rotation (the vine 
system). Thus, 

Vij =k, Vjk =i, Vki =j 

Notice that VAB = VBA, the direction being reversed by reversing the 
order of the letters; for, by exchanging A and B in (3), we negative 
each term. 

Hamilton’s V.— The operator 


may, since the differentiations are scalar, be treated as a vector, of 
course with either a scalar or a vector to follow it. If it operate on a 
scalar P we have the vector 

i dP, dP 


VE tags dz? Cece rns Ce reererenereeesecet (5) 


whose three components are d//dz, etc. If it operate on a vector A, 
we have, by (2), the scalar product 


_4A, dd, dd, 
VA ae ie se oeeeeeeeerereen (6) 
and, by (3), the vector product 
(a4, dA,\,./dA, dA, dA, dd 
vA 4 —45 9 4042 — = ** ) oe (7) 


The scalar product VA is the divergence of the vector A the amount 
leaving the unit volume, if it be a flux. The vector product (7) is the 
curl of A, which will occur below. There are three remarkable theorems 
relating to V, viz., 


Pepa f QPds, oiii. (8) 


fass- | C (9) 


ſſcas 8 [f | V bo (10) 


Starting with P, a single-valued scalar function of position, the rise 
in its value from any point to another is expressed in (8) as the line- 
integral, along any line joining the points, of Vds, the scalar product 
of VP and ds, the vector element of the curve. 

Then passing from an unclosed to a closed curve, let A be any vector 
function of position (single-valued, of course). Its line-integral round 
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the closed curve is expressed in (9) as the surface-integral over any 
surface bounded by the curve of another vector B, which = VVA. Ba 
is the scalar product of B and the vector element of surface d8, whose 
direction is defined by its unit normal. 

Finally, passing from an unclosed to a closed surface, (10) expresses 
the surface-integral of any vector C over the closed surface (normal 
positive b as the volume: integral of its divergence within the 
included space. 

Linear Vector Operators. — If H be the magnetic force at a point, B the 
induction, Æ the electric force, and D the displacement, all vectors, then 

B=pH, and DZ 'r eee (11) 
express the relation of B to H and of D to E in a dielectric medium. 
If it be isotropic as regards displacement, c is the electric capacity; and 
if it be isotropic as regards induction, A is the magnetic permeability ; 
c and u are then constants, if the medium be homogeneous, or 
functions of position if it be heterogeneous. 

We shall not alter the form of the above equations in the case of 
evlotropy, when c and p become linear operators. For instance, the 
induction will always be AH, to be understood as a definite vector, got 
from H another vector, in a manner fully defined by (in case we want 
the developments) the following equations (not otherwise needed). Let 
Hi, , and Bi, . ., be the components of H and B referred to any 
rectangular axes. Then 


By = hh, + pH, + hsp 
B. = pa M, + Pog ll, H, „6 66 oo *. (2) 
By = HH + Hz Ha + sg 
where p, etc., are constants, which may have any values not making 
HB negative; with the identities »,,=,,,, etc. s 
B1 = m Ey B. = HH, B. = lll (13) 
when the components are those referred to the principal axes of per- 
meability, #,, Ai, 4, being the principal permeabilities, all positive. 
Inverse Operators.—Since B = AH, we have H = u IB, where u“! is the 
operator inverse to a. When referred to the principal axes, we have 


1 1 1 
l =, m=, p = —. ( —ͤ— (14) 
Py Ps 4 
But when referred to any rectangular axes, we have 
— 2 pa 
pi, = Pala = Pie pi, = E Hul, etc... (15) 
ffs 


a 


by solution of (12). The accents belong to the inverse coefficients. 
The rest may be written down symmetrically, by cyclical changes of 
the figures. In the index-surface the operators are inverse to those in 
the wave surface. 

Conjugate Properity.—The following property will occur frequently. 
A and B being any vectors, 
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or the scalar product of A and uB equals that of B and A. It onl 
requires writing out the full scalar products to see its truth, whi 
results from the identities l = H, etc. Similarly, 
ApcB = HAB = cuAB, etc., 
AB = App-B = HAB, etc., 

where in the first line c is another self-conjugate operator. 

D is expressed in terms of E similarly to (12) by coefficients c, cis 
etc.; or, as in (13), by the principal capacities ci, c Cg. 

Theorem.—The following important theorem will be required. A and 


B being any vectors, 
Ptg VAB = HNA? EE . (17) 


For completeness a proof is now inserted, adapted from that given by 
Tait. Since VAB is perpendicular to A and B, by definition of a vector 
product, therefore 


AVAB=0, and BVAB- O, 

by definition of a scalar product. Therefore 
l App- NAB O, and Bpp`!VABœ0, 
by introducing π = 1. Hence 

AAA IVAB O, and BA IVAB =, 
by the 9 property; that is, a IVA is perpendicular to pA and 
* hu-1V AB = VpApB, 
where h is a scalar. Or 

hV AB = »VpApB, 


by operating by m To find h, multiply by any third vector © (not to 
be in the same plane as A and B), giving 


hCVAB = C VpApB ; 
_ HCV HAN 
therefore h= —GVAB” 


by the conjugate property. Now expand this quotient of two scalar 
products, and it will be found to be independent of what vectors A, B, C 
may be. Choose them then to be i, j, E, three unit vectors parallel to 
the principal axes of . Then 


= #KV min 
he iyi % 
by the i, j, k properties before mentioned. This proves (17). 
Transformation-Formula.—The following is very useful. A, B, C 


being any vectors, 
VAVBO = B(CA) - GAB) (18) 


Here CA and AB are scalar products, merely set in brackets to separate 
distinctly from the vectors B and C they multiply. This formula is 
evident on expansion. 
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The Equations of Induction.— and H being the electric and magnetic 
forces at a point in a dielectric, the two equations of induction are 
[vol. I., p. 449, equations (22), (23)] 


ff sis tientatneieess (19) 
eff (20) 


cand » being the capacity and permeability operators, and curl standing 
for VV as defined in equation (7). Let T and d be the electric and the 
magnetic current, then 


Tl =cBi/4z, Q= phir. oe (21) 


The dot, as usual, signifies differentiation to the time. The electric 
energy is NB / 8 per unit volume, and the magnetie energy HuH/8r 
per unit volume. If A is Maxwell’s vector potential of the electric 
current, we have also 


curl A = pH, 7777VCß0000000 T (21a) 


Similarly, we may make a vector Z the vector potential of the magnetic 
current, such that [vol. I., p. 467] 


- curl Z = cE, 1TCTCXͤͥͤ2 EE ETA (22) 


The complete magnetic energy of any current system may, by a 
well-known transformation, be expressed in the two ways 


T = HyH/8x = 24AT, 


the 2 indicating summation through all space. Similarly, the electric 
energy, if there be no electrification, may be written in the two ways 


If there be electrification, we have also another term to add, the real 
electrostatic energy, in terms of the scalar potential and electrification. 
And if there be impressed electric force in the dielectric, part of G will 
be imaginary magnetic current, analogous to the imaginary electric 
current which may replace a system of intrinsic magnetization. 

Plane Wave.—Let there be a plane wave in the medium. Its direction 
is defined by its normal. Let then N be the vector normal of unit 
length, and z be distance measured along the normal. If v be the 
velocity of the wave-front, the rate the disturbance travels along the 
normal, or the component parallel to the normal of the actual velocity 
of propagation of the disturbance, we have | 


H =f(z- vt), 
if the wave be a positive one, as we shall suppose, giving 


applied to H or E. 
ext, examine what the operator VV or curl becomes when, as at 
present, the disturbance is assumed not to change direction, but only 
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magnitude, as we pass along the normal. Apply the theorem of Version 
”) to the elementary rectangular area bounded by two sides parallel to 

of length a, and two sides of length 5 perpendicular to E and in the 
same plane as E and the normal N. Since its area is ab, and b = dz sin 6, 


and the two sides b contribute nothing to the line-integral, we find that 


curl= VNS., ee rr ner (24) 


applied to E or H or other vectors, in the case of a plane wave. Using 
this, and (23), in the equations of induction (19), (20), they become 


H dE 

VNR SS Ri 

v v dH 

de de 
Here, since the z differentiation is scalar, and occurs on both sides, it 

may be dropped, giving us 

FCC s. cenone (25) 
VNE = val. e (26) 


The induction and the displacement are therefore necessarily in the 
wave - front, by the definition of a vector product, being perpendicalay to 
N. Also the displacement is perpendicular to the magnetic force, and 
the induction is oe to the electric force. 

ace. Let 


s=" : E AT (27) 
be a vector parallel to the normal, whose length is the reciprocal of the 


normal velocity v» It is the vector of the index-surface. By (25) and 
(26) we have 


cE = VSI, therefore —-E=c"!VsH,; .......... (28) 

and pH= Valk, therefore Hep Vek .......... (29) 
Now use the theorem (17). Then, if 

M = phy Hy figs WCC, eaesteunesweaiceenecs (30) 


In order to secure the advan of black letters for vectors, I have changed 
the notation thus :—The original e is now s; pisr; g is b; is g: and a is a.] 
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be the products of the principal permeabilities and capacities, the 
theorem gives, applied to (28) and (29) 
n= VescH, MBM (31) 
mH = V! ³˙·---- (32) 


Putting the value of H given by (32) in (28) first, and then the value 
of E given by (31) in (29), we have 


-mB = IVO VMS . (33) 
-nH =p IVSVcS cli. ee eee (34) 
To these apply the transformation-formula (18), giving 
me = p8(8B) — pE(8u8), ) (33a) 
and nu = c8(8CH) - cH(scs)h)))⸗ sence cee eee (34a) 
where the bracketed quantities are scalar products. Put in this form, 
(Ss — mc} B = u“m e E) eee cee eaes (35) 
{(8c8)c - nyu} H = cs (SH)) (36) 


and perform on them the inverse operations to those contained in the 
{}'s, dividing also by the scalar products on the right sides. Then 


E 

87 1 = (S8) A mc 55 a „ „„ „ „4464 (37) 
H cB 

acH = (Bc8)c — np COC COC e eet „ „„ FER ease eeres (38) 


Operate by c on (37) and by p on (38), and transfer all operators to the 
denominators on the right. Then 


5 
uE (SAC i- Mr.!  } 
FC 
scH (scs) -I n ? 
(It should be noted that, in thus transferring operators, care should 
be taken to do it properly, otherwise it had better not be done at all. 
Thus, we have by (37), 
.., or 
(88 m 
and the left c and the right p are to go inside the (J. Operate by c~? 
and then again by {}*}, thus cancelling the {}~}, giving 
ps = {/Bp8)p - mcc Abi. 
Here we can move c“! inside, giving 
p8 = (Ss), = m bi; 
and now operating by , it may be moved inside, giving 
8 = (sie- mu) }b,, 


b, b, =¢{(848)u m ys, 


as in (39).) 
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We can now, by (39) and (40), get as many forms of the index- 
equation as we please. We know that the displacement is perpendicular 
to the normal, and so is the induction. Hence 


sb, = O, N (41) 


where b, and b, are the above vectors, in (39) and (40), are two 
equivalent equations of the index-surface. 

Also, operate on (39) by suc}, and on (40) by scu™}, and the left 
members become unity, by the conjugate property; hence 


psc tb, = l, cs b 1 959695959565 —e 0 (42) 


are two other forms of the index-equation. (41) and (42) are the 
simplest forms. More complex forms are created with that surprising 
ease which m characteristic of these operators; but we do not want any 
more. When expanded, the different forms look very different, and no 
one would think they represented the same surface. This is also true 
of the corresponding Fresnel surface, which is comparatively simple in 
expression. In any equation we may exchange the operators p and c. 
ut s = Nv! in any form of index-equation, and we have the velocity- 
equation, a quadratic in v? giving the two velocities of the wave-front. 
And if we put Nv=p, thus making p a vector parallel to the normal of 
length equal to the velocity, it will be the vector of the surface which is 
the locus of the foot of the perpendicular from the origin upon the 
saa i pann to the wave-surface. 
By (33a), remembering that s is parallel to the normal, we see that 


cE, uk, and paN are in one plane ' ee (43) 
or EB, N, and yp cE are in one plane. 
And by (342), 

pH, cN, and H are in one plane i ee ats (44) 
or H, N, and c H arein one plane. 


These conditions expanded, give us the directions of the electric force 
and displacement, the magnetic force and induction, for a given normal. 
We may write the second of (43) thus, 


NV? == 05 f (45) 
and the second of (44) thus, 
VIP. o; . . . . (46) 
c p 


and as these differ only in the substitution of B for D, we see that the 
induction of either ray is parallel to the displacement of the other; that 
is, the two directions of induction in the wave-front are the two 
directions of displacement. 

The Wave-Surface.—Since the velocity-surface with the vector p=vN 
is the locus of the foot of the perpendicular on the tangent-plane to the 
wave-surface, we have, if r be the vector of the wave-surface, 


CT! (47) 
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But s the vector of the index-surface being = N- = pv-?, we have, by 
(47), dividing it by &, 
6111!öÜd E (48) 


To find the wave-surface, we must therefore let 8 be variable and 
eliminate it between (48) and any one of the index-equations This is 
not so easy as it may appear. 

General considerations may lead us to the conclusion that the equation 
to the wave-surface and that to the index-surface may be turned one 
into the other by the simple process of inverting the operators, turning 
c into c and p into a. Although this will be verified later, any form 
of index-equation giving a corresponding form of wave by inversion of 
operators, yet it must be admitted that this requires proof. That it is 
true when one of the operators c or p is a constant does not prove 
that it is also true when we have the inverse compound operator 
((s) I- nc] 1 containing both ¢ and , neither being constant. I 
have not found an easy proof. This will not be wondered at when the 
similar investigations of the Fresnel surface are referred to. Professor 
Tait, in his Quaternions, gives two methods of finding the wave- 
surface; one from the velocity-equation, the other from the index- 
equation. The latter is rather the easier, but cannot be said to be very 
obvious, nor does either of them admit of much simplification. The 
difficulty is of course considerably multiplied when we have the two 
operators to reckon with. I believe the following transition from index 
to wave cannot be made more direct, or shorter, except of course by 
omission of steps, which is not a real shortening. 


Given 
cE 8 B 
„E - nge m (49) = (39) bis 
J (50) = (41) bis 
CCC! toe: (51) = (48) bis 
Eliminate 8 and get an equation in r. We have also 
„ (52) (42) bis 
which will assist later. 
By (49) we have 
8 = (ssc bi -mp De .in. . (53) 
Multiply by bi and use (50); then 
0 = (SAs (bie- bi) M(bIA Ib- ) . . (54) 
By differentiation, 8 being variable, and therefore bi also, 
0 = 2(dspys)(b,c~*b,) + 2(8 8) (d bie- Ibi) - 2m(db utb). ...... (55) 


Also, differentiating (53), 
dg = 2(dsys)c~"b, + (848)dce-*b, - muh ibi; 
and multiplying this by 2b, gives 
2b,ds8 = 4(d8y8)(b,c~'h,) + 2 (8/78) (d bie- Ibi) - 2mn(db,u-'b,). ...(56) 
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Subtract (55) from (56) and halve the result ; thus obtaining 
b,ds = (dsus) (bie bi), 
or (bi- (bie bi) us] ds OOO . (57) 


In the last five equations it will be understood that ds and mi are 
differential vectors, and that days is the scalar product of ds and us, 
etc. ; also in getting (56) from the preceding equation we have 


bidc bi = b,c“ db, = dbic bi, ete. 
Equation (57) is the expression of the result of differentiating (50), 


d(ab,) - dab =0, 
with db, eliminated. nn 


Now (57) shows that the vector in the (] is perpendicular to ds, the 
variation of 8. But by (51) we also have, on differentiation, 


/ (58) 
Hence r and the (] vector in (57) must be parallel. This gives 
hr - bi- (bie bin (59) 
where & is a scalar. If we multiply this by c bi and use (52), we 
obtain 

„CCC (60) 

or, by (49), giving bi in terms of cE, 
// ·˙·—·äAA Ä (61) 


a very important landmark. The ray is perpendicular to the electric 
furce. 
Similarly, if we had started from—instead of (49), (50), and (52)— 
the corresponding H equations, viz., 
pH 8 


= me —— = —1 = 
sH b, (ayaa Bb, = O, c8u-1b, = 1, 
with of course the same equation (51) connecting r and 8, we should 
have arrived at 
AY = Dy - (xb b) c . (62) 


h’ being a constant, corresponding to (59); of this no separate proof is 
needed, as it amounts to exchanging A and c and turning E into H, to 
make (39) become (40). And from (62), multiplying it by A Ibs, 


we arrive at 
rub, O, or ,. raa (63) 


corresponding to (61). The ray is thus perpendicular both to the 
electric and to the magnetic force. The first half of the demonstration 
is now completed, but before giving the second half we may notice some 
other properties. 

Thus, to determine the values of the scalar constants à and h’. 
Multiply (59) by s, and use (50) and (51); then 


h = — (be- bi) sie, = — (bibi), 
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the second form following from (54). Insert in (59), then 


— 1S b, 
r= ) (64) 
gives r ral bapa in terms of us and bi, the latter of which is known in 
terms of the former by (49). Multiply this by A Ubi, using (50); then 
CC h ansa (65) 
Similarly we shall find 
hm nbe ,,, (66) 
giving r= 3 1052 b e (67) 
and, corresponding to (65), we shall have 
/ cies on e (68) 


Now to resume the argument, stopped at equation (63). Up to 
equation (59) the work is plain and straightforward, according to rule 
in fact, being merely the elimination of the differentials, and the getting 
of an equation between r and 8. What to do next is not at all obvious. 
From (59), or from (64), the same with z eliminated, we may obtain all 
sorts of scalar products containing r and b., and if we could put b, 
explicitly in terms of r, (60) or (65) would be forms of the wave- surface 
equation. From the purely mathematical point of view no direct way 
presents itself; but (61) and (63), considered physically as well as 
mathematically, guide us at once to the second half of the transforma- 
tion from the index- to the wave equation. As, at the commencement, 
we found the induction and the displacement to be perpendicular to the 
normal, so now we find that the corresponding forces are perpendicular 
to the ray. There was no difficulty in reaching the index equation 
before, when we had a single normal with two values of v the normal 
velocity, and two rays differently inclined to the normal. There should 
then be no difficulty, by parallel reasoning, in arriving at the wave- 
surface equation from analogous equations which express that the ray 
is perpendicular to the magnetic and electric forces, considering two 
parallel rays travelling with different ray-velocities with two differently 
inclined wave-fronts. 

Now, as we got the index-equation from 


VN = 408). ·- (25) bis 
VN l,. . . (26) dis 


we must have two corresponding equations for one ray-direction. Let 
M be a unit vector defining the direction of the ray, and w be the ray- 
velocity, so that 
F %00ö§ö§Ü—Ü³;“ůh%Keſaeſes9% / (69) 
Operate on (25) and (26) by VM, giving 
VMVNH = - vVNMcE. 
VMVNE= VME. 
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Now use the formula of transformation (18), giving 

N(HM) - H(MN) -- vVNcR, 

N(EM)- E(MN)= vVMĻH. 
Bat HM=0 and EM =0, as proved before. Also v- (MN), or the 
wave-velocity is the normal component of the ray- velocity. Hence 


EF“ (70) 
,, (71) 

which are the required analogues of (25) and (26). Or, by (69), 
Eh%C A (72) 
-E= VrH .............. TE maces (73) 


sro the analogues of (28) and (29). The rest of the work is plain. 
Eliminating Hand H successively, we obtain 


0 = E + VryuVrck, 
0=H + VrevVrAH; 
and, using the theorem (17), these give 
0 = B+ mVrV po rp cB, 
O HT nVrVcCIrc IAH; 
which, using the transformation-formula (18), become 
0 = B+ mp Ir (A rc) — A IcE(rA-Ir)m, 
0 = H + ne-'r(c“ rH) — cH (rory ; 
or, rearranging, after operating by u and c respectively, 
((u ir) me- I= mr(u-rcK), 
((re-ir)nu - c} H = nr(c rp). 


E 1 
i p irb Gp re mip S P ...... (74) 
H r 
c ITAII = (rc Ir) n So say. 555555555 (75) 


These give us the four simplest forms of equation to the wave. For, 
since rE = O- TH, we have 


rg, = 9, PR Os. (76) 
Also, operating on (74) by A Irc and on (75) by ir we get 
preg =l, a a E E (77) 


two other forms. 
gi and g, differ from bi and ba merely in the change from s to r, and 
in the inversion of the operators. The two forms of wave (76) are 
analogous to (41), and the two forms (77) analogous to (42), inverting 
operators and putting r for s. 
Similarly, if the wave-surface equation be given and we require that 
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of the index-surface, we must impose the same condition rs = 1 as before, 
and eliminate r. This will lead us to 


Bcg, = O, /// ee (78) 
corresponding to (60) and (65); and 
Bug, = O, BORE m Ry . 8 (79) 


corresponding to (63) and (68); and the first of (78) and (79) are 


equivalent to 
sc = 0, suH = 0) ; 

or the displacement and the induction are perpendicular to the normal. 
This completes the first half of the process; the second would be 
the repetition of the already given investigation of the index-equation. 

The vector rate of transfer of energy being VEH/47 in general, when 
a ray is solitary, its direction is that of the transfer of energy. It seems 
reasonable, then, to define the direction of a ray, whether the wave is 
plane or not, as perpendicular to the electric and the magnetic forces, 
On this understanding, we do not need the preliminary investigation of 
the index-surface, but may proceed at once to the wave-surface by the 
investigation (69) to (77), following equations (25) and (26). 

The following additional useful relations are easily deducible :—From 
(25) and (26) we get 


FE (80) 
and from (72) and (73), 
T EE © „44646666666 „ „„ vee (81) 
Also, from either set, 
5S: : e. (82) 


expressing the equality of the electric to the magnetic energy per unit 
volume (strictly, at a point). 

Some Cartesian Expansions.— In the important case of parallelism of 
the principal axes of capacity and permeability, the full expressions for 
the index- or the wave-surface equations may be written down at once 
from the scalar product abbreviated expressions. Thus, taking any 
equation to the wave, as the first of (76), for example, rg, = 0, gi being 
given in (74), take the axes of coordinates parallel to the common 
principal axes of c and »; so that we can employ Cy Cy Cy, the principal 
capacities, and p, Hp us the principal permeabilities in the three com- 
ponents of gi. We then have, z, y, 2 being the coordinates of r. 


r? R y? A 22 E 85 

(ru r)e, — m I (TH IT) — mn ht (r IT) - in n, 83) 
2 ½% 22 
where N Ir 4-1. 
Py, Ma Ps 


In (83) we may exchange the cs and y's, getting the second of (76 ). 

Similarly the first of (77) gives 
AI- CE- a = 33 

(Tu Ir) - M . (Tu Ir) c. m h. (TA T) - m ½ 084) 
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as another form, in which, again, the p’s and c's may be exchanged (not 
forgetting to change m into n) to give a fourth form. 
hese reduce to the Fresnel surface if either p,=y,=p, Oor 
ei = Cy = Cy. 
Let z=0 to find the sections in the plane y, 2. The first denominator 
in (83) gives 


p e 1 
LI he. 0, or + cih = 1, 
Ja yc, + 2801 


representing an ellipse, semiaxes 
vs = (Cg)? and — tg = (6,45) . 
The other terms give 


(Stn) ae ae 


Or Yp Cg + 2c l, 


an ellipse, semiaxes v, =(cy,)-# and 271 = (c, i. Similarly, in the 
plane z, z the sections are ellipses whose semiaxes are 9.1, zg, and v 
vz, Where for brevity v, = (cu,) 1; and in the plane z, y, the ellipses 
have semiaxes vgl, Vaz and Vip Vig 

In one of the principal planes two of the ellipses intersect, giving 
four places where the two members of the double surface unite. 

If c/n =Ca/ Fg =Cy/o@g, we have a single ellipsoidal wave-surface whose 
equation is 


* P 2 
at + 57 C (85) 
Now, of course, via = vai, etc. 
When the p and c axes are not parallel, we cannot immediately write 


down the full expansion of the wave-surface equation. Proceed thus :— 
Taking rg, =0 as the equation, let 


R= Mr Ir), and = m 1g, ; 
then, by (74) and (76), 
r 
= = 0 
r ES 0, or ra = O, 
where /// ² AAA n (86) 


R is a scalar. If ai, a, a, are the three components of a referred to 
any a axes, and z, y, z the components of r, we have, by (86) 
an ; | 
z = (Ren - H) + (Nei - Hyg) dg (Rois — fils) das, 
y = (Beg — Hi) a + (N- Hogia + (Ecos Has) as, 
2 = (Beg) — Hai) ar + (Rega — Hs) dn (Bess — Hyg) as; 
from which ai, a ag may be solved in terms of x, y, 2; thus 


Ay = hT t Ayo + 4152, 

Bg = Ag) Z + Ago + dg, 

Ag = Ag ＋ Ago + Agg? 5 
H.E.P.— VOL. II. B 
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where, by using (15), 
(Fen- H) (Nes — Hs) — (Regg — Mas)” 
411 Â ’ 


Oy. = (Reis — uujg) (Hegg — Hos) An = Hig) ( Regs — gg) 


and the rest by symmetry. Then, since 

ra = + ya, + za, = O, 
we get the full expansion. A need not be written fully, as it goes out. 
The equation may be written symmetrically, thus, 


O=1+mn(rp-!r)(re~ ir) — (Elends + gg — 2Cogftog) + «+ 


+ 22 (gps + Costas ~ “ralsa ~ Coats) K.]. 5 . (87) 
where the coefficients of 52, 22, yz, and zz are omitted. Here m = Hug 
and n = c;c; whilst 

ror = cfr? + Coy? + Cae + clary + 2c + Dhea, 
where chy ...» are the inverse coefficients. See equation (15). The 
expansion of ru ir is exactly similar, using the inverse u coefficients. 
If in (87) we for every c or p write the reciprocal coefficients, we 
obtain the equation to the index-surface ; that is, supposing 2 y, 2 then 
to be the components of s instead of r. And, since sv=N, the unit 
wave-normal, we have the velocity-equation as follows, i in the general 


F {NK cho c 2ch ) +... 


+ 2N, MAGALA + Cala =o Cho U . C33 ja) + oe 9, 269922 62 „6 (88) 


in which Ni, Va, N, are the components of N, or the direction-cosines 
of the normal. To show the dependence of K upon the capacity and 
permeability perpendicular to N, take N,=1, N,=0, N,=0, which 
does not destroy generality, because in (88) the axes of reference are 
arbitrary. Then (88) reduces to 


vt (ch + ch - 2c 0? + (Chats c) (O — Jg) =O. 


When the u and c axes are parallel, and their principal axes are those 
of reference, we have 


0 =e AN 5 -0 Nih +28 a) + NH eh + 0h) + Nha +A) h (89) 


eae NaN = Ni + HN + UNI, 


with a similar expression for NcN, and v= (ci) , etc., as before. 
The solution is 


*I NIC + 0h) + ENG (th + 0%) + 1 No (u + Oh) K AVX, .. (90) 
where X= Níu Mu + Nui — 2(NIi N tuts + NI NS Ui + Ng NI ru:), 
in which U = Vh 92 Uy = 02, — Cp Us = Vig — Uy. (91) 
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Take ui - O, or % - Capg ; the two velocities (squared) are then 
Nica + Noth + Navis, and Nits + Nitis + Nith, 
reducing to one velocity v, when N, = I. 
If, further, u,=0, or u,=0, making chr = /, c. X=0 
always, and 
= Nioh + Ngo + Nie, ———ͤ—ũꝛ-ůũ— j 3 (92) 


is the single value of the square of velocity of wave. front. 
Directions of E, H, D, and B.— We may expand (45) to obtain an 
7 for the two directions of the induction and displacement. 
us, since 


P ICh D+ hD, + Ds) TI Di + GD. + D.) + KGD. + daD + d. D.), 


Fm ilphaDy + D. HhaDs) +i oD + El. D- 

TEO Di + AD, + / D., 
N=iN,+jN,+KN,, 
the determinant of the coefficients of i, j, k equated to zero gives the 


required equation. When the principal axes of u and c are parallel, 
the equation greatly simplifies, being then 


Niu, , Niu, Nzu 
Sa tad erp bar Sia lat Se eer err Te 
0 D, + D, + Ds 9 (93) 
where ul, . . ., are the same differences of squares of principal velocities 


as in (91). For Di, etc., write Bi, ete.; and we have the same equa- 
tion for the induction directions. For D,, etc., write ¢,£,, etc., and the 
resulting equation gives the directions of B. For D, etc., write pH, 
etc., and the resulting equation gives the directions of H. 


Note on Linear Operators and Hamilton's Cubic. (June 12th, 1892.) 


[The reason of the ease with which the transformations concerned in 
the above can usually be effected is, it will be observed, the symmetrical 
property AcB = BcA of the scalar products. But when a linear operator, 
say 6 15 not its own conjugate, some change of treatment is required. 

hus, let 


D, iI EI + Gg, + gh, Di = cE, + Cy Ey + Cy) Fy 
D. = Cy E, + Cog bg + Cog kg, Dy = cizEI + Cgghig + gg kg, 
D = cgi EI + Cg Bg + Cag Eg, D; = cis EI + Coghg + Cag EB, 


where the nine c’s are arbitrary. We may then write 
D=cH, D =P, 
where the operator c’ only differs from c in the exchange of ¢,, and ¢,,, 
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etc. It is now D/ that is . to D, whilst c’ is the operator 
conjugate to c. It may be readily seen that 

D= f+ Vek, D = fE - Ve, 
where F is the self-conjugate operator obtained by replacing ci and cp, 


etc., in c by half their sums, and e is a certain vector whose components 
are half their differences. Thus, 


fE=3(D+D’), VeH= 10D -D), 
@ = Hic — Cog) + (eis - s1) + Ik( n — Cg). 
The conjugate property of scalar products is now 
AcB = Be’A. 
That is, in transferring the operator from B to A, we must simultane- 
ously change it to its conjugate. Another way of regarding the matter 
is as follows:—If we put 
o- ien TJ ＋ Key, = ien + Jeg K 6g 10% Ic + Kegs, 

we see, by the above, that 


D = Ei. oi +j.0 E ＋ k. E= (i. oi 1j. 0% ＋ k. o) E 
D’ =E el. iE + 0,.jE + 0,. kE = (oi. i 0% j ＋ 0g. x) B, 


from which we see that c’E is the same as Ec, and cE the same as Ec’. 
In the case of AcB, therefore, we may regard it either as the scalar 
product of A and cB, or as the scalar product of Ac and B. This 
is equivalent to Professor Gibbs’s way of regarding linear operators. 
That is (converted to my notation), 


c=1,0,+J.0,+K.c, 
is the type of a linear operator. It assumes the utmost generality when 
i, j, k stand for any three aH tea vectors, instead of a unit 
rectangular system. Professor Gibbs has considerably developed the 
theory of linear operators in his Vector Analysis. 


The generalised form of (17) is got thus:—Let v and w be any 
vectors, then, as before, we have 


0= vVvw= vc Vw, 
= Ww Vvw = wee! V vw, 


where the last forms assert that c-!Vvw is perpendicular to ve and we, 
or parallel to Vycwc ; that is, 


MV VW =CVC VOW 5 UU P P . (A) 
from which, by multiplying by a third vector u, we find 
c uV V, 
ür (B) 


which is an invariant. , 
Hamilton’s cubic equation in c is obtained by observing that since 
(A) is an identity, c being any linear operator, it remains an identity 
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when c is changed to c- g, which changes c’ to c’—g, where 9 is a 
scalar constant. For c—g is also a linear operator. Making this sub- 
stitution in (A) and expanding, we obtain 

(m — mig + ma- e) VV 


Vvw 
“yee eue ve w — g(uVe/ve'w A vVe/ wou wo uv) 


+9°(c/aV vw +c/vVwu +c'wVuy) — guVvw} 
=¢Ve've'w VV NY VV MW VV) 
＋ N VV W Vvc'w + Vo VW) - Vw, 


where m, mi, m, are the coefficients of 9°, — g, and g? in the expansion of 
the left member of m given by (B). Comparing coefficients we see that 
g and gs go out. The others give (remembering that we are dealing 
with an identity), 

Ve'velw + ¢(Vvc'w + Ve’'vw) =m, Vvw, 

cVyw+ (Vve'w + Ve’vw) =m,Vvw. 

Operate on the first by c and second by c, and subtract. This eliminates 
the vector in the brackets, and leaves 

c Vc VN] GVV Y =m cV vw -mc VVW, 
where the first term on the left is mVvw. So we have 


m- mic mc =P. q (C) 
which is Hamilton's cubic. 
If we start instead with the conjugate operator c’ we shall arrive at 
m VYW = Vcvcw, where 8 ; 
uVvw 


and then, later, to the cubic 
m mc + mic’? — 3 =0, 
where m’, etc., come from m, etc., by exchanging c and . But it may 
be easily proved that m =m’, and we may infer from this that m, = m 
and m. = mf, on account of the invariantic character of m being pre- 
served when c becomes c- g. In fact, putting c= Ve and f- Ve, 
where f is self-conjugate, we may independently show that 
am’ uV. _cuVevew aVV Ww 
a W N uV vw uVyw ’ 
uVi/vfw +vVfwfu+wVfufy +e 
uV vw 
__ UVevew + vVewcu + WVcucy 
uVvw 
faVyuw +fvVwu+fwVuv 
uVvw 


So in Hamilton’s cubic (C) we may change c to c, leaving the m’s 


mM =mi = 
= same with „, 


ma = m same with c=same with c’. 
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unchanged ; or else in the m’s only; or make the change in both the cs 
and the m’s, without affecting its truth. 

If the passage from (A) to (C) above be compared with the corre- 
sponding transition in Tait’s Quaternions (3rd edition, §§ 158 to 160) it 
will be seen that that rather difficult proof is simplified (as done above) 
by omitting altogether the inverse operations I and (G- 9) 1 and the 
auxiliary operator x; especially x, perhaps. One is led to think from 
Professor Tait’s proof that the object of the investigation is to solve 
the problem of inverting ¢. But the mere inversion can be done by 
elementary methods. In Gibbs's language, if a, b, o is one set of 
vectors, the reciprocal set is a’, b, o, given by 


„ Vbo _ Voa _ Vab 
4 bo * Vos o: oVab 


On this understanding, we may expand any vector d in terms of 


a, b, o thus :— 

d=a.a/d+b.b/d+c.o/d. 
Similarly, if 1’, m’, n’ is the set reciprocal to 1, m, n, we have 

r=), lr m. mr T n“. nr. 
If, then, it be given that 

d= ¢(r) =a, lr b. mr c. nr, 
we see that lr=a/d, etc., so that 
r =S Md) . a/d +m’, b/d & n. od 

inverts ¢. (This is equivalent to Tait, § 173.) 


We see by (A) and (B) that the inverts of u, v, w are c“ x inverts of 
cu, cv, cw; or cx inverts of c'u, cv, c'w. The cubic (C) may be written 


cu Vcvcwy i 
uVvw 
if u’, v’, w’ are the inverts of u, v, w (or the reciprocal set). In this 


identity the operators c and c may be inverted. When that is done 
we see that the m of c is the reciprocal of the m of cl.] 


-1 — (uc lu’ + vcw ve )) =¢ fe - (ucu’ + vev! + wew’ )} i 


Note on Modification of Index-equation when c and p are Rotational. 


[Let c and / be the conjugates to c and u. Then, by (A), (B), in 
last note, 
mV yw = p V evew uV vu W, 
where m = Hi fog + 1498, 


if A fy fg are the principal permeabilities of pọ, the self-conjugate 
operator such that p= py + Ve. With this extension of meaning, we 
shall have (treating c and n similarly), 


E= IVS, -nb = Vc'scH, -mB =c¢7 IVS VA S/E, 
H = pp VSE, mH = VA SHE, ~nH = 4 VS Vesce H, 
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here the first pair replace (28), (29), th d pair (31), (32), and 
CC 
me = p'B(8pE) — Ns), 
—npH = ss H) — c/H(sc’s) 
replace (33a) and (34a), and 


E p's H c's 
Su (en's) -me H (see — mp 


replace (37a), (38a); from which two forms of index-equation corre- 
sponding to (41) are 


8 8 
pe T 


We obtain impossible values of the velocity for certain directions of the 
ace) That is, there could not be a plane wave under the circum- 
stances. 


XXXII. NOTES ON NOMENCLATURE. 


(The Electrician, Note 1, Sep. 4, 1885, p. 311; Note 2, Jan. 26, 1886, p. 227; 
Note 3, Feb. 12, 1886, p. 271.] 


Nore 1. IDEAS, WORDS, AND SYMBOLS. 


HowEvER desirable it may be that writers on electrotechnics should 
use a common notation, at least as regards the frequently recurring 
magnitudes concerned—which notation should not be a difficult matter 
to arrange, provided it be kept within practical limits—it is perhaps 
more desirable that they should adopt a common language, within the 
same practical limita, of course. For whilst the use of certain letters 
for certain magnitudes requires no more explanation than, for instance, 
“ Let us call the currents CI. C, etc., it is otherwise with the language 
used when speaking of the magnitudes, as more elaborate explanations 
are needed to identify the ideas meant to be expressed. 

As regards electric conduction currents, there is a tolerably uniform 
usage, and a fairly good pede th It is seldom that any doubt can 
arise as to a writer's meaning, unless he be an ignoramus or a para- 
doxist, or have unfortunately an indistinct manner of expressing him- 
self. I would, however, like to see the word “intensity,” as applied to 
the electric current, wholly abolished. It was formerly very commonly 
used, and there was an equally common vagueness of ideas prevalent. 
It is sufficient to speak of the current in a wire (total) as “ the current,” 
or “the strength of current,” and when referred to unit area, the 
current-density. (In three dimensions, on the other hand, when every- 
thing is referred to the unit volume, and the current-density is meant 
as a matter of course, it is equally sufficient to call it the current.) 
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It is a matter of considerable practical advantage to have single words 
for names, instead of groups of words, and it is fortunate that the exist- 
ing conduction-current terminology admits of very practical adaptation 
this way. Thus, “specific resistance” may be well called “resistivity,” 
and specific conductance “ conductivity,” referring to the unit volume. 
Resistivity is the reciprocal of conductivity, and resistance of conduct- 
ance. When wires are in parallel, their conductances may be more 
easy to manage than their resistances. We have also the convenient 
adjectives “conductive” and “ resistive,” to save circumlocution. 

Passing to the subject of magnetic induction, there is considerable 
looseness prevailing. There is a definite magnitude called by Maxwell 
“the magnetic a which may well be called simply the 
induction.” It is related to the magnetic force in the same manner as 
current-density to the electric force. (B= pH) The ratio » is the 
“ magnetic permeability.” This may be simply called the permeability, 
since the word is not used in any other electrical sense. Induction and 
permeability may not be the best names, but (apart from their being 
understood by mathematical electricians) they are infinitely better than 
the long-winded “number of lines of force” (meaning magnetic) and 
“ conductivity for lines of force,” the use of which, though defensible 
enough in merely popular explanations, becomes almost absurd when 
the electrotechnical user actually goes so far as to give them quantita- 
tive expression. Conductivity should not be used at all, save in point- 
ing out an analogy. It has its own definite meaning. 

“ Permeability,” however, does not admit of such easy adaptation to 
different circumstances as conductivity. Permeability referring to the 
unit volume, the word permeance is suggested for a mass, analogous to 
conductance. We have also the adjective “permeable.” By adding, 
moreover, the prefix im, we get “impermeable,” ‘“ impermeability,” 
and impermeance, for the reciprocal ideas, sometimes wanted. Thus 
impermeability, the reciprocal of , would stand for the long-winded 
oe resistance to lines of magnetic force.” (The permeance of a 
coil would be I/ 4, if L is its coefficient of self-induction. In the 
expression T= LC for the magnetic energy of current C in the coil, 4r 
does not appear, whilst it does in the form T = 4 magnetomotive force x 
total induction through the circuit +47. It is 40 that is the magneto- 
motive force, and LC the induction through the circuit. Thus we have 
oppositely acting 47’s. I may here remark that it would be not only a 

eoretical but a great practical improvement to have the electric and 
magnetic units recast on a rational basis. But I suppose there is no 
chance of such an extensive change.) It must be confessed, however, 
that these various words are not so good as the corresponding con- 
duction-current words. 

But now, if, thirdly, we pass to electric displacement, the analogue of 
magnetic induction (noting by the way that it had better not be called 
the electric induction, on account of: our already appropriating the word 
induction, but be called the displacement), the existing terminology is 
extremely unsatisfactory; and, moreover, does not readily admit of 
adaptation and extension. Corresponding to conductivity and perme- 
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ability we have “ specific inductive capacity,” or “ dielectric constant,” 
or whatever it may be called. I tically í l it the electric capacity, or 
the capacity. It refers to the unit volume. But here it is very unfor- 
tunate that it is not this specific capacity c (say), but c/4r, that is the 
capacity of a unit cube condenser (such that charge = difference of 
potential x capacity). D, the displacement, is the charge (+ or , 
according to the end), and we have D=ck/4r, E being the electric 
force. We may get over this trouble by puan it thus, D 8E, and 
calling s (or / 4) the specific capacity. Then the capacity in bulk is 
got in the same manner as conductance from conductivity. 

Supposing we have done this, there is still the trouble that capacity 
gives the extremely awkward inverse “incapacity,” and the adjectives 
“ capacious” and incapacious, besides not giving us any words for 
use in bulk, like conductance and resistance. And, in addition, the 
word capacity is itself rather objectionable, as likely to give beginners 
entirely erroneous notions as to the physical quality involved. It is 
not that one dielectric absorbs electricity more readily than another. 
Electric displacement is an elastic phenomenon: one dielectric is more 
yielding (electrically) than another. The reciprocal of s above is the 
electric elasticity, measuring the electric force required to produce the 
unit displacement. Thus s should have a name to express the idea of 
elastic yielding or distortion, and its reciprocal also a name (not strings 
of words), and they should be readily adaptable, like conductivity, etc. 
(Perhaps also a better word than permeability might be introduced, 
although, as we see, it is tolerably accommodative.) Displacement 
itself might also be replaced by another word less suggestive of bodil 
translation; although, on the other hand, it harmonises well wi 
“ current,” the displacement being the accumulated current, or the 
current the time-variation of the displacement. 

All these things will get right in time, perhaps. Ideas are of primary 
importance, scientifically. Next, suitable language. As for the nota- 
tion, it is an important enough matter, but still only takes the third 


place. 
Note 2. ON THE RISE AND PROGRESS OF NOMENCLATURE. 


In the beginning was the word. The importance of nomenclature 
was recognised in the earliest times. One of the first duties that 
devolved upon Adam on his installation as gardener and keeper of the 
zoological collection was the naming of the beasts. 

The history of the race is repeated in that of the individual This 
eae modern generalisation explains in the most scientific manner the 
ondness for calling names displayed by little children. 

Passing over the patriarchal period, the fall of the Tower of Babel 
and its important effects on nomenclature, the Egyptian sojourn, the 
wanderings in the desert, the times of the Kings, of the Babylonian 
captivity, of the minor prophets, of early Christianity, of those dreadful 
middle of monkish learning and ignorance, when evolution worked 
backw and of the Elizabethan revival and coming at once to the 
middle of the 19th century, we find that Mrs. Gamp was much im- 
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pressed by the importance of nomenclature. “Give it a name, I beg. 
Sairey, give it a name!” cried that esteemed lady. She even went so 
far as to give a name to an entirely fictitious personage—Mrs. Harris, 
to wit—who has many scientific representatives. 

Having thus fortified ourselves by quoting both ancient and modern 
instances, let us consider the names of the electrical units. 

A really practical name should be short, preferably monosyllabic, 
pronounced in nearly the same way by all civilised peoples, and not 
mistakable for any other scientific unit. If, in addition, it be the name, 
or a part of the name, of an eminent scientist, so much the better. 
This is quite a sentimental matter ; but if it does no harm, it is needless 
to object to it. But we should never put the sentiment in the first 
place, and give an unpractical name to a unit on account of the 
sentiment. 

Ohm and volt are admirable ; farad is nearly as good (but surely it 
was unpractical to make it a million times too big—the present micro- 
farad should be the farad); erg and dyne please me; watt is not quite 
so good, but is tolerable. But what about those remarkable results of 
the Paris Congress, the ampère and the coulomb? Speaking entirely 
for myself, they are very unpractical. Coulomb may be turned into 
coul, and is then endurable; this unit is, however, little used. But 
ampère shortened to am or amp is not nice. Better make it père; 
then it will do. Now an additional bit of sentiment comes in to support 
us. Was not Ampere the father of electrodynamics? 

It seems rather unpractical for the B.A. Committee to have selected 
10% c.g.s. as the practical unit of EM. F., instead of 10° This will 
hardly be appreciated except by those who make theoretical calculations; 
the awkward thing is that the pére is one tenth of the c.g.s. unit of 
current. I suppose it was because the present volt was an approxima- 
tion to the E. M. F. of a Daniell; that is, however, a very strong reason 
for making the practical unit much smaller; because the EM. F. of a 
cell has now to be given in volts and tenths, or hundredths also. How 
awkward it would have been if the ohm had been made 10% c. g. s., so as to 
approximate to the resistance of a mile of iron telegraph wire. The ohm 
and volt should be the same multiple of the c.g.s. units, both 10 for 
example. Then use the millivolt or centivolt when speaking of the 
E. M. F. of cells. The present 1:12 volt would be 112 millivolts. Speak- 
ing from memory, Sir W. Thomson did object to the 108 volt at the 
Paris Congress. 

Mac, tom, bob, and dick are all good names for units. Tom and mac 
(plural, max), have sentimental reasons for adoption ; bob and dick may 
also at some future time. I have used tom myself (no offence, I hope) 
for six years past to denote 10° c.g.s. units of self or mutual electro- 
magnetic induction coefficient. (Some reform is wanted here. Co- 
efficient of self-induction, or of electromagnetic capacity, is too lengthy. ) 
The advantaye is that L toms divided by R ohms gives L/R seconds of 
time. But it is too big a unit for little coils; then use the millitom ; 
or even the microtom for very small coils. This applies to fine-wire 
coils. The c.g.s. unit itself would be most suitable for coils of a few 
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turns of thick wire. If it is called the tom, then the kilotom or mega- 
tom will come in useful for fine-wire coils. 

A name should certainly be given to a unit of this quantity, whether 
it be tom, or mac, or any other practical name. Also, names to a unit 
of magnetic force (intensity of), and of magnetic induction. 

There is also the question of the names, not of the units, but of the 
physical magnitudes of which they are the units, but it is too large a 
question to discuss here except in the most superficial manner. It is 
engrained in the British nature to abbreviate, to make one word do for 
two or three, or a short for a long word. And quite right too. We 
have much to be thankful for; in the application of this general remark, 
consider what frightful names might have been given to the electrical 
units by the Germans. But, on account of this national, and also 
rational tendency to cut and clip, it is in the highest degree desirable 
that as many as possible of the most important physical magnitudes 
should be known, not by a long string of words, but by a single word, 
or the smallest number possible. 

Thus, I find myself frequently saying force, when I mean magnetic 
force, and even then, I mean the intensity of magnetic force. The 
context will generally make the meaning plain. But it is necessary to 
be very careful when there are more forces than one in question. 
(This use of force as an abbreviation is, of course, quite distinct from 
the frequent positive misuse of the word force, to indicate it may be 
momentum, or energy, or activity, or, very often, nothing in particular, 
the misuser not being able to say exactly what he means; nor does it 
much matter.) It would be decidedly better if such a quantity as 
“intensity of magnetic force” had a one-word name, for people will 
abbreviate, and sometimes confusion may step in: This remark applies 
to most of the electromagnetic magnitudes. 

There is an important magnitude termed the magnetic induction. I 
call it often simply the induction”; but in doing so, carefully avoid 
calling any other quantity the induction ” (sometimes the electric dis- 
placement is called the- electric induction). But there. is an unfortunate 
thing here, which somewhat militates against “the induction,” or even 
“the magnetic induction ” sige Se thoroughly good name for the mag- 
nitude in question. This is, that besides being a name of a physical 
magnitude, the word induction has a widespread use, in a rather vague 
manner, in connection with transient states in general, whether of the 
electric or of the magnetic field, exemplified, to take an extreme 
example, when g man explains something complex by saying it is 
e by “induction,” and so settling the matter. If this vague 
qualitative use of induction were got rid of, then as a name for a 
physical magnitude it would be unobjectionable. As it is, it is a 
question whether the physical magnitude should not have a name for 
itself aloné. 

“ Resistivity” for specific resistance, and “conductance ” for what is 
sometimes called the conductibility of a wire, i. e., not its conductivity 
(specific conductance), but the reciprocal of its resistance, are, I think, 
as I have remarked before, quite practical names. 
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Nore 3. THE INDUCTANCE OF A CIRCUIT. 


Ix my first note, amongst other things, I remarked that whilst the 
conduction-current terminology admitted of the words resistivity and 
conductance being coined to make it more complete, the terminology in 
the allied cases of magnetic induction and electric displacement was 
unsatisfactory. 

As regards the former, the following appears to me to be practical. 
First, abolish the word permeability, and substitute Inductivity. We 
then have B= HH, when B is the Induction, and p the Inductivity, 
showing how the Induction is related to the magnetic force H by the 
specific quality of the medium at the place, its inductivity. 

Now conductivity and conductance are mathematically related in the 
same manner (except as regards a 4r) as inductivity and what it is 
naturally suggested to call Inductance. 

The Inductance of a circuit is what is now called its coefficient of 
self-induction, or of electromagnetic capacity. 

Thus the quantities induction, inductivity, and inductance are happily 
connected in a manner which is at once concise and does justice to their 
real relationship. When the mutual coefficient of induction of two 
circuits is to be ruferred to, it will of course be the mutual inductance. 


XXXIII. NOTES ON THE SELF-INDUCTION OF WIRES. 
[The Electrician, 1886; Note 1, April 23, p. 471; Note 2, May 7, p. 510.] 


Nore 1. We read in the pages of history of a monarch who was 
“supra grammaticam.” All truly great men are like that monarch. 
They have their own grammars, syntaxes, and dictionaries. They 
cannot be judged by ordinary standards, but require interpretation. 
Fortunately the liberty of private interpretation is conserved. 

No man has a more peculiar grammar than Prof. Hughes. Hence, he 
is liable, in a most unusual degree, to be misunderstood, as I venture to 
think he has been by many, including Mr. W. Smith, whose interestin 
letter appears in The Electrician, April 16, 1886, p. 455, and Prof. H. 
Weber, p. 451. 

The very first step to the understanding of a writer is to find out what 
he means. Before that is done there cannot possibly be a clear com- 
prehension of his utterances. One may, by taking his language in its 
ordinary significance, hastily conclude that he has either revolutionised 
the science of induction, or that he is talking nonsense. But to do this 
would not be fair. We must not judge by what a man says if we have 

od reason to know that what he means is quite different. To be quite 

air, we must conscientiously endeavour to translate his language and 
ideas into those we are ourselves accustomed to use. Then, and then 
only, shall we see what is to be seen. 

When Prof. Hughes speaks of the resistance of a wire, he does not 


NOTES ON THE SELF-INDUCTION OF WIRES. 29 


always mean what common men, men of ohms, volts, and farads, mean 
by the resistance of a wire—-only sometimes. He does not exactly 
define what it is to be when the accepted meaning is departed from. 
But by a study of the context we may arrive at some notion of its new 
meaning. It is not a definite quantity, and must be varied to suit 
circumstances. Again, there is his “inductive capacity of a wire. 
We can only find roughly what that means by putting together this, 
that, and the other. It, too, is net a definite quantity, but must be 
varied to suit circumstances. It is not the coefficient of self-induction, 
nor is it any quantity defining a specific quality of the wire, like 
conductivity, or inductivity. It is a complex quantity, depending on a 
great many things, but which may, to a first rough approximation, be 
taken to be proportional to the time-constant of the wire, the quotient 
of its coefficient of self-induction by its resistance. Bearing these two 
things in mind, we shall be able to approximate to Prof. Hughes's 
meaning. 

Aa ie the mention of discoveries, apparently of the most revolu- 
tionary kind, I took great pains in translating Prof. Hughes’s language 
into my own, trying to imagine that I had made the same experiments 
in the same manner (which could not have happened), and then askin 
what are their interpretations? The discoveries I looked for vanishe 
for the most part into thin air. They became well known facts when 
pet into common language. The satisfaction of getting verifications, 

owever, even in so roundabout and rough a manner, is some compen- 
sation for the disappointment felt. I venture to think that Prof. 
Hughes does not do himself justice in thus deceiving us, however 
unwittingly, and that possibly there has been also some misapprehension 
on his part as to what the laws of self-induction are generally supposed 
to be. 

I have failed to find any departure from the known laws of electro- 
magnetism. In saying this, however, I should make a reservational 
remark. There may be lying latent in Prof. Hughes’s results dozens of 
discoveries, but it is impossible to get at them. For consider what the 
mere existence of ohms, volts, and farads means? It means that, even 
before they were made, the laws of induction in linear circuits were 
known, and very precisely. To get, then, at new discoveries requires 
very accurate comparison of experiment with theory, by methods which 
enable us to see what we are doing and measuring, in terms of the 
known electromagnetic quantities. This is practically impossible, on 
the basis of Prof. ae papers. We can only make very rough 
verifications. I have had myself, for many years past, occasional 
experience with induction balances of an exact nature—true balances 
of resistance and induction—and always found them work properly. 
But, in the modification made by Prof. Hughes, the balance is generally 
of a mixed nature, neither a true resistance nor a true induction balance, 
and has to be set right by a foreign impressed force, viz., induction 
between the battery and telephone branches. By using a strictly 
simple harmonic E. M. F., as of a rotating coil, we may exactly formulate 
the conditions of the false balance, and then, noting all the resistances, 
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etc., concerned, derive, though in a complex manner, exact information. 
Or, if we use true balances, any kind of E. M. F. will answer. 

To illustrate the falsity of Prof. Hughes's balances and the difficulty 
of getting at exact information, he finds the comparative force of the 
extra- currents in two similar coils in series to be 1°74 times that of a 
single coil. From the context it would appear that this comparative 
force of the extra-currents ” is the same thing as the former “ inductive 
capacity ” of wires. Now, the coefficient of self-induction of two similar 
coils in series, not too near one another, is double that of either, whilst 
the time-constant of the two is the same as of either. This can be 
easily verified by true balances. 

The most interesting of the experiments are those relating to the 
effect of increased diameter on what Prof. Hughes terms the “inductive 
capacity of wires. My own interpretation is roughly this. That the 
time-constant of a wire first increases with the diameter, and then later 
decreases rapidly; and that the decrease sets in the sooner the higher 
the conductivity and the higher the inductivity (or magnetic perme- 
ability) of the wires. If this be correct, it is exactly 1 | should have 
expected and predicted. In fact, I have already described the pheno- 
menon substantially in The Electrician; or, rather, the phenomenon I 
described contains in itself the above interpretation. In The Electrician 
for January 10, 1885, I described how the current starts in a wire. It 
begins on its boundary and is propagated inward. Thus, during the 
rise of the current it is less strong at the centre than at the boundary. 
As regards the manner of inward propagation, it takes place according 
to the same laws as the propagation of magnetic force and current into 
cores from an enveloping coil, which I have described in considerable 
detail in The Electrician (Reprint, vol. 1, Art. 28. See especially § 20]. 
The retardation depends on the conductivity, on the inductivity, and on 
the section, under similar boundary conditions. If the conductivity be 
high enough, or the inductivity or the section be large enough, to make 
the central current appreciably less than the boundary current during 
the greater part of the time of rise of the current, there will be an 
apparent reduction in the time-constant. Go to an extreme case. Very 
rapid short currents, and large retardation to inward transmission. 
Here we have the current in layers, strong on the boundary, weak in 
the middle. Clearly, then, if we wish to regard the wire as a mere 
linear circuit, which it is not, and as we can only do to a first approxi- 
mation, we should remove the central part of the wire—that is, increase 
its resistance, regarded as a line, or reduce its time-constant. This will 
happen the sooner the greater the inductivity and the conductivity, as 
the section is continuously increased. It is only thin wires that can be 
treated as mere lines, and even they, if the speed be only great enough, 
must be treated as solid conductors. I ought also to mention that the 
influence of external conductors, as of the return conductor, is of 
importance, sometimes of very great importance, in modifying the 
distribution of current in the transient state. I have had for years in 
Ms. some solutions relating to round wires, and hope to publish them 


goon., 
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As a general assistance to those who go by old methods —a rising 
current inducing an opposite current in itself and in parallel conductors 
—this may be useful. Parallel currents are said to attract or repel, 
according as the currents are together or opposed. This is, however, 
mechanical force on the conductors. The distribution of current is not 
affected by it. But when currents are increasing or decreasing, there is 
an apparent attraction or repulsion between them. Oppositely going 
currents repel when they are decreasing, and attract when they are 
increasing. Thus, send a current into a loop, one wire the return to 
the other, both being close together. During the rise of the current it 
will be denser on the sides of the wires nearest one another than on the 
remote sides. It is an apparent force, not between currents (on the 
distance-action and real motion of electricity views), but between their 
accelerations. 


Nore 2. I did not expect to return to the subject, and do so because 
Prof. Hughes has apparently misunderstood my statements. On p. 495 
of The Electrician for April 30, 1886, he says: —“ Mr. Oliver Heaviside 
points out that upon a close examination it will be found that all the 
effects which I have described are well known to mathematicians, and 
consequently old.” A regard for accuracy compels me to point out that 
I did not make the statement he credits me with; nor, to avoid any 
hypercriticism, is the above a correct summary of the many things that 
I pointed out. 

I said, The discoveries I looked for vanished, for the most part, 
into thin air. They became well-known facts when put into common 
language.” Observe here my “for the most part” as against Prof. 
Hughes's all'; and that I said not a word about mathematicians in 
the whole letter. An immediate consequence of my statement is 
another, namely, that some, although a minority, of the results were 
not well known. There is a material difference between what I said 
and what Prof. Hughes makes me say. In another place I said that I 
had “failed to find any departure from the known laws of electro- 
magnetism,” and then proceeded to give my reasons for it. This 
statement includes the well-known facts as well as those which are not 
well known. 

It may be as well that I should illustrate the difference between well- 
known facts and those that are less known, or only known theoretically. 
The influence of the form of a thin wire (a linear conductor), and of its 
length, diameter, conductivity, and inductivity on the phenomena of 
solf- induction is well known. The various relations involved form the 
ABC of the subject. So are the effects of concentration of the current, 
and of dividing it, or spreading it out in strips, well known. There is 
another influence that is well known, that is scarcely touched upon by 
Prof. Hughes. The self-induction depends upon the distribution of 
inductivity, that is, in another form, of inductively magnetisable matter, 
outside the current, as well as in it, in a manner which is quite definite 
when the magnetic properties of the matter are known. 

It is not to be inferred that verifications of well-known facts are of no 
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value—that depends upon circumstances. To be of any use, we must 
know what we are measuring and verifying. The theory of self and 
mutual induction in linear circuits is almost a branch of pure mathe- 
matics, so simply are the quantities related, and so exactly. It furnishes 
a most remarkable example of the dependence of complex phenomena 
on a very small number of independent variables, by ignoring minute 
dielectric phenomena. In getting verifications, then, it is first necessary 
to employ a correct method. I have elsewhere [The Electrician, April 30, 
1886, p. 489; the next Art. 33] shown the approximate character of Prof. 
Hughes’s method of balancing, and pointed out exact methods. Next, 
it is necessary to put results in terms of the quantities in the electro- 
magnetic theory which is founded upon the well-known facts; how 
else can we know what we are doing, and see how near our verifica- 
tions go? 

Coming now to results that are not well known, there is the thick- 
wire effect, depending on size, conductivity, inductivity, place of return 
current, etc. This is, in my opinion, the really important part of Prof. 
Hughes's researches, as it, in some respects, goes beyond what was 
already experimentally known. Having been, so far as I know, the 
first to correctly describe (The Electrician, Jan. 10, 1885, p. 180) 
peers vol. I. pp. 439, 440] the way the current rises in a wire, viz., 

y diffusion from its boundary, and the consequent approximation, 
under certain circumstances, to mere surface conduction ; and believing 
Prof. Hughes’s researches to furnish experimental verifications of my 
views, it will be readily understood that I am specially interested in 
this effect; and I can (in anticipation) return thanks to Prof. Hughes 
for accurate measures of the same, expressed in an intelligible form, to 
render a comparison with theory possible if it be practicable. I send 
with this a first instalment of my old core investigations applied to a 
round wire with the current longitudinal. [Section 26 of “ Electro- 
magnetic Induction,” later. ] 

here are also intermediate matters where one can hardly be said to 
be either making verifications, except roughly, or discoveries; for 
instance, the self-induction of an iron-wire coil. Theory indicates in 
the plainest manner that the self-induction coefficient will be a much 
smaller multiple of that of a similar copper-wire coil than if the wires 
were straightened. Magnetic circuits are now getting quite popularly | 
understood, by reason of the commercial importance of the dynamo. 
But there is really no practical way of carrying out the theory com- 
pletely, as the mathematical difficulties are so great. Hence, actual 
measurements of the precise amounts in various cases of magnetic 
circuits are of value, if they be accompanied by the data necessary for 
comparisons. 

There is, however, this little difficulty in the way when transient 
currents are employed. Iron, by reason of its high inductivity, is pre- 
eminently suited for showing the thick-wire effect. We may not, 
therefore, be always measuring what we want, but something else. 
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XXXIV. ON THE USE OF THE BRIDGE AS AN INDUCTION 
BALANCE. 


[The Electrician, April 30, 1886, p. 489.] 


IN connection with a paper “On Electromagnets, etc.,” that I wrote 
about six years ago [Reprint, Art. xvii., vol. 1, p. 95], which paper 
dealt mainly with the question of the influence of the electromagnetic 
induction of the lines and instruments on the magnitude of the signalling 
currents, an influence which is of the greatest importance on short lines, 
and which (of the instruments) is, even on long lines, where electro- 
static induction is prominent, of importance as a retarding factor, I 
made a great many experiments on self-induction, amongst which were 
measurements of the inductances of various telegraph instruments, with 
a view to ascertaining their practical values, and also the multiplying 
powers of the iron cores. It was my intention to write a supplementary 
paper giving the results and also further investigations; but, having 
got 1 e in the course of the experiments, in the difficult subject 
of openers inductivity, it was postponed, and then dropped out of 
min 

I used, first of all, the Bridge and condenser method described by 
Maxwell, with reversals, and a telephone for current indicator. This 
was to get results at once, or by simple calculations, in electromagnetic 
units. Next, I discarded the condenser, and used the simple Bridge, 
balancing coils against standard coils. Thirdly, I have used a differ- 
ential telephone with the same object, in a similar manner. The two 
last are very sensitive methods, and the verifications of the theory of 
induction in linear conductors that I have made by them are numerous. 

The whole of this journal would be required to give anything like a 
full investigation of the various ways of using the Bridge as an induction 
balance. I can, therefore, only touch lightly on the subject of exact 
balances, especially as I have to remark upon faulty methods, approxi- 
mate balances, and absolutely false balances. Prof. Hughes’s balance 
is sometimes fairly approximate, sometimes quite false. 

Put a telephone in the branch 5, battery and 
interrupter in 6. Then, r standing for resistance, 8 
for inductance (coefficient of self. induction), 


and z for l/r, the time constant of a branch, 
the conditions of a true and perfect balance, 
however the impressed force in 6 vary, are three 
in number, namely, 


a een ee eee pees: (1) 
Ly FL =Z, T %% o RA (2) 
7 e A 8 (3) 


Their interpretations are as follows :—If the first condition is fulfilled 
there will be no final current in 5 when a steady impressed force is put 
in 6. This is the condition for a true resistance balance. 

E. A .— vol. II. 0 
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If, in addition to this, the second condition be also satisfied, the 
in extra-current in 5 on making or breaking 6 is zero, besides the 
y current being zero. (1) and (2) together therefore give an 

as induction balance with a true resistance balance. 

„ in addition to (1) and (2), the third condition is satisfied, the 
extra-current is zero at every moment during the transient state, and 
the balance is exact, however the impressed force in 6 vary. 

Practically, take 


71 = Ty and l = la 959220 5256640 (4) 


that is, let branches 1 and 2 be of equal resistance and inductance. 
Then the second and third conditions become identical; and, to get 
perfect balances, we need only make 


Ys = Ty and l = l „666666 (5) 


This is the method 1 have generally used, reducing the three con- 
ditions to two, whilst preserving exactness. It is sis the simplest 
method. The mutual induction, if any, of 1 and 2, or of 3 and 4, does 
not influence the balance when this ratio of equality, r, = r, is employed 
(whether Ii =}, or not). So branches 1 and 2 may consist of two 
similar wires wound together on the same bobbin to keep their temper- 
atures equal. 

The sensitiveness of the telephone has been greatly exaggerated. 
Altogether apart from the question of referring the sensitiveness to the 
human ear rather than to the telephone, it is certainly, under ordinary 
circumstances, often unable to appreciate the differences of the second 
order, which vanish when the third condition is satisfied. Thus (1) 
and (2) satisfied, but with (3) unsatisfied, will give silence. Take, for 
instance, r, =r, and r,=r, but Ii different from J, and l, from l, then 


silence is given by | 
(h a 17/1 = (I, ag L)/rs (» 33 (6) 


that is, by making the differences of the inductances on the two sides 
of 5 proportional to the resistances. We can therefore get silence by 
varying the inductance of any one or more of the four branches 1, 2, 3, 
4, to suit equation (6). It is certain that we do get silence this way, 
but it does not follow that silence is given by exactly satisfying (6), (and 
(1) of course), because it is only a balance of integral extra-currents, 
and other balances of this kind are certainly quite false sometimes. 
To avoid any doubt, it is of course best to keep to the legitimate and 
simpler previously-described method. 

there are some other ways of using the Bridge as an induction 
balance in an exact manner, but they are less practically useful than 
theoretically interesting. Pass, therefore, to other approximate, and to 
false balances. Suppose we start with a true balance, and then upset 
it by increasing the inductance of the branch 4. It is clear that we 
should never alter the already truly established resistance balance. 
Now, besides by the exact ways, we can get approximate silence by 
allowing aal induction between 5 and any of the other five branches, 
or between 6 and any of the other five branches, that is nine ways, not 
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counting combinations. (Put test coils in 5 and 6 with long leadin 
wires, so that they may be carried about from one branch to 90 
These approximate balances are all of the integral extra-current only, 
and therefore imperfect, however nearly there may be silence. But the 
silences are of very different values. 

I find, using fine-wire coils, that mutual induction between 6 and 4 
or between 6 and 3 gives silence (to my ear) with the true resistance 
balance, just like the approximate balance of equation (6) in which no 
mutual induction is allowed. 

These are only two out of the nine ways. All the rest are bad. If 
the difference in the inductance of 3 and 4 be small, there is very 
nee aano on using any of the other seven ways; but, the larger 
this difference is made, the [ondar becomes the “silence,” and sometimes 
it is even a very loud noise, quite comparable with the original sound 
that was to be destroyed, even when the combinations 6 and 4 or 6 and 
3, and the formerly-mentioned method give a silence that can be felt, 
with the true resistance balance. 

It is certainly a rather remarkable thing that the one method out of 
these seven faulty ways which gave the very loudest sound was the 5 
and 6 combination, which is Professor Hughes’s method. I do not say 
that it is always the worst, although it was markedly so in my experi- 
ments to test the trustworthiness of the method. And sometimes it is 

uite fair. In fact, when the sound to be destroyed is iteelf weak, all 

e seven faulty methods are apparently alike, nearly true. But when 
we exaggerate the inequality of inductance between 3 and 4, whilst the 
6 to 4 and 6 to 3 combinations keep good, the others get rapidly worse, 
and differences appear between them. 

I found that by increasing the resistance of the branch whose 
inductance was the smaller, the sound was diminished greatly, i. e, in 
the seven faulty methods. The coil of greater inductance had apparently 
the higher resistance. That is, with a false resistance balance we may 
approximate to silence. Such a balance is condemned for scientific 


purposes. 

Although mutual induction between 6 and 4 or 6 and 3 gave silence, 
with true resistance balances, the experiments were not sufficiently 
extended to prove their general trustworthiness. There is, however, 
some reason to be given for their superiority. For, since the dis- 
turbance in the telephone arises from the inequality of the momenta of 
the currents in the branches 3 and 4, and of the electric impulses 
arising in them when contact is broken in branch 6 (considering the 
break only for simplicity), we go nearest to the root of the evil by 
generating an additional impulse in 3 or 4 themselves from the battery 
branch, of the right amount. 

The following is an outline of the theory of these approximate 
balances. Let rir. - 7, first; so that, C standing for current, we have, 
in the steady stat, 


The momentum of the current in branch 1 is 1101, that in 2 is /,C,, and 
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so on. Consider the break, and the integral extra-current that then 
arises from 1,C,. It is 
101 * (ry tre tr (rs T7.) / Cs T T. +r}, 
and (r. Tr.) / (s Tr. 7%) is the fraction of this that goes through 5; 80 
that the integral current in 5 due to /,C, is 
LC lra +r) + {ritr T r.) trr T 72 tr T r.)]. 
or Cr. xi + {tot tet ty trots} 
by making use of equations (1) and (7). 
Treat the others similarly. The total extra-current in 5 is 
| . C. (r ＋z. 22 2g) * (rs Tr. T 7, T Terri ju (8) 
without any mutual induction. So 
*I TT. 2 Tf 
gives approximate balance. This was mentioned before, and becomes 
an exact balance with makes and breaks when a ratio of equality is 
taken. 

Now let there be mutual induction between 6 and 4, 5 and 4, and 5 
and 6, the mutual inductances being M,,, etc. Treating these similarly 
to before, we shall find the total extra-current in 5 on the break taking 
place to be 

lr. (21 T 2. 22 4g) + Meall Tr.) + M5 (I + 73/1) 
+ A. (1 T 7/i) (I T7/re)] C. * (s Tr. ＋T 75 T 7gr/ri )). (9) 

The theory of the make leads to the same result — that is, as regards 
the integral extra- current. Otherwise they are different. So, using 
M (Hughes's method) the zero integral current is when 

7. (41 T 4. — Za 426) H, (I T7 /i) (I Hr) 0. . ... (I0) 
Using M.; we have 


7. (ri L. — Ly 2) + M. (I + /i) O essen (11) 
Using M, we have 
7. (41 +2, — 2. — 4g) + M,,(1 +7,/r,) O. ö 660⁵ 22227 (12) 


Practically employ a ratio of equality ri = 1,=/,; that is, make 
branches 1 and 2 equal fixtures. Then these three equations become 


l-l + 2% (1 trar) 0 42 (10a) 
I. -l+ M (I trar) 0 . . (Ila) 
llt 2Mg= . ree (12a) 


Thus the M,, system has the simplest formula, as well as being 
practically perfect. It is the same with M,,. Either of these must 
equal half the difference of the inductances of 3 and 4. 

As (10a), or, more generally, (10) contains resistances, we cannot get 
any definite results from Prof. Hughes’s numbers without a knowledge 
of the resistances concerned. Note, also, that (10) and (11) are faulty 
balances ; to improve them, destroy the resistance balance; of course 
then the formula will change, and is likely to become very complex. 

It will be understood that when I speak of false resistance balances 
in this paper I do not in any way refer to the thick-wire phenomenon, 
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mentioned in my letter Lp. 30), which, from its very nature, requires 
the resistance balance to be upset, or be different from what it would 
be if the wire were thin, but of the same real [i. e., steady] resistance. 
The resistance balance must be upset in a perfect arrangement. Nor 
can there be a true balance got, but only an approximate one, unless 
a similar thick wire be employed to produce balance. 

What I refer to here is the upsetting of the true resistance balance 
when there is no perceptible departure whatever from the linear theory. 
The two effects may be mixed. 

To use the Bridge to speedily and accurately measure the inductance 
of a coil, we should have a set of proper standard coils, of known 
inductance and resistance, together with a coil of variable inductance, 
i. s., two coils in sequence, one of which can be turned round, so as to 
vary the inductance from a minimum to a maximum. (The scale of 
this variable coil could be calibrated by (1 2a), first taking care that the 
resistance balance did not require to be upset.) This set of coils, in or 
out of circuit according to plugs, to form say branch 3, the coil to be 
measured to be in branch 4. Ratio of equality. Branches 1 and 2 
equal. Of course inductionless, or practically inductionless resistances 
are also required, to get and keep the resistance balance. 

The only step to this I have made (this was some years ago) in my 

riments, was to have a number of little equal unit coils, and two or 
three multiples; and get exact balance by allowing induction between 
two little ones, with no exact measurement of the fraction of a unit. 

So long as we keep to coils we can swamp all the irregularities due 
to leading wires, etc., or easily neutralise them, and therefore easily 
obtain considerable accuracy. With short wires, however, it is a 
different matter. The inductance of a circuit is a definite quantity. 
So is the mutual inductance of two circuits. Also, when coils are 
connected together, each forms so nearly a closed circuit that it can be 
taken as such, so that we can add and subtract inductances, and localise 
them definitely as belonging to this or that part of a circuit. But this 
simplicity is, to a great extent, lost when we deal with short wires, 
unless they are bent round so as to make nearly closed circuits. We 
cannot fix the inductance of a straight wire, taken by itself. It has no 
meaning, strictly speaking. The return current has to be considered. 
Balances can always be got, but as regards the interpretation, that will 
depend upon the. configuration of the apparatus. [See Section xxxviii. 
of “ Electromagnetic Induction,” are 

Speaking with diffidence, having little experience with short wires, I 
should recommend I and 2 to be two equal wires, of uny convenient 
length, twisted together, joined at one end, of course slightly separated 
at the other, where they join the telephone wires, also twisted. The 
exact arrangement of 3 and 4 will depend on circumstances. But 
always use a long wire rather than a short one (experimental wire). 
If this is in branch 4, let branch 3 consist of the standard coils (of 
appropriate size), and adjust them, inserting if necessary, coils in series 
with 4 also. Of course I regard the matter from the point of view of 
getting easily interpretable results. 
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The exact balance (1), (2), (3) above is quite special. If the branches 
1 and 3 consist of any combination of conductors and condensers, with 
induction in masses of metal allowed, and branches 2 and 4 consist of 
an exactly equal combination, in every respect, there will never be any 
current in 5 due to impressed force in 6. And, more generally, 2+ 4 
may be only a copy of 1 +3, on a reduced scale, so to speak. 

P.S.—(April 27, 1886.) The great exactness with which, when a 
ratio of equality is used, the M,, and M,, methods conform to the true 
resistance balance, as above mentioned, together with the almost per- 
sistent departure of the M,, (Hughes’s) method from the true resistance 
balanco, led me to suspect that, as in the use of the simple Bridge 
method, with no mutual induction, the three conditions of a true balance 
are reduced to two by a ratio of equality, the same thing happens in 
the M, and Meg methods, but not in the M,,. This I have verified. 

In Hughes's system the three conditions are 

„ e (13) 
(ri T 2 22 2g) + M. (I T 73 /ri) (I Tra) O . .. (14) 
hl- lds + M5 (Ii T I tly tly) Oo . 15) 

Now take Ii = l ri TY rz r.; then the second and third are 

equivalent to 
4. —1,+2M,(1 +15/r,) = O, 27/6 = 1 +L /ls. 

The second of these is a T relation that must hold before the first 
is true. Hence the sound with a true resistance balance, and the 
necessity of a false balance to get rid of it. 

But in the M,, method the conditions are 


27 ua a i (16) 
7. (11 + Ly 42 — 2g) + M4 (IT/ ri) . (17) 
hl- lda + H (li T lz) O0 . (18) 


l-l, ＋ 2H = O, 
agreeing with the previously obtained equation (12a). 

Thus, whilst Hughes’s method is inaccurate, sometimes greatly so, 
we may employ the M,, and Mas methods without any hesitation, pro- 
vided a ratio of equality be kept to. They will be as accurate as the 
simple Bridge method, and the choice of the methods will be purely a 
matter of convenience. 

I have verified experimentally that the Hughes system requires a 
false resistance balance when, instead of coils, short wires are used, the 
branch of greater inductance having apparently the greater resistance. 
I have also verified that this effect is mixed with the thick-wire effect, 
which last is completely isolated by using the proper M,, method or 
the simple Bridge. Its magnitude can now be exactly measured, free 
from the errors of a faulty method. That is, it can be estimated for 
any particular speed of intermittences or reversals, for it is not a 
constant effect. Balance a very thin against a very thick wire, so that 
the effect occurs only on one side. 
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XXXV. ELECTROMAGNETIC INDUCTION AND ITS 
PROPAGATION. (SECOND HALF.) 


[The Electrician, 1886-7. Section XXV., April 23, 1886, p. 469; XXVI., May 
14, p. 8 (vol. 17); XXVII., June 11, ed XVIII., June 25, p. 128; XXIX., 
July 23, p. 212; XXX., August 6, p. ; XXXI., August 20, p. 296; j 
August 2, p. 316; XXXIII, November 12, p. 10 (vol. 18); XMXIV., December 
24, 1886, 143; XXXV., January 14, 1887, p. 211; XXXVI., February 4, 
2 281; XVII., VIII., April 1, p. 457; XXX í 

ay 13, p. 5 (vol. 19); . May 27, p. 50; , June 3, p. 79; XLL, 
June 17, p. 124; XLIL, July 1, p. 163; xii, July 15, p. 206; . August 
12, p. 295; XLV., Angust 26, P- 340; XLVI., October 7, p. 459; XL ; 
December 30, 1887, p. 189 (vol. 20).] 


SECTION XXV. Som NOTES ON MAGNETISATION. 


ALTHOUGH it is generally believed that magnetism is molecular, yet 
it is well to bear in mind that all our knowledge of magnetism is 
derived from experiments on masses, not on single molecules, or 
molecular structures. We may break up a magnet into the smallest 
pieces, and find that they, too, are little magnets. Still, they are 
not molecular magnets, but magnets of the same nature as the 
original; solid bodies showing magnetic properties, or intrinsic- 
ally magnetised. We are nearly as far away as ever from a mole- 
cular magnet. ‘Fo conclude that molecules are magnets because 
dividing a magnet always produces fresh magnets, would clearly be 
1 reasoning. For it involves the assumption that a molecule 
has the same magnetic property as a mass, i. e., a large collection of 
molecules, having, by reason of their connection, properties not 
possessed by the molecules separately. (Of course, I do not define 
a molecule to be the smallest part of a substance that has all the 
properties of the mass.) If we got down to a mass of iron so small 
that it contained few molecules, and therefore certainly not possess- 
ing all the properties of a larger mass, what security have we that 
its magnetic property would not have begun to disappear, and that 
their complete separation would not leave us without any magnetic 
field at all surrounding them of the kind we attribute to intrinsic 
magnetisation. That there would be magnetic disturbances round 
an isolated molecule in motion through a medium, and with its parts 
in relative motion, it is difficult not to believe in view of the partial 
co-ordination of radiation and electromagnetism made by Maxwell. 
But it might be quite different from the magnetic field of a so-called 

etic molecule—that is, the field of any small magnet. This 
evident etisation might be essentially conditioned by structure, 
not of single molecules, but of a collection, together with relative 
motions connected with the structure, this structare and relative 
motions conditioning that peculiar state of the medium in which 
they are immersed, which, when existent, implies intrinsic magnet- 
isation of the collection of molecules, or the Ñittle mass. However 
this be, two things are deserving of constant remembrance. First, 
that the molecular theory of magnetism is a speculation which it is 
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desirable to keep well separated from theoretical embodiments of 
known facta, apart from hypothesis. And next, that as the act of 
exposing a solid to magnetising influence is, it is scarcely to be 
doubted, always accompanied by a changed structure, we should 
take into account and endeavour to utilise in theoretical reasoning 
on magnetism which is meant to cuntain the least amount of 
hypothesis, the elastic properties of the body, speaking generally, 
and without knowing the exact connection between them and the 

etic property. 

ooke’s law, Ut tensio, sic vis, or strain is proportional to stress, 
implies perfect elasticity. and is the first approximate law on which 
to 10 the theory of elasticity. But beyond that, we have im- 
perfect elasticity, elastic fatigue, imperfect restitution, permanent 
set. 

When we exposo an unmagnetised body to the action of a 
magnetic field of unit inductivity, it either draws in the lines of 
induction, in which case it is a paramagnetic, is positively magnetised 
inductively, and its inductivity is greater than unity; or it wards off 
induction, in which case it is a diamagnetic, is negatively magnetised 
inductively, and its inductivity is less than unity ; or, lastly, it may 
not alter the field at all, when it is not magnetised, and its induc- 
tivity is unity. 

Regarding, as I do, the force and the induction—not the force and 
the induced magnetisation—as the most significant quantities, it is 
clear that the language in which we describe these effects is some- 
what imperfect, and decidedly misleading in so prominently directing 
attention to the induced magnetisation, especially in the case of no 
induced magnetisation, when the body is still subject to the magnetic 
influence, and is as much the seat of magnetic stress and energy as 
the surrounding medium. We may, by coining a new word pro- 
visionally, put the matter thus. All bodies known, as well as the 
so-called vacuum, can be inductized. According to whether the 
inductization (which is the same as “the induction,” in fact) is 
greater or less than in vacuum (the universal magnetic medium) for 
the same magnetic force (the other factor of the magnetic energy 
n we have positive or negative induced magnetisation. 

To the universal medium, which is the primary seat of the 
magnetic energy, we attribute properties implying the absence of 
dissipation of energy, or, on the elastic solid theory, perfect 
elasticity. (Dissipation in space is scarcely within a measurable 
distance of measurement.) But that the ether, resembling an elastic 
solid in some of its properties, is one, is not material here. Induc- 
tization in it is of the elastic or quasi-elastic character, and there can 
be no intrinsic magnetisation. Nor evidently can there be intrinsic 
magnetisation in gases, by reason of their mobility, nor in liquids, 
except of the most transient description. But when we come to 
solids the case is different. 

If we admit that the act of inductization produces a structural 
change in a body (this includes the case of no induced magnetisation), 
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and if, on removal of the inducing force, the structural change 
disappears, the body behaves like ether, so far, or has no induetive 
retentiveness. Here we see the advantage of speaking of inductive 
rather than of magnetic retentiveness. But if, by reason of im- 
perfect elasticity, a portion of the changed structure remains, the 
body has inductive retentiveness, and has become an intrinsic 
magnet. As for the precise nature of the magnetic structure, that is 
an independent question. If we can do without assuming any 
particular structure, as for instance, the Weber structure, which is 
nothing more than an alignment of the axes of molecules, a structure 
which I believe to be, if true at all, only a part of the magnetic 
structure, so much the better. It is the danger of a too special 
hypothesis, that as, from its definiteness, we can follow up its 
consequences, if the latter are partially verified experimentally we 
seem to prove its truth (as if there could be no other explanation), 
and so rest on the solid ground of nature. The next thing is to 
predict unobserved or unobservable phenomena whose only reason 
may be the hypothesis itself, one out of many which, within limits, 
could explain the same phenomena, though, beyond those limits, of 
widely diverging natures. 

The retentiveness may be of the most unstable nature, as in soft 
iron, a knock being sufficient to greatly upset the intrinsic magnetisa- 
tion existing on first removing the magnetising force, and completely 
alter its distribution in the iron; or of a more or less permanent 
character, as in steel. But, whether the body be para- or dia- 
magnetic, or neutral, the residual or intrinsic magnetisation, if there 
be any, must be always of the same character as the inducing force. 
That is, any solid, if it have retentiveness, is made into a magnet, 
waa parallel to the inducing force, like iron. 

ntil lately only the magnetic metals were known to show reten- 
tiveness. Though we should theoretically expect retentiveness in 
all solids, the extraordinary feebleness of diamagnetic phenomena 
might be expected to be sufficient to prevent its observation. But, 
first, Dr. Tumlirz has shown that quartz is inductively retentive, and 
next, Dr. Lodge (Nature, March 25th, 1886) has published some 
results of his experiments on the retentiveness of a great many 
other substances, following up an observation of his assistant, Mr. 
Davies. 
The mathematical statement of the connections between intrinsic 
etisation and the state of the magnetic field is just the same 
whether the magnet be iron or copper, para- or dia-magnetic, or is 
neutral. In fact, it would equally serve for a water or a gas magnet, 
were they possible. That is, 


curl (H- h) = 41 T, div BO; 


H being the magnetic force according to the equation B= pH, where 
B is the induction and p the inductivity, T the electric current, if 
any, and h the magnetic force of the intrinsic magnetisation, or the 
impressed magnetic force, as I have usually called it in previous 
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sections where it has qccurred, because it enters into all equations as 
an impressed force, distinct from the force of the field, whose rotation 
measures the electric current. It is h and that are the two data 
concerned in intrinsic magnetisation and its field; the quantity I, 
the intensity of intrinsic magnetisation, only gives the product, viz., 
I =ph/4r. It would not be without some advantage to make h and 
u the objects of attention instead of I and u, as it simplifies ideas as 
well as the formule. The induced magnetisation, an extremely 
artificial and rather unnecessary quantity, is (4 — 1) (H —h)/4-. 

It will be understood that this system, when united with the 
corresponding electric equations, so as to completely determine 
transient states, requires h to be given, whether constant or variable 
with the time. The act of transition of elastic induction into 
intrinsic magnetisation, when a body is exposed, to a strong field, 
cannot be traced in any way by our equations. It is not formulated, 
and it would naturally be a matter of considerably difficulty to do it. 

In a similar manner, we may expect all solid dielectrics to be 
capable of being intrinsically electrized by electric force, as described 
in a previous section. I do not know, however, whether any dielectric 
has been found whose dielectric capacity is less than that of vacuum, or 
whether such a body is, in the nature of things, possible. 

As everyone knows nowadays, the old-fashioned rigid magnet is a 
myth. Only one datum was i the intensity of magnetisation I, 
assuming u to be unity in as well as outside the magnet. It is a great 
pity, regarded from the point of view of mathematical theory, which 
is rendered far more difficult, that the inductivity of intrinsic magnets 
is not unity. But we must take nature as we find her, and although 
Prof. Bottomley has lately experimented on some very unmagnetisable 
steel, which may approximate to = l, yet it is perfectly easy to show 
that the inductivity of steel magnets in general is not 1, but a large 
number, though much less than the inductivity of soft iron, and we 
may use a hard steel bar, whether magnetised intrinsically or not, as 
the core of an electromagnet with nearly the same effects, as regards 
induced magnetisation, except as regards the amount, as if it were 
of soft iron. 

Regarding the measure of inductivity, especially in soft iron, this is 
really not an easy matter, when we pass beyond the feeble forces of 
telegraphy. For all oe purposes » is a constant when the 
magnetic force is small, and Poisson's assumption of a linear relation 
between the induced magnetisation and the magnetic force is abundantly 
verified. It is almost mathematically true. But go to larger forces, 
and suppose for simplicity we have a closed solenoid with a soft iron 
core, and we magnetise it. Let F be the magnetic force of the current. 
Then, if the induction were completely elastic, we should have the 
induction B=pF. But in reality we have B= F h) AH. If we 
assume the former of these equations, that is, take the magnetic force 
of the current as the magnetic force, we shall obtain too large an 
estimate of the inductivity, in reckoning which H should be taken as 
the magnetic force. This may be several times as large as F. For, the 


ELECTROMAGNETIC INDUCTION AND ITS PROPAGATION. 43 


softer the iron the more imperfect is its inductive elasticity, and the 
more easily is intrinsic etisation made by large forces; although 
the retentiveness may be of a very infirm nature, yet whilst the force 
F is on, there is h on also. This over-estimate of the inductivity may 
be partially corrected by separately measuring h after the original 
magnetising force has been removed, by then 1 h. But this 
h may be considerably less than the former. For one reason, when we 
take off F by stopping the coil-current, the molecular agitation of the 
heat of the induced currents in the core, although they are in such a 
direction as to keep up the induced magnetisation whilst they last, 
is sufficient to partially destroy the intrinsic magnet isation, owing to 
the infirm retentiveness. We should take off F by small instalmenta, 
or slowly and continuously, if we want h to be left. 

Another quantity of some importance is the ratio of the increment in 
the elastic induction to the increment in the magnetic force of the 
current. This ratio is the same as u when the magnetic force is small, 
but is, of course, quite different when it is large. 

As regards another connected matter, the possible existence of 
magnetic friction, I have been examining the matter experimentally. 
Although the results are not yet quite decisive, yet there does ap 
to be something of the kind in steel. That is, during the act of in- 
ductively magnetising steel by weak magnetic force, there is a reaction 
on the magnetising current very closely resembling that arising from 
eddy currents in the steel, but produced under circumstances which 
would render the real eddy currents of quite insensible significance. 
In soft iron, on the other hand, I have failed to observe the effect. It 
has nothing to do with the intrinsic magnetisation, if any, of the steel. 
But as no hard and fast line can be drawn between one kind of iron 
and another, it is likely, if there be such an effect in steel, where, by the 
way, we should naturally most expect to find it, that it would be, in a 
smaller degree, also existent in soft iron. Its existence, however, will 
not alter the fact materially that the N of energy in iron when 
it is being weakly magnetised is to be wholly ascribed to the electric 
currents induced in it. 


P. S. (April 13, 1886.) —As the last paragraph, owing to the hypothesis 
involved in magnetic friction, may be somewhat obscure, I add this in 
explanation. The law, long and generally accepted, that the induced 
magnetisation is simply proportional to the magnetic force, when small, 
is of such importance in the theory of electromagnetism, that I wished 
to see whether it was minutely accurate. That is, that the curve of 

etisation is, at the origin, a straight line inclined at a definite 

Íe to the axis of abscissæ, along which magnetic force is reckoned. 

I employed a differential arrangement (differential telephone) admitting 
of being made, by proper means, of considerable sensitiveness. The 
law is easily verified roughly. When, however, we increase the sensi- 
tiveness, its accuracy becomes, at first sight, doubtful; and besides, 
differences appear between iron and steel, differences of kind, not of 
mere magnitude. But as the sensitiveness to disturbing influences 
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is also increased, it is necessary to carefully study and eliminate 
them. The principal disturbances are due to eddy currents, and to the 
variation in the resistance of the experimental coil with temperature. 
For instance, as regards the latter, the approach of the hand to the coil 
may produce an effect larger than that under examination. The 
general result is that the law is very closely true in iron and steel, 
it being doubtful whether there is any effect that can be really traced 
to a departure from the law, when rapidly intermittent currents are 
employed, and that the supposed difference between iron and steel is 
unverified. 

Of course it will be understood by scientific electricians that it is 
necessary, if we are to get results of scientific definiteness, to have 
true balances, both of resistance and of induction, and not to employ an 
arrangement giving neither one nor the other. He will also understand 
that, quite apart from the question of experimental ability, the theorist 
sometimes labours under great disadvantages from which the pure 
experimentalist is free. For whereas the latter may not be bound by 
theoretical arene and can employ himself in making discoveries, 
and can put down numbers, really standing for complex quantities, as 
representing the specific this or that, the former is hampered by his 
theoretical restrictions, and is employed, in the best part of his time, in 
the poor work of making mere verifications. 


SECTION XXVI. THE TRANSIENT STATE IN A ROUND WIRE WITH A 
CLOSE-FITTING TUBE FOR THE RETURN CURRENT. 


The propagation of magnetic force and of electric current (a function 
of the former) in conductors takes place according to the mathematical 
laws of diffusion, as of heat by conduction, allowing for the fact of the 
electric quantities being vectors. This conclusion may perhaps be 
considered very doubtful, as depending upon some hypothesis. Since, 
however, it is what we arrive at immediately by the application of the 
laws for linear conductors to infinitely small circuits (with a tacit 
assumption to be presently mentioned), it seems to me more necessary 
for an objector to show that the laws are not those of diffusion, rather 
than for me to prove that they are. 

We may pass continuously, without any break, from transient states 
in linear circuits to those in masses of metal, by multiplying the 
number of, whilst diminishing the section of, the ‘linear ” conductors 
indefinitely, and packing them closely. Thus we may pass from linear 
circuits to a hollow core; from ordinary linear differential equations to 
a partial differential equation; from a set of constants, one for each 
circuit, to a continuous function, viz., a compound of the J, function 
and its complementary function containing the logarithm. This I have 
worked out. Though very 5 mathematically, it would occupy 
some space, as it is rather lengthy. therefore start from the partial 
differential equation itself. 

Our fundamental equations are, m the form I give to them, 


curl H = 470, - curl B= 4H, C.. (15) 
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E and H being the electric and magnetic forces, C the conduction 
current, ł and u the conductivity and the inductivity. The assumption 
I referred to is that the conductor has no dielectric capacity. Bad 
conductors have. We are concerned with good conductors, whose 
dielectric capacity is quite unknown. 

We are concerned with a special application, and therefore choose the 
suitable coordinates. All equations referring to this matter will be 
marked 6. The investigations are almost identical with those given in 
my paper on The Induction of Currents in Cores,” in The Electrician 
for 1884. [Reprint, vol. I., p. 353, art. XXVII.] The magnetic force 
was then longitudinal, the current circular; now it is the current that 
is longitudinal, and the magnetic force circular. 

The distribution of current in a wire in the transient state depends 
materially upon the position of the return conductor, when it is near. 
The nature of the transient state is also dependent thereon. Now, if 
the return conductor be a wire, the distributions in the two wires are 
rendered unsymmetrical, and are thereby made difficult of treatment. 
We, therefore, distribute the return current equally all round the wire, 
by employing a tube, with the wire along its axis. This makes the 
distribution symmetrical, and renders a comparatively easy mathematical 
analysis possible. At the same time we may take the tube near the 
wire or far away, and so investigate the effect of proximity. The 
present example is a 55 elementary one, the tube being 
supposed to be close-fitting. As I entered into some detail on the 
method of obtaining the solutions in “ Induction in Cores,” I shall not 
enter into much detail now. The application to round wires with the 
current longitudinal was made by me in The Electrician for Jan. 10, 1885, 

180, so far as a general description of the phenomenon is concerned. 
See also my letter of April 23, 1886. [ Reprint, vol. I., p. 440; vol. II., 

30. 

j Lal there be a wire of radius a, surrounded by a tube of outer radius 
ö, and thickness b-a. In the steady state, if the current-density is T 
in the wire, it is - Ta / (b - a?) in the tube, if both be of uniform con- 
ductivity, and the tube or sheath be the return conductor of the wire. 
Let H, be the intensity of magnetic force in the wire, and H, in the 
tube. The direction of the magnetic force is circular about the axis in 
both, and the current is longitudinal. We shall have 

Hi =2zT, H, 2 Ta- b*)/r(62 -a?), onenn.. (2b) 
where r is the distance of the point considered from the axis. Test by 
the first of equations (1b). We have 

sinl 7 dr’ 

when applied to H. 

Now let this steady current be left to itself, without impressed force 
to keep it up, so that the extra-current ” phenomena set in, and the 
magnetic field subsides, the circuit being left closed. At the time ¢ 
later, if the current-density be y at distance r from the axis, it will be 


represented by / (3d) 
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where L is the sign of summation. The actual current is the sum of an 
infinite series of Tittle current distributions of the type represented, in 
which A, n, and p are constants, and J (nr) is the Fourier cylinder 
function. We have 


l d dy _ : 
= FI a (4b) 
Let d/dt =p, a constant, then n is given in terms of p by 
12 Ap e (55) 


We suppose that k and are the same in the wire as in the sheath. 
Differences will be brought in in the subsequent investigation with the 
sheath at any distance. 

In (35) there are two sets of constants, the A's fixing the size of the 
normal systems, and the n’s or p’s, since these are connected by (50). 
To find the n’s, we ignore dielectric displacement, since it is electro- 
magnetic induction that is in question. This gives the condition 


,, / (66) 
1. e., no magnetic force outside the tube. This gives us 


J,(nb)=0, wise. C (78) 


as the determinantal equation of the u's, which are therefore known by 
inspection of a Table of values of the J, function. 
ind the A's by the conjugate property. Thus, 


rf J( nr)rdr — rd (b? - a?) 2T J (na) 


42 . (80 
foya “Ay 
0 
The full solution is, therefore, 
_ 2al J (nay (nr) 
=p aD 1 057 „ alaeseaee oie: (9b) 


giving the current at time f anywhere. 


The equation of the magnetic force is obtained by applying the 
second of equations (1b); it is 


E- ora > J,(na) I, (nro, (108) 


b? - aż 120 (nö) • 3222 


and the expression for the vector- potential of the current (for its scalar 
magnitude 4% that is to say, as its direction, parallel to the current, 
does not vary, and need not be considered), is 


Sa OH οο . 
Ao = Poa > tn a . . (115) 
This may be tested by 
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curl being now = -d/dr. In the steady state (initial), = O, 


A 1 T 2724 ee), 
T 2 Š g b @eeGreoseve see eer (135) 
; i _prla?/ _ b 
in the wire, and A0 10 2 724 252 log), 


in the sheath. Test by (120) applied to (135) to obtain (25). 
The magnetic energy being »H?/8r per unit volume, the amount in 
length J of wire and sheath is, by (10b), 


/ 8ral N J3(na)J3(nr) i 
-E (ena) > EOC 2rr dr e”, 

To verify, this should equal the space-integral of 5.40, using (11b) 
and (95). This need not be written. They are identical because 


5 (ar rdr | J () rdr = 3520 (nb), 


so that we may write the expression for T thus, 


4ral'b\? nahe- 
T= ial) > ar aetna (148) 


The dissipativity being y?/k per unit volume, the total heat in length 
l of wire and sheath is, if p =*, the resistivity, and the complete 
variable period be included, 


Q= p{ 2aT"/(b# - d)] ee eae (15b) 


When ¢=0, either by (14b) or by easy direct investigation, the 
initial magnetic energy in length / is 


52 ＋ 4 4562 4b4 b 
Z 22 z „ log 
giving the inductance of length “ as ; 
57 20 log (/a) 
LA poat Gia) 965454 66 6 (175) 


which may be got in other ways. This refers to the steady state. In 
the transient state there cannot be said to be a definite inductance, as 
the distribution varies with the time. The expression in (15b) for the 
total heat may be shown to be equivalent to that in (16b) for the initial 
magnetic energy, thus verifying the conservation of energy in our 
system. 

1 should remark that it is the same formula (9b) that gives us the 
current both in the wire and tube, and the same formula (10b) that 
gives us the magnetic force. They are distributed continuously in the 
variable period. It is at the first moment only that they are dis- 
continuous, requiring then separate formulæ for the wire and tube, i. e., 
separate finite formule, although only a single infinite series. 

The first term of (9b) is, of course, the most important, representing 
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the normal system of slowest subsidence. In fact, there is an extremely 
rapid subsidence of the higher normal systems ; only three or four need 
be considered to obtain almost a complete curve; and, at a compara- 
tively early stage of the subsidence, the first normal system has become 
far greater than the rest. In fact, on leaving the current without 
impressed force, there is at first a rapid change in the distribution of 
the current (and magnetic force), besides a rapid subsidence. It tende 
to settle down to be represented by the first normal system; a certain 
nearly fixed distribution, subsiding according to the exponential law of 
a linear circuit. 

To see the nature of the rapid change, and of the first normal system, 
refer to The Electrician of Aug. 23, 1884 [vol. I., p. 387], where is a 
representation of the J, and J, curves. In Fig. 1, take the distance 
OC, to be the outer radius of the tube, O being on the axis. Then the 
curve marked J, is the curve of the magnetic force, showing its com- 
parative strength from the centre of the wire to the outside of the tube, 
in the first normal system. And, to correspond, the curve w from 0 
up to C, is the curve of the current, showing its distribution in the first 
normal system. 


Nh 
L 
N e 
D PFE i | — a a 
al l NPer — 

We see that the position of the point Bi with respect to the inner 
radius of the sheath determines whether the current is transferred from 
the wire to the sheath, or vice versa, in the e part of the subsidence. 
If the sheath is very thin, so that the radius of the wire extends nearl 
up to C, there is transfer of the sheath-current (initial) from the sheath 
a long way into the wire. On the other hand, if the wire be of small 
radius compared with the outer radius of the tube, so that the tube’s 
depth extends from C, nearly up to O, there is a transfer of tbe original 
wire-current a long way into the thick sheath. In Fig. 2 [vol. I., p. 388 


are shown the first four normal systems, all on the same scale as regards 
the vertical ordinate, but we are not concerned with them at present. 


Since -= p~! = drpkb?/(nb)?, 
by (56), and - p-! is the time-constant of subsidence of a normal 
system, we have, for the value of the time-constant of the first system, 
Di = 273 , 
because the value of the first nb, say nib, is 3:83. Compare this with 
the linear-theory time-constant L/R, where L is given by (175), and R 


is the resistance of length / of the wire and sheath (sum of resistances, 
as the current is oppositely directed in them). Let a- 30. Then 


L= 1:128 pl. 
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We have also 
R= 161/3rkb?, therefore L/R = 211 ruhe, 
so that the time-constant of the first normal system is to that of the 
current in wire and tube on the linear theory as 27 to ‘21. But it is 
only after the first stage of the subsidence is over that this larger time- 
constant is valid. 
We may write the expression for L thus. Let z= b/a, then 
52 / 2 log æ 
L= plz (5 gr ) 
4 — 18 22—1 l)» 
nearly the same as 2u? log z when æ is large. The minimum is when 
b=a, then L=}yl. This is the least value of the inductance of a round 
wire, viz., when it has a very thin and close-fitting sheath for the return 
current, so that the magnetic energy is confined to the wire. 
When a is only a little over unity, 


Ib 352 — a? - 240 


Lahe era 
We have also R Lb - a), 
and therefore L/R = wkpa? (a — 1). 
Irrespective of b/a beimg only a little over unity, we have, 
with a/b = P L/R = :009(4rpkb?), 

95 4, 57 053 97 7 

95 11 57 020 77 3 
whilst the time- constant of the first normal system in all three cases is 


068 (4arpkb?). 
The maximum of L/R with b/a variable is when 
( —1)(a? = / = log a, 

z being b/a. This value of z is not much different from the ratio of the 
nodes in the first normal system, or the ratio of the value of nr making 
Ji( nr) =0 for the first time, to that making J,(nr)=0. For the latter 
value makes log z=°465, and makes the other side of the last equation 
be 486. 

In the subsidence from the steady state, the central part of the wire 
is the last to get rid of its current. But the steady state has to be first 
setup. Then it is the central part of the wire that is the last to get 
its full current. To obtain the equations showing the rise of the 
current and of the magnetic force in the wire and the tube, we have to 
reverse or negative the preceding solutions, and superpose the final 
steady states. As these are discontinuous, there are two solutions, one 
‘or the wire, the other for the sheath ; but the transient part of them, 
which ultimately disappears, is the same in both. There is no occasion 
to write these out. 

If the steady state is not fully set up before the impressed force is 
removed, we see that the central part of the wire is less useful as a con- 

H. x P.— vol. ti. D 
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ductor than the outer part, as the current is there the least. If there 
are short contacts, as sufficiently rapid reversals, or intermittences, the 
central part of the wire is practically inoperative, and might be removed, 
so far as conducting the current is concerned. Immediately after the 
impressed force is put on, there is set up a positive current on the out- 
side of the wire, and a negative on the inside of the sheath, which are 
then propagated inward and outward respectively. If the sheath be 
thin, the initial (surface) wire-current is of greater and the initial 
sheath-current of less density than the values finally reached by keeping 
on the impressed force; whilst if it be the sheath that is thick the 
reverse behaviour obtains. 

This case of a close-fitting tube is rather an extreme example of 
departure from the linear theory; the return current is as close as 
possible and wholly envelops the wire-current. Except as regards dura- 
tion, the distributions of current and magnetic force are independent of 
the dimensions, i. e., in the smallest possible round wire closely sur- 
rounded by the return current the phenomena are the same as in a big 
wire similarly surrounded, except as regards the duration of the variable 
period. The retardation is proportional to the conductivity, to the 
inductivity, and to the square of the outer radius of the tube. 

When, as in our next Section, we remove the tube to a distance, we 
shall find great changes. 


SecTrion XXVII. THE VARIABLE PERIOD IN A ROUND WIRE WITH 


A CONCENTRIC TUBE AT ANY DISTANCE FOR THE RETURN 
CURRENT. 


The case considered in the last Section was an extreme one of 
departure from the linear theory. This arose, not from mere size, 
but from the closeness of the return to the main conductor, and to 
its completely enclosing it. Practically we must separate the owo 
conductors by a thickness of dielectric. The departure from the linear 
theory is then less pronounced; and when we widely separate the 
conductors it tends to be confined to a small portion only of the 
variable period. The size of the wire is then also of importance. 

Let there be a straight round wire of radius aj, conductivity ki, and 
inductivity ui, surrounded by a non-conducting dielectric of specific 
capacity c and inductivity z to radius d, beyond which is a tube of 
conductivity & and iuductivity ps, inner radius a, and outer a, The 
object of taking c into account, temporarily, will appear later. 

eb the current be longitudinal and the magnetic force circular. 


Then, by (10), if y is the current-density at distance r from the axis, 
we shall have 


d dy 2 : 
a. 4rpky, or SOY AA (18b) 


in the conductors, and in the dielectric respectively ; the latter form 


being got by taking y=cĚÉ/4r, the rate of increase of the elastic 
displacement. : 
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A normal system of longitudinal current-density may therefore be 
represented by 
yı = 4,5, (2,7), from r=0 toa, 
Yo = Ag) r) + B,Ky(ngr), „ T=, to a ..... (195) 
Ys AM nr) + ByKo(ngr), „ raf to ag 
in the wire, in the insulator, and in the sheath, respectively, at a given 
moment. In subsiding, free from impressed force, each of these 
expressions, when multiplied by the time- factor er, gives the state at 
the time t later. 

J,(nr) is the Fourier cylinder function, and K,(nr) the complementary 
function. [For their expansions see vol. I., p. 387, equations (70) and 
(71)]. The 4’s and B’s are constants, fixing the size of the normal 
functions; the n’s are constants showing the nature of the distributions, 
and p determines the rapidity of the subsidence. 

By applying (180) to (195) we find 

n = — 4xp,k,p, n= — , ns = —4drpkep; ...... (205) 
expressing all the n’s in terms of the p. 

Corresponding to the expressions (190) for the current, we have the 

following for the magnetic force :— 


H=- (n,/p,k, p)A J, 1( Nr), | 
Hz = — (4rng/pgcp*){ A (nar) + BaKi(nar)] .. .. (210) 
Ha (a/b) (Ai n) + BK), | 


where, as is usual, the negative of the differential coefficient of J (z) 
with respect to z is denoted’ by J,(z); and, in addition, the negative of 
the differential coefficient of K,(z) with respect to z is denoted by KI(z). 
These equations (215) are got by the second and third equations ( 15), 
in the case of Hi and H,; and in the case of H, by using, instead of 
Ohm's law, the dielectric equation, giving 

E= Axryſp, 
in the dielectric, E being the electric force. Of course d/df=p, in a 
normal system. 

We have next to find the relations between the five 4’s and Fs, to 
make the three solutions fit one another, or harmonize. This we must 
do by means of the boundary conditions. These are nothing more than 
the surface interpretations of the ordinary equations referring to space 
distributions. In the present case the appropriate conditions are con- 
tinuity of the magnetic and of the electric force at the boundaries, 
because the two forces are tangential; the conditions of continuity of 
the normal components of the electric current and of magnetic induc- 
tion are not applicable, because there are no normal components in 
question. If the magnetic or the electric force were discontinuous, we 
should have electric or magnetic current-sheets. 

Thus H, and H, are equal at r=a,, and H, and H, are equal at 
r=a, These give, by (210), 


(Am/ mki p (na) = (drng uep?) { AgJ, (n) + BK], (22b) 
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and (arn/ pcp") { A(N) + B, Ki( na)) l 
(nh p) {4 (Ngaz) + Bs KIM a)). . (23b 
Similarly, E, and E, are equal at = an, and E, and E, are equal at 
r=a, These give, by (19b), 


5 (A/ E10 YC) = (41D) {4 (n0) + B Konm )}, . . .. (240) 
an 


(ar / y) AW) + B. Ro(nzaz)] K { A olna) + B, Ko( ga) J. (250) 
Thus, starting with 4, given, (22b) and (240) give 4, and B, in terms 
of Ap and then (23b) and (25b) give A, and B, in terms of A1. 
Similarly we might carry the system further, by putting more con- 
centric tubes of conductors and dielectrics, or both, outside the first 
tube, using similar expressions for the magnetic and electric forces ; 
every fresh boundary giving us two boundary conditions of continuity 
to connect the solution in one tube with that in the next. But at 
present we may stop at the first tube. Ignore the dielectric displace- 
ment beyond it, i.e., put c=0 beyond r=a because our tube is to 
be the return conductor to the wire inside it. We may merely remark 
in passing that although when such is the case, there is, in the steady 
state, absolutely no magnetic force outside the tube, yet this is not 
exactly true in a transient state. To make it true, take c=0 beyond 
r =a; requiring H; = O at r=a, This gives, by (21b), 

AgJ (nga) + BK (nga) OOo aai (265) 


Now A, and B, are, by the previous, known in terms of 41. Make 
the substitution, and we find, first, that 4, is arbitrary so that it, 
when given, fixes the size of the whole normal system of electric and 
magnetic force; and next, that the n’s are subject to the following 
equation :— 


Ps 7 (n,a a. MaMa) Kj (gts) — Insa) KI( naa) _ n 
Pea E ea I COCA -i hi0 


„ Se SW. Fw we Me 4 . — “2K (gay) 
p 


3 
z leny (4, )Jo( M2) — (n/u ae tats otn) “Ge (275 
(EeẽLu¹qai) K uν — (no/ Ho) Hi (M444) 
where, on the left side, to save trouble, the dots represent the same 
fraction that appears in the numerator immediately over them. 

Now, the ns are known in terms of p, hence (270) is the deter- 
minantal equation of the p's, determining the rates of subsidence of 
all the possible normal systems. We have, therefore, all the informa- 
tion required in order to solve the problem of finding how any initially 
given state of circular magnetic force and longitudinal electric force in 
the wire, insulator, and sheath subsides when left to itself. We merely 
require to decompose the initial states into normal systems of the above 
types, and then multiply each term by its proper time-factor e” to let 
it subside at its proper rate. To effect the decomposition, make use of 
the universal conjugate property of the equality of the mutual potential 
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and the mutual kinetic energy of two complete normal systems, U,, = Tie 
[vol. I., p. 523], which results from the equation of activity. We start 
with a given amount of electric energy in the dielectric, and of magnetic 
energy in the wire, dielectric and sheath, which are finally used up in 
heating the wire and sheath, according to Joule's law. 

It would be useless to write out the expressions, for I have no 
intention of discussing them in the above general form, especially as 
regards the influence of c. Knowing from experience in other similar 
cases that I have examined, that the effect of the dielectric displace- 
ment on the wire and sheath phenomena is very minute, we may put 
c=0 at once between the wire and the sheath. We might have done 
this at the beginning; but it happens that although the results are 
more complex, yet the reasoning is simpler, by taking c into account. 

The question may be asked, how set up a state of purely longitudinal 
electric force in the tube, sheath, and intermediate dielectric? As 
regards the wire and sheath, it is simple enough; a steady impressed 
force in any part of the circuit will do it (acting equally over a complete 
section). Bat it is not so easy as regards the dielectric. It requires 
the impressed force to be so distributed in the conductors as to . 
the current on the spot without causing difference of potential. ere 
will then be no dielectric displacement either (unless there be impressed 
force in the dielectric to cause it). Now, if we remove the impressed 
force in the conductors, the subsequent electric force will be purely 
longitudinal in the dielectric as well as in the conductors. 

But practically we do not set up currents in this way, but by means 
of localised impressed forces. Then, although the steady state is one of 
longitudinal electric force in the wire and sheath, in the dielectric there 
is normal or outward electric force as well as tangential or longitudinal, 
and the normal component is, in general, far greater than the tangential. 
In fact, the electrostatic retardation depends upon the normal displace- 
ment. But electrostatic retardation, which is of such immense import- 
ance on long lines, is quite insignificant in comparison with electro- 
magnetic on short lines, and in ordinary laboratory experiments with 
closed circuits (no condensers allowed) is usually quite insensible. We 
see, therefore, that when we put c=0, and have purely longitudinal 
electric force, we get the proper solutions suitable for such cases where 
the influence of electrostatic charge is negligibie, irrespective of the 
distribution of the original impressed force. Our use of the longitudinal 
displacement in the dielectric, then, was merely to establish a connec- 
tion in time between the wire and the sheath, and to simplify the 
conditions. 

(In passing, I may give a little bit of another investigation. Take 
both electric and magnetic induction into consideration in this wire and 
sheath problem, treating them as solids in which the current distribution 
varies with the time. ‘The magnetic force is circular, so is fully specified 
by its intensity, say H, at distance r from the axis. Its equation is, if 
z be measured along the axis, 

d 1 d H s P 
1 5 qat aa 4orpkH + pH, 
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in which discard the Jast term when the wire or sheath is in question ; 
or retain it and discard the previous when the dielectric is considered. 
The form of the normal H solution is 


H = J,(sr)(A sin + B cos) mz V, 

for the wire, where s? = — (4rpkp+m?), The current has a longitudinal 
aud a radial component, say T and y, given by 

T= (sr) (A sin + B cos) mæ e, 

y= —mJ,(sr)(4 cos - B sin) mz . 
In the dielectric and sheath the Ko and Ki functions have, of course, 
to be counted with the J, and JI.) 

Now put c=0 in (275). We shall have 


Jo(nzr) 1; -in) =; K,(n er) = log (nr); — nir Ki(nzr) =I 
which will bring (275) down to 


J ng Jug) KI Mag) — Jy (ugdg) K (ngaa) 
Ma) f, Js agg) KI( de) — J, (ya) Ka hg) 


x { Unama) (ma) — path (mm) log (/e). (28b) 


the detérminantal equation in the case of ignored dielectric displace- 
ment. 

To obtain this directly, establish a rigid connection between the 
magnetic and electric forces at r=a, and at r=a,, thus. Since there is 
no current in the insulating space, the magnetic force varies inversely 
as the distance from the axis of the wire. Therefore, instead of the 
second of (21b), we shall have 


2 = — (n,/ mk p)4 J (m4 4,)(4,/7), 
by the first of (215). Thus H, at r=a, is known, and, equated to H, 
at r = d, gives us one equation between 4,, A, and B, Next we have 


f (a,/r)H,dr = Ha, log (r/a,) = (). (ma) log (r/a,) ; 


H, meaning, temporarily, the value of Hi at r=a,. This, when 
multiplied by , is the amount of induction through a rectangular 
portion of a plane through the axis, bounded by straight lines of unit 
length parallel to the axis at distances a, and r from it; or the line- 
integral of the 5 round the rectangle; or the excess of the 
vector-potential at distance r over that at distance a,; so, when 
multiplied by p, it is the excess of the electric force at a, over that 
at r. Thus the electric force is known in the insulating space in terms 
of that at the boundary of the wire. Its value at r=a, equated to E 
at r= a, gives us a second equation between 4,, 4,, and B. The third 
is equation (26b) over again, and the union of the three gives us (280) 
again. 

Swe now have, if y, and y, are the. actual current-densities at time f in 
the wire and the sheath respectively, 


71 Ani) e 
$ =2 Idee = J (na) Ko(ngr) / XI (gd. mi ee 
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Key Jama) - ma (eym) (na) log (aal) 
where B41. 0 1 10. 

ky Jo Jinza) Ko(nza½) / KI (Naag) 
in which only the 4 requires to be found, so that when ¢=0, the initial 
state may be exp . The decomposition of the initial state into 
normal systems may be effected by the conjugate property of the 
vanishing of the mutual kinetic energy, or of the mutual dissipativity 
of a pair of normal systems. Thus, in the latter case, writing (29b) 
thus, y,=2 Au, y,= 2 Av, we shall have 


rut + Cru t. =), 


0 a: 
ul, 0, and us, 5 being a pair of normal solutions. 

We can aly get rid of those dis ble customers, the K, and K, 
functions, by taking the sheath so thin that it can be regarded as a 
linear conductor —i. e., neglect variations of current-density in it, and 
consider instead the integral current. (Except when the sheath and 
wire are in contact and of fhe same material, as in the last section.) 
Let a, be the very small thickness of the sheath, and evaluate (280) on 
the supposition that a, is infinitely small so that a, and a, are equal 
ultimately. The result is 


Jamu) = aJ (ma){ (muam) log (4/1) - k,|mkgt0,), +++ (300) 


the determinantal equation in the case of a round wire of radius a, with a 
return conductor in the form of. a very thin concentric sheath, radius ay. 
Notice that , the inductivity of the sheath itself, has gone out 
altogether; that is, an iron sheath for the return, if it be thin enough, 
does not alter the retardation as compared with a copper sheath, 
provided the difference of conductivity be allowed for. 

We may get (30b) directly, easily enough, by considering that the 
total sheath-current must be the negative of the total wire-current, 
which last is, by integrating the first of (295) throughout the wire, 

= (A/m )2ra, ZJ (ma) e. 

This, divided by the volume of the sheath per unit length, that ig, 
by 2ra,4, gives us the sheath current-density, and this, again, divided 
by k, gives us the electrit force at r=a, Another expression for the 
N force at the sheath is given by the previous method (the 
rectangle business). Equate them, and (300) results. 

We have now got the heavy work over, and some results of special 
cases will follow, in which we shall be materially assisted by the analogy 
of the eddy currents in long cores inserted in long solenoidal coils. 


SgcTION XXVIII. Some SPECIAL RESULTS RELATING TO THE RISE 
OF THE CURRENT IN A WIRE. 


Premising that the wire is of radius ai, conductivity k, indactivity 
; that the dielectric displacement outside is ignored; and that the 
sheath for the return current is at distance d, and is so thin that 
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variations of current-density in it may be ignored, so that merely the 
total return current need be considered ; that a, is the small thickness 
of the sheath, and &, its conductivity, we havé the determinantal equa- 
tion (305). Let now 

Lo = 2½ log (aſai), Bi = (kira) 1, Re = (2 d,) 

Lo is the external inductance per unit length, i. e., the inductance per 
unit length of surface current, ignoring the internal magnetic field. Ei 
and R, are the resistances per unit length of the wire and sheath 
respectively, and 3½1 is the internal inductance per unit length, i. e, the 
inductance per unit length of uniformly distributed wire-current when 
the return current is on its surface, thus cancelling the external 
magnetic field. We can now write (305) thus :— 


J, =I 0e) pma Le m) (Iniai) -NR / 20 1 (315) 
und, in this, we have 


— nia? = 4rp,k, pa} = 4pp,/R,, 


343 4,4 
J (na )=]1 — 7 HaT aby 


242 144 
J (na)= jma ( - 192 + 35243 — ee) 


From (310) we see that the two important quantities are the ratio of 
the external to the internal inductance, and the ratio of the external to 
the internal resistance, i- e., the ratios L,/u, and H/ RI. 

Suppose, first, the return has no resistance. Draw the curves 


N =J (2) (2) and Y= 2öL0/ 1), 
the ordinates , abscisse z, Which stands for.n,a,. Their intersections 
show the required values of z. The J,/J, curve is something like the 
curve of cotangent. If L/ ui is large, the first intersection occurs with 
a small value of z, so small that J,(z) is very little less than unity, so 
that a uniform distribution of current is nearly represented by the first 
normal distribution, whose time-constant is a little greater than that of 
the linear theory. The remaining intersections will be nearly given by 
J,(z)=0. On the other hand, decreasing L,/m increases the value of 
the first z; in the limit it will be the first root of J,(z)=0. Thus, if 
the wire be of copper, and the return distant (compared with radius of 
wire), the linear theory is approximated to. If of iron, on the other 
hand, it is not practicable to have the return sufficiently distant, on 
account of the large value of ul, unless the wire be exceedingly fine. 
Even if of copper, bringing the return closer has the same effect of 
rendering the first normal system widely different from representin 
uniform distribution of current. It is the external magnetic field th 
gives stability, and reduces differences of current-density. 
Next, let the return have resistance. The curve y, must now be 


Yo = 3öLo/ i) — 2(R,/ Riæ). 


The effect of increasing R, from zero is the opposite of that of increas- 


——.——.(325) 


a 
at 
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ing Ly It increases the first z, and tends to increase it up to that given 
by J,(z) = O (not counting the zero root of this equation) Thus there 
is a double effect produced. Whilst on the one hand the rapidity of 
subsidence is increased by the resistance of the sheath, on the other the 
wire-current in subsiding is made to depart more from the uniform 
distribution of the linear theory. The physical explanation is, that as 
the external field in the case of sheath of no resistance cannot disstpate 
its energy in the sheath it must go to the wire. But when the sheath 
has great resistance the external field is killed by it ; then the internal 
field is self-contained, or the wire-current subsides as if J (c) = O, with a 
wide departure from uniform distribution. This must be marked when 
the wire-circuit is suddenly interrupted, making the return-resistance 
infinite. 

Now, let there be no current at the time = O, when, put on, and 
keep on, a steady impressed force, of such strength that the final 
eurrent-density in the wire is To. At time f the current-density T at 
distance r from the axis is given by 


Py J. 2 ( . EM nn) oe 

To ma, l- A/ + (0% iii I)]! 
where the n,a,’s are the roots of equation (310). And the total current 
in the wire, say C,, and with it the equal and opposite sheath-current, 
will rise thus to the final value Co» 


g- I- . RRR 
Co mar l- Rymp + {Jamam ) ma) 

It will give remarkably different results according as we take the 
resistance of the wire very small and that of the sheath great, or con- 
versely, or as we vary the ratio L,/u,. Infinite conductivity shuts out 
the current from the wire altogether, atid so does infinite inductivity ; 
the retardation to the inward transmission of the current being pro- 
portional to the product mka. Similarly, if the sheath has no resist- 
ance, the return current is shut out from it. In either of these shutting- 
out cases the current becomes a mere surface-current, what it always is 
in the initial stage, or when we cannot get beyond the initial stage, by 
reason of rapidly reversing the impressed force, when the current will 
be oppositely directed in concentric layers, decreasing in strength with 
great rapidity as we pass inward from the boundary. But if both the 
sheath and the wire have no resistance, there will be no current at all, 
except the dielectric current, which is here ignored, and the two 
surface-currents. 

The way the current rises in the wire, at its boundary, and af its 
centre, is illustrated in “ Induction in Cores.” For the characteristic 
equation of the longitudinal magnetic force in a core placed within a 
long solenoid, and that of the longitudinal current in our present case, 
are identical. The boundary equations are also identical. That is, 
(318) is the boundary equation of the magnetic force in the core, except- 
ing that the constants Lo/ i and R/R, have entirely different meanings, 
depending upon the number of turns of wire in the coil, and its 
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dimensions, and resistance. If, then, we adjust the constants to be 
equal in both cases, it follows that when any varying impressed force 
acts in the circuit of the wire and sheath, the current in the wire will 
be made to vary in identically the same manner as the magnetic force 
in the core, at a corresponding distance from the axis, when a similarly 
varying impressed force acts in the coil-circuit (which, however, must 
have only resistance in circuit with it, not external self induction as 
well). Thus, we can translate our core-solutions into round-straight- 
wire solutions, and save the trouble of independent investigation, in 
case a detailed solution has been already arrived at in either case. 
Refer to Fig. 3 [p. 398, vol. I., here reproduced]. It represents the 
curves of subsidence from the steady state. The arrival curves are 
got by perversion and inversion, i.e., turn the figure upside down and 
look at it from behind. The case we now refer to is when the sheath 
has negligible resistance, and when we take the constant Lo 2pm, 


which requires a near return when the wire is of copper, but a very 
distant one if it is iron. 


T4 

Regarding them as arrival-curves, the curve Ah is the linear-theory 
curve, showing how the current-density would rise in all parts of the 
wire if it followed the ordinarily assumed law (so nearly true in common 
tine-wire coils). 

The curve H. H. shows what it really becomes, at the boundary, and 
near to it. The current rises much more rapidly there in the first part 
a the variable P, 255 1 more slowly in the later part. From 
this we may conclude that, when very rapid re 
amplitude of the boundary curren „ Vßbñàds 


l ; t-density will be f. grea 
according to the linear theory; whereas if “they be made a ea 
it may become weaker. This is also verified by the separate calculation 
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ir “ Induction in Cores ” of the reaction on the coil-current of the core- 
currents when the impressed force is simple-harmonic, the amplitude of 
the coil-current being lowered at a low frequency, and greatly increased 
at high frequencies [p. 370, vol. I.]. | 

The curve H,H, shows how the current rises at the axis of the wire. 
It is very far more slowly than at the boundary. But the important 
characteristic is the preliminary retardation. For an appreciable 
interval of time, whilst the boundary-current has reached a considerable 
fraction of its final strength, the central current is infinitesimal. In fact 
the theory is similar to that of the submarine cable; when a battery is 
put on at one end, there is only infinitesimal current at the far end for 
a certain time, after which comes a rapid rise. 

Between the axis and the boundary the curves are intermediate 
between H. H. at the boundary and H,H, at the axis, there being pre- 
liminary retardation in all, which is zero at the boundary, a maximum 
at the axis. It is easy to understand, from the existence of this practi- 
cally dead period, how infinitesimally small the axial current can be, 
compared with the boundary current, when very rapid reversals are 
sent. The formule will follow. 

The fourth curve hho shows the way the current rises at the axis 
when the return has no resistance, but when at the same time there is 
no external magnetic field, or L/ = O. The return must fit closely 
over the wire. We may approximate.to this by using an iron wire and 
a close-fitting copper sheath of much lower resistance. There is pre- 
liminary retardation, after which the current rises far more rapidly 
than when Lo is finite. 

That is, the effect of changing L,/u, from the value 2 to the value 0 
is to change the axial arrival-curve from H,H, toh,h,. Suppose it is a 
copper wire. Then L,=2 means log(a,/a,)=1, or aa = 2-718. Thus, 
removing the sheath from contact to a distance equal to 2:7 times the 
radius of the wire alters the axial arrival-curve from hh, to HH. 
Now this great alteration does not signify-an increased departure from 
the linear theory (equal current-density over all the wire). It is 
exactly the reverse. We have increased the magnetic energy by adding 
the external field, and, therefore, make the current rise more slowly. 
But the shape of the curve H,H,, if the horizontal (time) scale be suit- 
ably altered, will approximate more closely to the linear-theory curve 
hh, By taking the sheath further and further away, continuously 
increasing the -slowness of rise of the current, we (altering the scale) 
approximate as nearly as we please to the linear-theory curve, and 
gradually wipe out the preliminary axial retardation, and make the 
current rise nearly uniformly all over the section of the wire, except at 
the first moment. In fact, we have to distinguish between the absolute 
and the relative. When the sheath is most distant the current rises 
the most slowly, but also the most regularly. On the other hand, when 
the sheath is nearest, and the current rises most rapidly, it does so with 
the greatest possible departure from uniformity of distribution. 

If the wire is of iron, say p, = 200, the distance to which the sheath 
would have to be moved would be impracticably great, so that, except 
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in an iron wire of very low inductivity, or of exceedingly small radius, 
we cannot get the current to rise according to the linear theory. 

The simple-harmonic solutions I must leave to another Section. We 
may, however, here notice the water-pipe analogy [p. 384, vol. 1.]. The 
current starts in the wire in the same manner as water starts into 
motion in a pipe, when it is acted upon by a longitudinal dragging force 
applied to its boundary. Let the water be at rest in the first place. 
Then, by applying tangential force of uniform amount per unit area of 
the boundary we drag the outermost layer into motion instantly; it, by 
the internal friction, sets the next layer moving, and so on, up to the 
centre. The final state will be one of steady motion resisted by surface 
friction, and kept up by surface force. 

The analogy is useful in two ways. First, because any one can form 
an idea of this communication of motion into the mass of water from its 
boundary, as it takes place so slowly, and is an everyday fact in one 
form or another ; also, it enables us to readily perceive the manner of 
propagation of waves of current into wires when a rapidly varying im- 
pressed force acts in the circuit, and the rapid decrease in the amplitude 
of these waves from the boundary inward. 

Next, it is useful in illustrating how radically wrong the analogy 
really is which compares the electric current in a wire to the current of 
water in a pipe, and impressed k. M. r. to bodily acting impressed force 
on the water. For we have to apply the force to the boundary of the 
water, not to the water itself in mass, to make it start into motion so 
that its velocity can be compared with the electric ourrent-density. 

The inertia, in the electromagnetic case, is that of the magnetic field, 
not of the electricity, which, the more it is searched for, the more un- 
substantial it becomes. It may perhaps be abolished altogether when 
we’ have a really good mechanical theory to work with, of a sufficiently 
simple nature to be generally understood and apprecjated. 

In our fundamental equations of motion 


curl (e- E) = »H, curl H= Ax T, 


suppose we have, in the first place, no electric or magnetic energy, so 
that E= O, H=0, everywhere, and then suddenly start an impressed 
force e. The initial state is 


EO, H =0, curl e= AH. 


Thus the first effect of @ is to set up, not electric current (for that 
requires there to be magnetic force), but magnetic current, or the rate 
of increase of the magnetic induction, and this is done, not by 6, but by 
its rotation, and at the places of its rotation. [A general demonstration 
will be given later that disturbances due to impressed e or h always 
have curle and curl h for sources. 

Now, imagine e to be uniformly di.tributed throughout a wire. Its 
rotation is zero, except on the boundary, where it is numerically e, 
directed perpendicularly to the axis of the wire. Thus the first effect 
is magnetic current on the boundary of the wire, and this is propagated 
inward and outward through the conductor and the dielectric respec. 
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tively. Magnetic current, of course, leads to magnetic induction and 
electric current. ; 

Now, in purely electromagnetic investigations relating to wires, in 
which we ignore dielectric displacement, we may, for purposes of 
calculation, transfer our impressed forces from wherever they may be 
in the circuit to any other part of the circuit, or distribute them uni- 
formly, so as to get rid of difference of potential, which is much the 
best plan. It is well, however, to remember that this is only a device, 
similar in reason and in effect to the devices employed in the statics and 
dynamics of supposed rigid bodies, shifting applied forces from their 
points of application to other points, completely ignoring how forces 
are really transmitted. The effect of an impressed force in one part of 
the circuit is assumed to be the same as if it were spread all round the 
circuit. It would be identically the same were there no dielectric 
displacement, but only the magnetic force in question. When, however, 
we enlarge the field of view, and allow the dielectric displacement, it is 
not permissible to shift the impressed forces in the above manner, for 
every special arrangement has its own special distribution of electric 
energy. The transfer of energy is, of course, always from the source, 
wherever it may be. The first effect of starting a current in a wire is 
the dielectric disturbance, directed in space by the wire, because it is a 
sink of energy where it can be dissipated. But the dielectric disturb- 
ance travels with such great speed that we may, unless the line is long, 
regard it as affecting the wire at a given moment equally in every part 
of its length; and this is substantially what we do when we ignore 
dielectric displacement in our electromagnetic investigatious, distribute 
the impressed force as we please, and regard a long wire in which a 
current is being set up from outside as similar to a long core in a 
magnetising helix, when we ignore any difference in action at different 
distances along the core. 


SECTION XXIX. OSCILLATORY IMPRESSED FORCE AT ONE END OF 
A LINE. ITS EFFECT. APPLICATION TO LONG-DISTANCE TELF- 
PHONY AND TELEGRAPHY. 


Given that there is an oscillatory impressed force in a circuit, if this 
question be asked—what is the effect produced? the answer will vary 
greatly according to the conditions assumed to prevail. I therefore 
make the conditions very compreliensive, taking into account frictional 
resistance, forces of inertia, forces of elasticity, and also the approxima- 
tion to surface conduction that the great frequency of telephonic 
currents makes of importance. 

Space does not permit a detailed proof from beginning to end. The 
results may, however, be tested for accuracy by their satisfying all the 
conditions laid down, most of which I have given in the Yast three 
Sections. 

The electrical system consists of a round wire of radius a,, conduc- 
tivity EI, and inductivity A; surrounded by an insulator of inductivity 
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Ho and specific dielectric capacity c, to radius as; surrounded by the 
return of conductivity k, inductiyity i and outer radius a. The wire 
and return to be each of length J, and to be joined at the ends to make 
a closed conductive circuit. 

Let S be the electrostatic capacity, and Lo the inductance of the 
dielectric per unit length of the line. That is, 


Lo = 2½ log (a,/a,), §$=c{2 log (a / .. (335) 
We have LS = ch, = z if v is the speed of undissipated waves through 
the dielectric. 
Let V be the surface-petential of the wire, and C the wire-current, or 
total current in the wire, at distance z from one end, at time . The 
differential equation of V is 


ne (Lyss (34b) 


where K’ and L’ are certain even functions of p, whose structure will 
be explained later, and p stands for d/dt. That of C is the same. The 
connection between C and F is given by 


n A e (350) 


Both (340) and (35b) assume that there is no impressed force at the 
place considered. If there be impressed force e per unit length, add e 
to the left side of (350), and make the necessary change in (34b), which 
is connected with (355) through the equation of continuity 

JIC 
=e J..]. 8 (365) 

But as we shall only have e at one end of the line, we shall not 
require to consider e elsewhere. 

Now, given (345) and (350), and that there is an impressed force 
V, sin nt at the z=0 end, find V and C everywhere. Owing to R’ and 
p containing only even powers of p, and to the property p?= — n? 
possessed by p in diaple harmone arrangements, R’ and L’ become 
constants. The solution is therefore got readily enough. Let 


=S) + Ln?) — oo 37b 
=( n) N + L) + Ln ]i. 8 e e wee es ( ) 
These are very important constants concerned. Let also 
ae 38) 
tan 6, = sin 20% cos 200%. ö ( ) 


These make 61 and 0, angles less than 90°. Then the potential V at 
distance æ at time t is 


| . 
V= V,” sin(nt - Q1) + — S e 5 90% + 93) (395 
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and the current C is 


Sn) i -Pz o: 
_ Z sin (nd + Qr - 6, + 63) + sin (nt - Qr - 0, + 0 1 (405 
(ee 2 cos 20% 


Each of these consists of the sum of three waves, two positive, or from 
x 20 to z=l, and one negative, or the reverse way. If the line were 
infinitely long, we should have only the first wave. But this wave is 
reflected at z=}, and the result is the second term. Reflection at the 
z 0 end produces the third and least important term. 

The wave-speed is n/Q, and the wave-length 27/Q. As the waves 
travel their amplitudes diminish at a rate depending upon the magni- 
tude of P. The angles 6, and 0, merely settle the phase-differences. 
The limiting case is wave-speed =v, and no dissipation. 

The amplitude of the current (half its range) is important. It is 


0 V (Sn) [= +e + 2 cos 200 — x) 74 
0 


(NA TL Fee 2 cos2zgQ |’ 
at any distance z. At the extreme end z=} it is 


C= praetor 2 cos 200 -l. .. (415 


As it is only the current at the distant end that can be utilised there, 
it is clear that (415) is the equation from which valuable information is 
to be drawn. 

It must now be explained how to get R’ and L, and their meanings. 
Go back to equation (285), Section XxvII. [p. 54], which is the deter- 
minantal or differential equation when dielectric displacement is ignored. 
We may write it 


J. 
o= LpA WE) _ Pots E A 
wa, J,(s,a,) 2r W 
een! TJ 162) — V be Kilt 
When p is d/ dt it is the differential equation of the boundary magnetic 


force, or of C, since they are proportional. Separating into even and 
odd powers of p it will take the form, if we operate on C, 


0=(R Ly. aeeie (42b) 


where R’ and I/ are functions of p?. To suit the oscillatory state, put 
-n for p°, making R/ and I constants. They will be of the form 


R K + R, | OD Oe oe Ut L (43b) 


where R depends on the wire, N on the return; L{ on the wire, L 
on the return, and Lo on the intermediate insulator. The forms of Ri 
and II have been given by Lord Rayleigh. They are, if g? = uin / Ri, 
where Ni = steady resistance of the wire per unit length, 
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l= g P mad) 
Ki 2 (151 12.15 t 12.28.80 ) 


ja 9 13g? 7398 ) 

7 aQ 24 122.30 12.28.80 )) 

to the last of which I have added an additional term. The getting ot 

the forms of I and Iz, depending upon the return, is less easy, 

though only a question of long division. I shall give the formule 

later. At present I give their ultimate forms at very high frequencies. 
Let p=resistivity, and y = frequency = / 21, then 


R= Had’, HR (455) 


These are also Lord Rayleigh’s. For the return we have 
„ (H3P99)* * \ 
I 7 FCW (46050 


I express Hf and Ri in terms of the resistivity rather than the 
resistance of the wire and return because their resistances have realiy 
nothing to do with it, as we see in especial from the R; formula. The 
Iz of the tube depends upon its inner radius only, no matter how thick 
it may be, that is to say upon extent of conducting surface, varying 
inversely as the area, which is 27a, per unit length. The proof of (46b) 
will follow. 

Now, as regards the meanings. Let us cail the ratio of the impressed 
force to the current in a line when electrostatic induction is ignorable 
the Impedance of the line, from the verb impede. It seems as good a 
term as Resistance, from resist. (Put the accent on the middle e in 
impedance.) When the flow is steady, the impedance is wholly con- 
ditioned by the dissipation of energy, and is then simply the resistance 
Rl of the line. This is also sensibly the case when the frequency is 
very low; but with greater frequency inertia becomes sensible Then 
(R? + L?n?)il is the impedance. Here R and L are, in the ordinary 
sense, the resistance and inductance of unit length of line, including 
wire and return. When, further, differences of current-density are 
sensible, the impedance is (H“ + Ln?) l. This. is greater or less than 
the former, according to the frequency, becoming ultimately less, 
especially if the wire is of iron, owing to the then large reduction in the 
value of Jas compared with L. 

Now, when we further take electrostatic induction into account we 
shall have the above equations (34%) and (35b), in which R’ and I/ are 
the same as if there were no static charge. The proof of this I must 
also postpone. It is the only thing to be proved to make the above 
quite complete, excepting (460), which is a mere matter of detail. The 
proof arises out of the short sketch I gave in Section xxvII. of the 
general clectrostatic investigation, used there for illustratjon. 

The impedance is made variable; it is no longer the same all along 
the line, simply because the current-amplitude decreases from the place 
of impressed force. where it is greatest, to the far end of the line, 
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where it is least. The question arises whether we shall confine imped- 
ance according to the above definition to the place of impressed force, 
or extend its meaning. If we confine the use, a new word must be 
invented. I therefore, at least temporarily, extend the meaning to 
signify the ratio of V, to Co anywhere. 

It is very convenient to express impedance in ohms, whatever may be 
its ultimate structure. Thus the greatest impedance of a line is what 
its resistance would have to be in order that in steady-flow the current 
should equal that arriving at the far end under the given circumstances. 
It will usually be far greater than the resistance. But there is this 
remarkable thing about the joint action of forces of inertia and elasticity. 
The impedance may be far less than in the electromagnetic theory. 
That is, V/C, according to (416) may be far less than (R# + L/2n*)ii. 
This is clearly of great importance in connection with the future of 
long-distance telegraphy and telephony. 

(In passing I will give an illustration of reduction of impedance pro- 
duced by inertia. Let an oscillatory current be kept up in a submarine 
cable and in the receiving coils. Insert an iron core in them. The 
result is to increase the amplitude of the current-waves. More fully, 
increasing the inductance of the coil continuously from zero, whilst 
keeping its resistance constant, increases the amplitude up to a certain 
point, after which it decreases. The theory will follow.) 

To get the submarine cable formule, ignoring inertia, take I= O and 
RF’ =H. To get the more correct formuls, not allowing for variations 
of current-density, but including inertia, take I/ = L the steady induct- 
auce, and R/ To get the linear magnetic theory formuls, take 
S=0, and I/ L, R'=R. Finally, aing E and L/, but with S=0, we 
have the complete magnetic formule suitable for short lines. Thus 
S=0 in (416) bragi it to 

Co = Vy + (RP + LP). 

Equations (34b) to (362) are true generally, that is, with R’ and I the 
proper functions of d/dt. The solution in the case of steady impressed 
force will follow, including the interior state of the wire. o the 
interior state in the oscillatory case. 

A great deal may be dug out of (41b). In the remainder of this 
Section, however, we may merely notice the form it takes at very high 
frequencies, so high as to bring surface conduction into play, and show 
how much less the impedance is than according to the magnetic theory. 
Let n be so great as to make R/ Ln small. Then we may also take 


L’ =Ly Then 
P= R//2L», Q=n/v. 

Also, if “ is small, as it will be on increasing the frequency, we 
need only consider the first term under the radical sign in (410%), 
which becomes r 

2 
„e- He. 
Co Lyw 
Take for R’ its ultimate form 
R’ = 2000) /a, 
H.E. P.— vol. II. E 
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got from (455) and (465) by supposing wire and sheath of the same 
material, and 2/a = 1/a, + 1/a,. 
Then the impedance is 


l( ppg) 
— 1 
J / Co Lor x exp La i 


where exp is defined by €= exp z, convenient when z is complex. Here 
Lo is a numeric, and v= 30 ohms (i.e., when we reckon the impedance 
in ohms); p=1600 and p=1, if the conductors are copper; and 
1=105l,, if Ii is the length of the line in kilom. ; therefore 


V/C = 15L, x exp (4119/30 Lo). 
To see how it works out, take Lo -= I, a=1 cm, and g=10*; then 
7 / Co = Ib x exp 41,/300 ohms. 


If the line is 100 kilom., Pl is made 1}, which is too small for our 
approximate formula. If 1,000 kilom., it is made 133, which is rather 
large. Pi=10 is large. If it is 500 kilom., then 


70 / Co 1b x exp 63 = 1,178 ohms. 


So the impedance is only 1,178 ohms at 500 kilom. distance at the 
enormous frequency of 10,000 waves per second. It is of course much 
less at a lower frequency, but the more complete formula will have to be 
used if it be much lower. 

Now compare this real impedance with the resistance of the line in the 
steady state, its effective resistance according to the magnetic theory, 
and the impedance according to the same. The resistance of the line 
we may take to be twice that of the wire, by choosing the return of a 
proper thickness, or 


Rl = 2 x 500 x 105 x 1600/7 = 50 ohms, say. 
L will be a little more than 13, say 1:6, therefore 
Lin = 8 x 2r x 104= 5060, 


so that the linear-theory impedance is nearly 5,100 ohms. 


But, owing to the high frequency, we should use R’ and I/ instead 
of R and L; here take L/ = L} + F’/n, then 


2 = 400 ohms. 


This large increase of resistance is more than counterbalanced by the 
reduction of inductance, so that the impedance is brought down from 
ne pee 3 5 3,500 ohms, the magnetic theory impedance ; 
an is is about three times the real impedance at its grea 1 
the distant end of the line. j EES S 

It is further to be noted that the wire and retu 


rn need not be solid, 
as we see from the value of R’ compared with R. What is needed at 
very high frequencies is two conducting sheets of small thickness, of 


the highest conductivity and lowest inductivity ; i. e., of copper. 
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SECTION XXX. IMPEDANCE FORMUL2 FOR SHORT LINES. 
RESISTANCE OF TUBES. 


In the case of a short line, a very high frequency is needed in general 
to make it necessary to take electrostatic induction into account in 
estimating the impedance. Keeping below such a frequency, the 
impedance per unit length is simply 

(RP + Pr). 

This is greater than the common (f?+ Linz) at first, when the 
frequency is low, equal to it at some higher frequency, and less than it 
for still higher frequencies. Thus, for pres ape let the return con- 
tribute nothing to the resistance or the inductance ; then, using (449), 
we shall have 


(Ri Lanz) — (R? + Ln?) 


R Rg/L 1 Rg / L 79 À 

6 224 (410) 48.900156) e 
R and L being the steady resistance and inductance of the line per unit 
length (the latter to include Lo for the external medium), R’ and the 
real values at frequency n/2x per second, p the inductivity of the wire, 
and g= (un/R)*. 

Thus the first increase in the square of the impedance over that of 
the linear theory is n, independent of resistance; large in iron, 
small in copper. But as the frequency is raised, the g? term becomes 
sensible; being negative, it puts a stop to the increase. We can get a 
rough idea of the frequency required to bring the impedance down to 
that of the linear theory by ignoring the g term. This gives 


L I 
2a = 2/2 — 
n 4H +p (+ i 5) 
The real frequency required must be greater than this, and. taking 
the g term into account, we shall obtain, as a higher limit, 


n? = 43, R? + 10 + 28) e (490) 


approximately. We see that the simpler (48b) is near enough. 
f the wire is of copper of a resistance of 1 ohm per kilom., making 
R=104, we shall have, using (480), 


n= 208+ (Ly +5) 


If the return is distant, we can easily have L,=9. Then the 
frequency required is about 100 waves per second. This is a low 
telephonic frequency, so that we see that telephonic signalling is 
somewhat assisted by the approximation to surface conduction. 

If the wire is of iron, then, on account of the large value of , a much 
lower frequency is sufficient to reduce the impedance below that of the 
linear theory; that is, an iron wire is not by any means so disadvan- 
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tageous, compared with a copper wire of the same diameter, as its 
a resistivity and far higher inductivity would lead one to expect. 

ut it is not to be inferred that there is any advantage in using iron, 
electrically speaking, from the fact that the impedance is so easily made 
much less than that of the linear theory. Copper is, of course, the best 
to use, in general, being of the highest conductivity, and lowest induc- 
tivity. Nor is any great importance to be attached to the matter in 
any case, for, on a short line, to which we at present refer, it will 
usually happen that the telephones themselves are of more importance 
than the line in retarding changes of current. 

We also see that in electric-light mains with alternating currents 
there may easily be a reduction of impedance if the wires be thick and 
the returns not too close. On the other hand, the closer they are 
brought the less is the impedance, according to the ordinary formula. 
It should be borns in mind that we are merely dealing with a correction, 
not with the absolute value of the impedance, which is really the 
important thing. 

ow take the frequency midway between 0 and the second frequency 
which gives the linear-theory impedance. Then /t? + Ln? becomes 


; 1 
2 24— u? 
R+n (1 2%. 


wherein use the value of n? given by (48b). The increase of impedance 
is not, therefore, in a copper wire, anything of a startling nature. 

Impedances are not additive, in general. We cannot say that the 
impedance of a wire is so much, that of a coil so much more, and then 
that their sum is the impedance when they are put in sequence, at the 
same frequency. 

In passing, I may as well caution the reader against fhe false idea 
somewhere prevalent. The increased resistance of a wire is not in any 
way caused or evidenced by the weakness of the current in the variable 
period compared with its final strength, a result due to the back E. u. F. 
of inertia. No matter how great the inertia, and how slowly it makes 
the current rise, there is no change of resistance, unless there be 
changed distribution of current. There must always be some change, 
but it is usually negligible. When, however, as notably in the case of 
iron, the central part of the wire is inoperative, of course this changed 
distribution of current means a large increase of resistance, though not 
of impedance, which is reduced. It is a hollow tube, not a solid wire, 
that must, to a first approximation, be regarded as the conductor. 
There cannot be said to be any definite resistance unless the current 
distribution is definite. 

Thus, in the rise of the current from zero to the steady state there is, 
presuming that there is large departure from the regular final distribu- 
tion, no definite resistance, and it is clearly not possible to balance a 
wire in which the above takes place against a thin wire, a conclusion 
that is easily verified. But the case of simple-harmonic impressed force 
is peculiar. The distribution of current, though not constant, goes 
through the same regular changes over and over again in such a manner 
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that the total current at every moment is the same as if a true linear 
circuit of definite resistance and inductance were substituted. This is 
very considerably departed from when mere rapid makes and breaks 
are employed. 

Consider now the resistance of a tube at a given frequency. It 
depends materially upon whether the return-current be within it or 
outside it. Let there be two tubes, a, and a, the inner and outer radii 
of the inner, and a, and a, of the outer. By an easy v tension of 
equation (28b), the form quoted in the last Section, the differential 
equation of the total current is 


Jols) — 73 (600) K. 
1 


= TTT 
6H 
J a 
Jo ( 85g) — F (8888) Ko (5524) 
E 5 . (50b) 
2j Ji peed gas Krek 


the dots indicating repetition of what is above them. The first term 
is for the insulator between tubes, the second for the inner tube, the 
third for the outer. Or, 
0 =: Lop + (Ri + Lip) + (Ri + Lip), 
where Rl, R} Li, L are functions of ps, and therefore constants when 
the current is simple-harmonic. The division of the numerators by 
the denominators, a simple matter in the case of a solid wire, becomes 
a very complex matter in the tube case. I give the results as far as p-. 
It is not necessary to do the work separately for the two tubes, for, 
if we compare the expressions carefully, we shall see that they only 
differ in the exchange of the inner and outer radii, and in changed 
sign of the whole. 
For the inner tube we have 


a Rm -3 f log. 


0 
pi 2 2 a; 2 Bo · Wer 5) e (515) 


where 14 is the steady resistance per unit length. This is the coefficient 
of p, and is therefore nothing more than the inductance per unit fength 
of the tube in steady flow, the first correction to which depends on P. 
This may be immediately verified by the square of. force method. 

The resistance of the inner tube per unit length is 


NI 2a? Tas 200 log i tas(1og 40 
-h U E erat) L 125. tg hte | an 
Pr /L12 3% laf ar -d aral - ap) 
To obtain, from (515) and (52b), the corresponding expressions for 
the outer tube, change R, to R, P) to pg, H to ug, a, to dz, and a, to a;. 
The change of sign is not necessary, because it is involved in the 
substitution of R, for R, Or, simply, (51b) and (525) holding good 
when the return is outside the tube, exchange a, and do, and we have 
the corresponding formulæ when the return is inside it. 
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Let ao = al. This removes a fourth part of the material from the 
central part of a solid wire of radius a1. The return being outside, 


the resistance is 
Ri = R, + R,(nyra}/p,)* x “012. 


If solid, the 012 would be O83; or the correction is reduced seven 
times by removing only a fourth part of the material. 
But if the return is inside, all else being the same, the resistance is 


Ri = R, + Ri(n¹,iu / pi) x 503 = R, + B,(npyra?/p,) x 031, 


so now the correction is reduced less than three times instead of seven 
times, as when the return was outside. 

This difference will be, of course, greatly magnified when the ratio 
a/a is large; for instance, consider a solid wire surrounded by a very 
thick tube for return ; the steady resistance of the return will be only a 
small fraction of that of the wire, but the percentage increase of resist- 
ance of the outer conductor will be a large multiple of that of the wire. 
Thus the earth’s resistance, which, in spite of the low conductivity, is 
so small to a steady current, will be largely multiplied when the current 
is a periodic function of the time. 

Now, as regards the resistance of the tube at high frequencies. If 
the return is outside it is 


/ ⅛ ˙v——L— (535) 
9 being the frequency. But if the return is inside, it is 
H= (uiid) t ooo eee es e (545) 


thus depending upon the inner radius when the return is inside, and 
on the outer when it is outside, for an obvious reason, when the position 
of the magnetic field where the primary transfer of energy takes place 
is considered. 

Suppose we fix the outer radius, and then thin the tube from a solid 
wire down to a mere skin. In doing so we increase the steady resist- 
ance as much as we please. But the high-frequency formula (53d) 
remains the same. Now, as it would involve an absurdity for the 
resistance to be less than that in steady flow, it is clear that (530) 
cannot be valid until the frequency is so high as to make R! much greater 
than Hi, which is itself very great when the tube is thin. That is to 
say, removing the central part of a wire, when the return is outside it, 
makes it become more a linear conductor, so that a much higher 
frequency is required to change its resistance; and when the tube is 
very thin the frequency must be enormous. Practically, then, a thin 
tube is always a linear conductor, although it is only a matter of raising 
the frequency to make (530) or (54b) applicable. 

To get them, use in (506) the appropriate J (rx), ete., formule when z 
is very large. They are 


J,(z) = — K,(x) = (sin z + cos z) + a 
Jig) - K(x) -= (sin z - cos z) + (mz). 
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These, used in (505), putting the circular functions in the exponential 
forma, reduce it to 


0 = Lap + a + oan : 
where i- (- I) i. Here 
Sar = mpn kaip, therefore sia = (Tpk, pha, 
and similarly for s,; so we get 
0 = Lap + (ue, p/xk,)t/a, + (ug p/ak,)t/a,. 
Here, since p? = n, n= (In) (l +i); which brings us to 


O= (MTI) + (Lot L + LIP, e cccccccecec eens (56b) 
where Fi = Cid) + ty a] EE AE (57b) 
Ry = (Papst)? + ayp E= Ryn, 


as before given, except that the inner tube was a solid wire. 

If, however, the frequency were really so high as to make these high- 
frequency formule applicable when the conductors are thin tubes, it is 
clear that we should, = reason of the high frequency, need, at least in 
general, to take electrostatic induction into account even on a short 
line, and therefore not estimate the impedance by the magnetic formule, 
but by the more general of the last Section, in which the same R’ and 
occur. As for long lines, it is imperative to consider electrostatic 
induction. There is no fixed boundary between a “short” and a 
“long” line; we must take into account in a particular case the 
circumstances which control it, and judge whether we may treat it as a 
short or a long-line question. To the more general formula I shall 
return in the following Section, merely remarking at present that there 
is a curious effect arising from the to-and-fro reflection of the electro- 
magnetic waves in the dielectric, which causes the impedance to have 
maxima and minima values as the speed continuously increases; and 
that when the period of a wave is somewhere about equal to the time 
taken to travel to the distant end and back, the amplitude of the 
received current may easily be greater than the steady current from the 
same impressed force. And, in correction of the definition in Section 
XXIX. of as the surface potential of the wire, substitute this defini- 
tion, Q=SV, where Q is the charge and S the electrostatic capacity, 
both per unit length of wire. 


SECTION XXXL THE INFLUENCE OF ELECTRIC CAPACITY. 
IMPEDANCE FORMULA. 


Let us now return to the more general case of Section XXIX., the 
amplitude of the current due to a simple-harmonic impressed force at one 
end of a line. Although the formula (415) for the amplitude at the 
distant end is very compact, yet the exponential form of the functions 
does not allow us to readily perceive the nature of the change made by 
lengthening the line, or making any other alteration that will cause the 
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effect of the electric charge to be no longer negligible, by causing the 
1 formula to be sensibly departed from. Let us, therefore, put 
(416) in the form V,/C, = etc., and then expand the right member in an 
infinite series of which the first term shall be the magnetic impedance 
itself, whilst the others depend on the electric capacity as well as on the 
resistance and inductance. 

On expanding the exponentials and the cosine in (415), we obtain a 
a which the quantities P. Qt, Pe- O, etc., occur, all divided by 


+. 
To put these in terms of the resistance, etc., we have, by (375), 

P+ V=Snl, 220 = Sn N, -= Sn, . (580) 
where Inn (59b) 
I being the short-line impedance per unit length. Using these, we 
convert (41b) to the following form, 


VJC = 101 -E Snt Iy + ZE (Sn ; k Ra Jan) yi . (605) 


Here we may repeat that V, and Co are the amplitudes of the impressed 
force at one end and of the current in the wire at the other end of the 
double wire of length I, whose constants are R’, I, and S, the 
resistance, inductance, and electric capacity per unit length, R’ and 
I/ being functions of the frequency already given. I do not give more 
terms than are above expressed, owing to the complexity of the co- 
efficients of the subsequent powers of S. To go further, it will be 
desirable to modify the notation, and also to entirely separate the 
terms depending upon resistance in the [] from the others, Let 
SLI =, S=(R'/L/n)?, h=nl/o. v (615) 

Here v. is a velocity, F and h numerics. The least value of the velocity 
is (SL) i, at zero frequency, L being the full steady inductance per 
unit length, as before. As the frequency increases, so does v. Its 
limiting value is (SIL) I or (z) , the speed of undissipated waves 
through the dielectric. The ratio F falls from infinity at zero fre- 

uency, to zero at infinite frequency. See equations (435) to (460). 

he ratio A is such that h/27 is the ratio of the time a wave travelling 
at speed v takes to traverse the line, to the wave- period. 

In terms of J, f, and h our formula (416), or rather (605), when 
extended, becomes 


iI ein iu fis, 1 1 / 1 
ruoan) (NL 50 [ its (1+ tf) 


ee 0 Grile- 
105.995 (7167) 705.30 515 171078070 ) (625 


From this, seeing that in the [], resistance appears in F only, we see 
that the corresponding no-resistance formula is simply 


i eee (63b) 


where, of course, v ia the speed corresponding to L, or the speed of un- 
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dissipated waves. The sine must be reckoned positive always. To 
check (680), derive it immediately from (41b) by taking R = O. We shall 


find the following form of (415) in terms of f and h useful later: — 
/ CO =4L/v(1 TF) He 2 — 2 cos 2000... ... .. (640) 
where FN =I Ju- 1}4, 
Ql=H4)H(1 7 1j. e (65b) 


Let us now dig something out of the above formulæ. This arith- 
metical digging is dreadful work, only suited for very robust intellects. 
I shall therefore be glad to receive any corrections the following may 

uire, if they are of any importance. 

t will be as well to commence with the unreal, but easily imaginable 
case of no resistance. Let the wire and return be of infinite conductivity. 
We have then merely wave propagation through the dielectric, without 
any dissipation of energy, at the wave-speed v=(s,c,)~#, which is, in 
air, that of light-waves. Any disturbances originating at one end 
travel anchanged in form; but owing to reflection at the other end, 
and then again at the first end, and the consequent coexistence of 
oppositely travelling waves, the result is rather complex in general. 

ow, if we introduce a simple-harmonic impressed force at one end, and 
adjust its frequency until the wave-period is nearly equal to the time 
taken by a wave to travel to the other end and back again at the speed 
v, it is clear that the amplitude of the disturbance will be enormously 
augmented by the to-and-fro reflections nearly timing with the impressed 
force. This will explain (635), according to which the distant-end 
impedance falls to zero when 


nl vr, or 21, or 3x, ete. 


Here 2 /n is the wave- period, and 2% the time of a to-and- fro journey 
The current- amplitude goes up to infinity. 

If, next, we introduce only a very small amount of resistance, we may 
easily conclude that, although the impedance can never fall to zero, yet, 
at particular frequencies, it will fall to a minimum, and, at others, go 
up to a maximum; and that the range between the consecutive maxi- 
mum and minimum impedance will be very large, if only the resistance 
be low enough. 

Increasing the resistance will tend to reduce the range between the 
maximum and minimum, but cannot altogether obliterate the fluctua- 
tions in the value of the impedance as the frequency continuously 
increases. In practical cases, starting from frequency zero, and raising 
it continuously, the impedance, which is simply Kl, the resistance of the 
line, in the first place, rises te a maximum, then falls to a minimum, 
then rises to a second maximum greater than the first, and falls to a 
second minimum greater than the first, and so on, there being a regular 
increase in the impedance on the whole, if we disregard the fluctuations, 
whilst the fluctuations themselves get smaller and smaller, so that the 
real maxima and minima ultimately become false, or only tendencies 
towards maxima and minima at certain frequencies. 

By this to-and-fro reflection, or electrical reverberation or resonance, 
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the amplitude of the received current may be made far greater than the 
atrength of the steady current from ‘the same impressed force, even 
when the electrical data are not remote from, but coincide with, or 
resemble, what may occur in practice. To show this, let us work out 
some results numerically. 

As this matter has no particular coneern with variations of current- 
density in the conductors, ignore them altogether; or, what comes to 
the same thing, let the conductors be sheets, so that A’ = R, the steady 
resistance, and I/ Lo very nearly, the dielectric inductance, both per 
unit length. Then, in (645), let 


f=1, Ql =, v=30 hm (66d) 
Then, by the second of (655), we find that 
A 2°85 ; 
and, by (64d), that 


70 / OI Lov. 2 et + 2 = 60°6 Lo ohms. . .. (675) 
The ratio of the distant-end impedance to the resistance is therefore 
60°6 x 10 L) 60-6 x 10” 20.2 202 an 
— R rs = 10h Oh = 985’ „6 %% % %% %%% „% „„ ( ) 


by making use of the data (66b). That is, the amplitude of the 
received current is 42 per cent. greater than the steady current, when 
(66b) is enforced. 
But let Ql =i7, then 
o/ Co- M Tov. 2e + e = 28 Lo ohms; 
and the ratio of impedance to resistance is 
28 202 4 


60-6 285 3 
or the amplitude of current is only 3/4 of the steady current. 

And if Qi = Ar, we shall find 

7 %/ CO = 43˙5 ohms, 
and that the impedance is slightly greater than the resistance. Whilst, 
if Ql = 37, we shall have 

V/ Co 478 ohms, 
and find the ratio of impedance to resistance to be 63/86, making the 
received current 35 per cent. stronger than the steady current. 

The above data of f= l, and = Ar, $7, Ar, and x, have been chosen 
in order to get near the first maximum and minimum of impedance. 
The range, it will be seen, is very great. Let us next see how these 
data resemble practical data in respect to resistance, etc. Remember 
that 1 ohm per kilom. makes R= 104, (resistance per cm. of double 
conductor). Also, that f=1 means R=nl =10nl,, if Ii is in kilometres. 
Then, in the case to which (665) to (680) refer, we shall have, first 
assuming a given value of R, then varying Lo, and deducing the values 
of n and Ii, the following results :— 

Lo = 1, Lo 9 10, 
R= 105, n= 108, n= 10?, 
l = 856, l = 8568. 


nearly, 
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This is an excessively low resistance, y ohm per kilom. ; the frequen- 
cies are rather low, and the lengtha great. Next, 1 ohm per kilom. :— 


L,=1, L,=10, Lo- 100, 
R=104, n= 104, n= 108, n=10?, 
l =85. 1, = 856. 1, = 8568. 


The Z, = 100 case is extravagant, requiring such a very distant return 
5 (therefore very low electric capacity). Next, 10 ohms per 
om. :— 


Io -l, LL =10, L,=100, 
R=105, n= 105, n= 104, n= 108, 
1, = 85. 1, = 85. 1, = 856. 
Lastly, very high resistance of 100 ohms per kilom. :— 
R=106, L, = 10, n= 105, l = 8°5. 


In all these cases the amplitude of received current is 42 per cent. 
greater than the steady current. 

In the next case, Ql = Ar, the quantity nl/v has a value one-fourth of 

that assumed in the above; hence, with the same R and L, and same 
frequency, the above values of Ii require to be quartered. Then, in all 
cases, the current-amplitude will be three-fourths of the steady current. 
Similarly, to meet the l= Ar case, use the above figures, with the }’s 
halved ; and in the Ql = 37 case, with the /,’s multiplied by 2. 
A consideration of the above figures will show that there must be, in 
telephony, a good deal of this reinforcement of current strength some- 
times ; not merely that the electrostatic influence tends to increase the 
amplitude all round, from what it would be were only magnetic 
induction concerned, but that there must be special reinforcement of 
certain tones, and weakening of others. It will be remembered that 
good reproduction of human speech is not a mere question of getting 
the lower tones transmitted well, but also the upper tones, through a 
long range; the preservation of the latter is required for good articula- 
tion. The ultimate effect of electrostatic retardation, when the line is 
long enough, is to kill the upper tones, and convert human speech into 
mere murmuring. 

The formula (625) is the most useful if we wish to see readily to 
what extent the magnetic formula is departed from. In this, two 

uantities only are concerned, f and A, or (I/ Ln) and nl/v; and if both 

and x are small, it is readily seen that the first form of (635) applies, 
the factor by which the magnetic impedance is multiplied being 
(sinh)/h. Even when z is not small the f terms in (62b) may be negli- 
gible, and the first form of (63b) apply. For example, suppose * =, 
and f small, then (sin h)/h=3 x · 3272 =:9816, showing a reduction of 
2 per cent. from the magnetic impedance. 

Now, this h=} means nl, = 105, or the high frequency of 105/27 on a 
line of one kilom., 104/27 on 10 kilom., and so on, down to 10/27 on 
10,000 kilom., always provided the F terms are still negligible. This 
may easily be the case when the line is short, but will cease to be true 
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as the line is lengthened, owing to the n in f getting smaller and 
smaller. Thus, in the just-used example, if the resistance is 10 ohms 
per kilom., and L=10, we shall have f= 2, on the line of 1 kilom., 
and f=1 on 10 kiloms. So far, the F terms are negligible, and the 
first form of (630) applies. But F becomes 100 on 100 kiloms., which 
will make an appreciable, though not large, difference; and f=10,000 
on 1,000 kilom. will make a large difference and cause the first (630) 
formula to fail. It is remarkable, however, that this formula should 
have so wide a range of validity. 

In the above we have always referred to the distant-end impedance. 
But at the seat of impressed force there is a large increase of current on 
account of the “charge.” Thus, at z=0, by the formula preceding 
(415), we have 


eseeevetee ë | seestasevees 


The term impedance is of course strictly applicable at the seat of 
impressed force. As the frequency is raised, this impedance tends to be 


represented by 

V [Cy = Lu +f), 
and, ultimately, by J / Co Lor = 30 Lo ohms (7050) 
if the dielectric be air. Lo is usually a small number. 


SecTION XXXII. THE EQUATIONS OF PROPAGATION ALONG WIRES. 
ELEMENTARY, 


In another place (Phil. Mag., Aug., 1886, and later) the method 
adopted by me in establishing the equations of Vand C, Section XXIX., 
was to work down from a system exactly fulfilling the conditions 
involved in Maxwell's scheme, to simpler systems nearly equivalent, 
but more easily worked. Remembering that Maxwell’s is the only 
complete scheme in existence that will work, there is some advantage 
in this; also, we can see the degree of approximation when a change is 
made. In the following I adopt the reverse plan of rising from the first 
rough representation of fact up to the more complete. This plan has, 
of course, the advantage of greater intelligibility to those who have not 
studied Maxwell’s scheme in its complete form ; besides being, from an 
educational point of view, the more natural plan. 

Whenever the solution of a so-called physical problem has been 
obtained, according to which, under such or such conditions, such or 
such effects must happen, what has really been done has been to solve 
another problem, which resembles the real one more or less in those 
features we wish to study, which we regard as essential, whilst it is of 
such a greatly simplified nature that its solution is, in comparison with 
that of the real problem, quite elementary. This remark, which is of 
rather an obvious nature, conveys a lesson that is not always remem- 
bered ; that the difference between theory and empiricism is only one 
of degree, even when the word theory is used in its highest sense, and 
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is applied to legitimate deductions from laws which are known to be 
very true indeed, within wide limits. 

It is quite possible to imagine the solution of the general problem of 
the universe. There does not seem to be any hing against it except its 
possible infinite extent. Stop the extension of the universe somewhere ; 
then, if its laws be fully known, and be either invariable or known to 
vary in some definite manner, and if its state be known at a given 
moment, it is difficult to see how it can be indefinite at any later time, 
even in the minutest particulars in the history of nations or of animal- 
eule, or in the development of a human soul (which is certainly im- 
mortal, for the good and evil worked by a soul in this life live for ever, 
in the permanent impress they make on the future course of events). 

But if this be imagined to be all done, and the universe made a 
machine, no one would be a bit the wiser as to the reason why of it. 
(Even if we ask what we mean by the reason why, we shall in all pro- 
bability get into a vicious circle of reasoning, from which there is no 
escape.) All that would be done would be the formulation of facts in 
a complete manner. This naturally brings us to the subject of the 
equations of propagation, for they are merely the instruments used in 
attempte to formulate facts in a more or less complete manner. 

The first to solve a problem in the propagation of signals was Ohm, 
whose investigation is a very curious chapter in the history of electricity, 
as he arrived at results which are, under certain conditions, nearly 
correct, by entirely erroneous reasoning. Ohm followed the theory of 
the conduction of heat in wires, as developed by Fourier. Up toa 
certain point there is a resemblance between the flow of heat and the 
electric conduction current, but after that a wide dissimilarity. 

Let a wire be surrounded by a non-conductor of heat, in imagination ; 
let the beat it contains be indestructible when in the wire, and be in 
a state of steady flow along it. If C is the heat-current across a given 
section, and V the temperature there, C will be proportional to the rate 
of decrease of V along the wire. Or 


- dV dz = RC, 


if z be length measured along the wire. The ratio R of the fall of 
temperature per unit length, to the current, is the resistance per 
unit length, and is, more or less, a constant. Or, the current is pro- 

rtional to the difference of temperature between any two sections, and 
is the same all the way between. 

The law which Ohm discovered and correctly applied to steady con- 
duction currents in wires is similar to this Make C the electric 
current in the wire, and V the potential at a certain place. The current, 
which is the same all the way between any two sections, is proportional 
to their difference of potential. The ratio of the fall of potential to the 
current is the electrical resistance, and is constant (at the same tem- 
perature). But V is, in Ohm’s memoir, an indistinctly defined quantity, 
called electroscopic force, I believe. Even using the modern equivalent 
potential, there is not a perfect parallel between the temperature V and 
the potential V. For a given temperature appears to involve a definite 
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physical state of the conductor at the place considered, whereas 
potential has no such meaning. The real parallel is between the tem- 
perature gradient, or slope, and the potential slope. 

Now, returning to the conduction of heat, suppose that the heat- 
current is not uniform, or that the temperature-gradient changes as we 
pass along the wire. If the current entering a given portion of the 
wire at one end be greater than that leaving it at the other, then, since 
the heat cannot escape laterally, it must accumulate. Applying this to 
the unit length of wire, we have the equation of continuity, 


-dC/dz =4q, 
t being the time, and g the quantity of heat in the unit length. But 
the temperature is a function of g, say 


98, 


where S is the capacity for heat per unit length of wire, here regarded, 
for simplicity of reasoning, as a constant, independent of the tempera- 
ture. This makes the equation of continuity become 


-dC/dz = SV. 


Between this and the former equation between C and the variation of 
V, we may eliminate C and obtain the characteristic equation of the 
temperature, 


‘Vidz? = RSV, 


which, when the initial state of temperature along the wire is known, 
enables us to find how it changes as time goes on, under the influence 
of given conditions of temperature and supply of heat at its ends. 
hm applied this theory to electricity in a manner which is sub- 
stantially equivalent to supposing that electricity (when prevented from 
leaving the wire) flows like heat, and so must accumulate in a given 
ortion of the wire if the current entering at one end exceeds that 
eaving at the other. The quantity q is the amount of electricity in the 
unit length, and is proportional to 7 their ratio S being the capacity 
per unit length. With the same formal relations we arrive, of course, 
at the same characteristic equation, now of the potential, so that elec- 
tricity diffuses itself along a wire, by difference of potential, in the same 
way as heat by difference of temperature. 

A generation later, Sir W. Thomson arrived at a system which is 
formally the same, but having a quite different physical significance. 
Between the times of Ohm and Thomson great advances had been made 
in electrical science, both in electrostatics and electromagnetism, and 
the quantities in the system of the latter are quite distinct. We have 


dV 
_aC _dy_ dV da FF (715) 
dz dt dt 


where on the left appear the elementary relations, 


resultant characteristic equation of J. and on the right the 


ELECTROMAGNETIC INDUCTION AND ITS PROPAGATION. 79 


Here C is the current in the wire, R its resistance per unit length, 
and V the electrostatic potential. So far there is little change. But S 
is the electrostatic capacity per unit length of the condenser formed 
by the dielectric outside the wire, whose two coatings are the surface of 
the wire and tbat of some external conductor, as water, for instance, 
which serves as the return conductor. Thus &, from being in Ohm’s theory 
a hypothetical quantity depending upon the nature of the conducting 
wire, its size and shape, has become a definitely known quantity depend- 
ing on the nature of the dielectric, and its size and shape. Here is the 
first step towards getting out of the wire into the dielectric, to be fol- 
Jowed up later. The equation g=SV is the electrostatic law expressing 
the relation between the charge of a condenser and its potential-differ- 
ence, g being the charge on the wire per unit length, and “ its potential. 
It is assumed that = O at the outer conductor, which requires that ite 
resistance must be very small, theoretically nothing. This makes V 
1 the potential at the surface of the wire, and it must be the 

tential all over its section at a given distance z, if the current is uni- 
ormly distributed across the section. 

The meaning of the equation of continuity is now, that when the cur- 
rent entering a given length of wire on one side is greater than that 
leaving it on the other, the excess is employed in increasing the charge 
of the condenser formed by the given length of wire, the dielectric, and 
the outer conductor. In the wire, therefore, comparing the electric cur- 
rent to the motion of a fluid, such fluid must be incompressible. It 
ean, however, accumulate on the boundary of the wire, where it makes 
the surface-charge. This is exceedingly difficult to understand. But 
in any case, whether electricity accumulates in the wire or only on its 
boundary, is quite immaterial as regards the form of the equation of con- 
tinuity, and of the characteristic equation. (Of course it is the equa- 
tions which give rise to it, and their interpretation, that are of the 
greatest importance. 

There is very little hypothesis in this system. We unite the con- 
denser-law with Ohm’s law of the conduction current, on the hypothesis, 
which is supported by experiments with condensers and conductors, 
that the equation of continuity is of the kind supposed. But it is assumed 
that the electric force is entirely due to difference of potential. As, 
when the current is changing in strength, this is not true, there being 
then also the electric force of inertia, or of magnetic induction, this 
should also be taken into account in the Ohm’s law equation, making a 
corresponding change in the characteristic equation. What difference 
this will make in the manner of the propagation will depend upon the 
relative magnitude of the electric force of inertia and of the charge, and 
materially upon the length of the line. The necessary change will be 
made in the next Section. At present we may only remark that elec- 
trostatic induction is most important on long submarine cables, and that 
the (715) equations are those to be used for them for general purposes, as 
the first approximate representation of the facts of the case. 

Now, as regards the accumulation difficulty. This is entirely re- 
moved in a beautifully simple manner in Maxwell’s theory. The line 
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integral of the magnetic force round a wire measures the current in it, 
a fact that cannot be too often repeated, until it is impressed upon 
people that the electric current is a function of the magnetic field, which 
is in fact what we generally make observations upon, the electricity in 
motion through the wire being a pure hypothesis. Maxwell made this 
the universal definition of electric current anywhere. There is no 
difference between a current in a conductor or in a dielectric as a func- 
tion of the magnetic field, though there is great difference in the effect 
produced, according to the nature of the matter All currents are 
closed, either in conductors alone or in dielectrics alone, or partly in 
one and, partly in the other. In a conductor heat is the universal result 
of electric current, and energy is wasted ; in a dielectric, on the other 
hand, the energy which would be wasted were it conducting is stored 
temporarily, becoming the electric energy, which is recoverable. In a 
conductor, the time-integral of the current is not a quantity of any 
physical significance ; but in a dielectric it is a very important quantity, 
the electric displacement, which can only be removed by an equal 
reverse current. The electric displacement involves a back electric 
force, which will cause the displacement to subside when it is permitted 
by the removal of the cause that produced it. Put a condenser in 
circuit with a conductor and battery. The current goes right through 
the condenser. But it cannot continue, on account of the back force of 
the displacement; when this equals the impressed force of the battery, 
there is equilibrium. Remove the battery, and leave the circuit closed. 
The back force of the displacement can now act, and discharges the con- 
denser. As for the positive and negative charges, they are numerically 
equal to the total displacement through the condenser. They are 
located at the places of, and measure the amount of discontinuity of the 
elastic displacement, and that is all. 

If we must have a fluid to assist (keep it well in the back-ground), 
then this fluid must be everywhere, and be incompressible, and accumu- 
late nowhere. I am no believer in this fluid. Its only utility is to 
hang facts together. But when one has obtained an accurate idea of 
the facts it has to hang together, it has served its purpose. A fluid has 
mass, and when in motion, momentum and kinetic energy. But the 
facts of electromagnetism decidedly negative the idea that the electric 
current per se has momentum or energy, or anything of that kind; these 
really belong to the magnetic field. It is therefore well to dispense with 
the fluid behind the scenes. 

But when one thinks of the old ftuids (of surprising vitality), and of 
their absurd and wholly incomprehensible behaviour, their miraculous 
powers of attracting and repelling one another, of combining together 
and of separating, and all the rest of that nonsense, one is struck with 
the extremely rational behaviour of the Maxwell fluid. When, further, 
one thinks of the greatly superior simplicity of the manner in which it 
hangs the facts together (it is remarkably good in advanced electro- 
statics, impressed forces in dielectric, etc.), one wonders why it does not 
take the place of the commonly used two-fluid hypothesis, merely as a 
working 1 and nothing more. 
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Returning to the wire. It is important to remember that there are 

two conductors, not one only, with a dielectric between. When we put 
an impressed force in the wire we send current across the dielectric as 
well as round the conducting circuit. The dielectric current ceases as soon 
as the back force of the elastic displacement supplies that difference 
of potential which is appropriate to the distribution of impressed force 
(which difference of potential depends entirely on the conductivity con- 
ditions). The equation of continuity means that when the current enter 
Ing a unit length of wire on one side is greater than that leaving it on 
. the other, the excess goes across the dielectric to the outer conductor, in 
which there is a precisely equal variation in the current. The time-in- 
tegral of this dielectric current 4 is 9, which is the total displacement 
outward per unit length of wire. The quantity V is the back E. M. r. of 
the displacement. On removing the impressed force, there is left the 
electric energy of the displacement, which is 37 per unit length of 
wire ; the back forces act, discharge the dielectric, and this energy is 
used up as heat in the conductors. 
We can now make some easy extensions of the system (71b). R 
must be the sum of the resistances of the wire and return, per unit 
length, thus removing the restriction that the return has no resistance. 
S, of course, remains the same. But V cannot be the potential of the 
wire, because V cannot=0 all along the return. We may, however, 
call V the difference of potential (although that is not exactly true, on 
account of inertia, unless we agree to include a part of the EM. F. of in- 
ertia in V). It is, however, definitely the E.-M. F. of the condenser, given 
by g=SV. We need not restrict ourselves, in these first approxima- 
tions, to round wires, or to symmetrically-arranged returns. The 
return may be a parallel wire. Of course the proper change must then 
be made in the value of S. 


SECTION XXXIII. THE EQUATIONS OF PROPAGATION. 
INTRODUCTION OF SELF-INDUCTION. 


The next step to a correct formulation of the laws of propagation 
along wires is, obviously, to take account of the electric force of inertia 
in the expression of Ohm’s law. This appears to have been first 
attempted by Kirchhoff in 1857. According to J. J. Thomson 
(„Electrical Theories,” The Electrician, June 25, 1886, p. 138) this 
was his system. Let 

e = X slrns, 
where e is the charge per unit length, and s is length measured along 
the wire. The equation of X is 
c d& re dX dx 
2 ds? 1617 dt dg 
where r is the resistance of the wire in electrostatic units, } its length, 
log (/a), where d is its radius, and c is a quantity occurring in 
Weber's hypothesis, the velocity with which two particles of electricity 
H.. .— vol. Il. 7 
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must move in order that the electrostatic repulsion and the electro- 
etic attraction may balance. 

ae it stands, I can make neither head nor tail of it. But, by 
extensive alterations, it may be converted to something intelligible. 
Turn X into ¢, in the second equation; or, what will come to the 
same thing, take V as the variable, since ¢ and V are proportional. 
Then ignore the first equation altogether. Turn s into our variable z. 
Then ey r dv 42 d 

d Bly di ci df’ 
Clearly this should reduce to (7 15) by ignoring the last term. There- 
fore 7/817 = RS. 

Here r / is the resistance per unit length. Therefore (85) 1 should 
be the capacity per unit length, or {8log (l/a)}-}. This is clearly 
wrong. The / should be a, the resistance of the return, a far smaller 
quantity than I; and the 8 should be 2, if the dielectric is air. This 
last correction may, however, be merely required by a change of 
units. Making it, we get this result 

dy dV 2V 

ges 4% + LS ae 
in our previous notation, with the addition that Io is the inductance 
per unit length of the dielectric only. That is, 

Ly = 2p log (a/), 

with unit inductivity ; a, distance of return, a, radius of wire. This 
estimate of the inductance is, of course, too low. The change of units 
makes it doubtful whether Lo or some multiple of it was meant, but 
it is clearly a wrong estimate. Notice that ZS is the reciprocal of the 
square of a velocity, which is numerically equal to the ratio of the 
electromagnetic and electrostatic units, and is the velocity of light, or 
close to it. 

It is clear that there is room for considerable improvement here in 
several ways, such as the establishment of the equations independently 
of such a very special hypothesis as Weber's; also in the estimation 
of L; and, in interpretation, to modernise it in accordance with 
Maxwell’s ideas. Having observed that Maxwell, in his treatise, 
described the system (7150) of the last section, with no allowance for 
self-induction, and knowing this system to be quite inapplicable to 
short lines, I (in ignorance of Kirchhoff’s investigation) made the 
necessary change of bringing in the electric force of inertia (Phil. Mag., 


August, 1876), [vol. I., p. 53], converting the system (71b) to the 
following :— 


aC 
RCT LV, 98, By 
_4C dg dV dz? 
dz dt dt’ 
The equations on the left side show the elementary relations, and that 
on the right the resultant equation of V. 


dV. dV 
= RST + LSS. . (720) 
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The difference from (71b) is only in the first equation of electric 
force, and in the characteristic equation of V. To the electric force 


due to V is added the electric force of inertia LC, where L is the 
inductance of the circuit per unit length, according to Maxwell’s 
system of coefficients of electromagnetic induction. That is, L consists 
of three parts, say Lo for the dielectric, L, for the wire, and L, for the 
return. Their expressions will vary according to the size and shape of 
the conductors and their distance apart. In case of symmetry about 
an axis, their determination is very easy by the square-of-force method. 
The magnetic energy per unit length is LC. It is also 2 H/ x, if 
H is the magnetic force, and the summation extends over the region of 
space belonging to the unit length. As H is a simple function of C 
and of the distance from the axis, the integration is very easily 
effected. 

L is calculated on the hypothesis that the current-density has always 
the steady distribution, just as R is the steady resistance. As it is, 
strictly speaking, impossible to have the Faraday-law of induction true 
in all parts of the conductors without some departure from the steady 
distributions, it is satisfactory to know that more exhaustive investi- 
gation shows that L, not Lo, should be used in a first approximation. 

In connection with this matter I may mention that, rather singularly, 
just as I was investigating it, my brother, Mr. A. W. Heaviside, called 
my attention to certain effects observed on telegraph lines, which could 
be explained by the combined action of the N and electro- 
magnetic induction, causing electrical oscillations which made the 
pointers of the old alphabetical indicators jump several steps instead of 
one. When freed from practical complications, and worked down to 
the simplest form, the matter reduced to this, that the discharge of a 
condenser through a coil is of an oscillatory character, under certain 
circumstances, and I described the theory in the paper I have mentioned. 
It had been given by Sir W. Thomson in 1853, but it is a singular 
circumstance that this very remarkable and instructive phenomenon 
should not be so much as mentioned in the whole of Maxwell’s treatise 
(first edition), though it is scarcely possible that he was unacquainted 
with it; if for no other reason, because it is so simple a deduction from 
his equations. I lay stress on the word simple, because it is not to be 
supposed that Maxwell was fully acquainted with the whole of the 
consequences of his important scheme. 

Mr. Webb, the sathor of a suggestive little book on Electrical 
Accumulation and Conduction,” had very early practical experience of 
electrical oscillations in submarine cables, when they were coiled up on 
board ship, ceasing, more or less, as they were submerged. 

It is far more difficult to obtain a satisfying mental representation 


of the electric force of inertia — LC than of that due to the potential, 
or — dV /da, as described in the last section. The water. pipe analogy 
is, however, simple enough. Let L be the mass of the fluid per unit 
length, C its velocity, then 4LC? is its kinetic energy, LC its momentum, 


LC the force that must be applied to increase it, LC the force of 
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reaction. A mental representation of many of the phenomena con- 
nected with electrical oscillations is also very simply got by the use of 
the fluid analogy. It is, however, certainly wrong, as we find by 
carrying it out more fully into detail. Remark, however, that, as 
4LC? is the magnetic energy per unit length, LC is the generalised 
momentum corresponding to C as a generalised velocity, LC the 
generalised externally applied force, án electric force, of course, and 


1 the force of reaction—that is, the electric force of inertia. This 
is by the simple principles of dynamics, disconnected from any 
hypothesis as to the mechanism concerned. 

The magnetic energy must be definitely localised in space, to the 
amount 211 per unit volume, and be regarded as the kinetic 
energy of some kind of motion in the magnetic field. When steady, 
there is no force of inertia. But when H changes, and with it C, 
since these are rigidly connected (in our first approximation) there 
is necessarily a force of inertia, which, reckoned as an electric force 
appropriate to C as a generalised velocity, is - LC per unit length. 

In the discharge of a condenser through a coil, if we start with a 
charge, but no current, there is in the first place only the potential 
energy of the displacement in the condenser. The discharge cannot 
take place without setting up a magnetic field, proportional in intensity 
to the current at any moment, so that the original electrical energy 
is employed in heating the wire, and also in setting up the magnetic 
energy. When the condenser is wholly discharged, the inertia of the 
magnetic field keeps the current going, and it will continue until the 
whole energy of the magnetic field is restored to the condenser (less 
the part wasted in the wire) in the form of the energy of the negative 
displacement there produced. Except that the charge is smaller, and 
of the opposite sign, everything is now as when we started, so that we 
may begin again and have a reverse current, continuing until the 
condenser is again. charged in the same sense as at first, with no 
magnetic field. This is the course of a complete oscillation. But if 
the resistance be of or above a certain amount, depending on the 
capacity of the condenser and the inductance of the coil, the oscillations 
cease, and the discharge is completed in a single current which does not 
reverse itself. 

Similar effects take place, in general, in any circuit, when a change is 
made which involves a redistribution of electric displacement, or its 
total discharge, but the full theory is usually very difficult to follow in 
detail. The so-called “ false discharge” of a submarine cable is, how- 
ever, easily comprehensible by the last paragraph. 

If, in the characteristic equation of V in (726), we take L= O, 
reducing it to that of (710), we have simple diffusion of the static 
charge. If, for instance, the ends of the lines be insulated, any initial 
state of charge will settle down to be a uniform distribution, in a 
non-oscillatory manner, the smaller inequalities (smaller as regards 
length of line over which they extend) being wiped out rapidly, the 
larger more slowly ; the law being that sailar distributions subside 
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similarly, but in times which are proportional to the squares of the 
lengths concerned. | 

If, on the other hand, we take E= O in the characteristic equation 
of V in (720), we have an entirely different order of events. As there 
is no waste in the wire, it is clear that the total energy of any initial 
state, electric and magnetic, remains undiminished. e can definitely 
divide the initial state into two distinct states travelling in the manner 
of waves in opposite directions, and being continuously reflected at the 
ends. Or, more simply, set up a charge at a single point of the line. 
It will divide into two, which will go on travelling backwards and 
forwards for ever. But into details of this kind we must not be 
tempted to enter at present, the immediate object being to lay the 
foundations for a more general theory. 

When both terms on the right side of the characteristic equation 
are counted, propagation takes place by a mixture of diffusion and 
wave-transfer. A wave sent from one end of the line which would, 
were there no resistance, travel unchanged in form, and be reflected 
over and over again at the ends, in reality spreads out or diffuses 
itself, as well as, to a certain extent, being carried forward as a wave. 
The length of the line is an important factor. Wave characteristics get 
rapidly wiped out in the transmission of signals on a very long submarine 
cable, so that the manner of variation of the current at the distant end 
approximates to what it would be in the case of mere diffusion. 

On the other hand, coming to a very short line, there are, every 
time a signal is made, immensely rapid dielectric oscillations, before 
the steady state is reached, due to to-and-fro reflection. As a general 
rule, this oscillatory phenomenon is unobservable, but it is none the 
less existent. It is customary to ignore it altogether in formulation, 
regarding the matter as one in which magnetic induction alone is 
concerned. Of course the magnetic energy is then far more important 
than the electric, and the current in the wire rises nearly in accordance 
with the magnetic theory. 

The immense rapidity of the dielectric vibrations is one reason why 
they are unobservable, except indirectly, and under peculiar circum- 
stances. Sometimes, however, they become prominent, especially when 
a circuit is suddenly interrupted, when we shall have large differences 
of potential. Mr. Edison discovered a new force. The enthusiasm 
displayed by his followers in investigating its properties was most 
edifying, and thoroughly characteristic of a vigorous and youthful 
nation. But it was only the dielectric oscillations, it is to be pre- 
sumed ; unless indeed it be really true, as has been reported, that the 
renowned inventor has kept the new force concealed on his person 
ever since. 

How is it, it may be asked, that in the rise of the current in a short 
wire, according to the simple magnetic theory, the potential at any 
point in the wire is regarded as a constant, viz., its final value when the 
current has reached the steady state? Thus, 7 have 

e dV dC á 
j g net 4 and dz 0, 
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if e is the total impressed force in the circuit, and J the length, the 
potential variation dV /dz must be constant. Supposing then e to exist 
only at 2 = O, the current will rise thus :— 


C= 10 = e=), 


and the value of —dV/dz must be ejl, from the very moment e is 
started, and so long as it is kept on. 

When we seek the interpretation, in the more general theory, we 
find that although the current oscillations become so insignificant on 
shortening the line that the well-known last formula becomes valid, 
practically, yet the potential oscillations remain in full force during the 
variable period. A wave of potential travels to and fro at the velocity 
(LS)-3, maik the potential at any one spot rapidly vibrate between 
a higher and a lower limit, though not according to the S. H. law, but 
in such a manner that its mean value is the final value, whilst the 
limits between which the vibration occurs continuously approach one 
another; the vibration, on the whole, subsiding according to the 
exponential law, with 2L/R as time-constant. The quantity e/l, which 
in the above rudimentary theory is taken to be the actual potential 
variation, is really the mean vałue of the real rapidly vibrating potential 
variation, at every point of the circuit and during the whole variable 
period, at whose termination, on subsidence of the vibrations, it be- 
comes the real potential variation. [See vol. I., pp. 57 and 132 for 
details. 

To I, rid of this vibration, we have merely to distribute the im- 
pressed force so as to do away with the potential variation. 

Having now got the elementary relations established, we can proceed 
to the simplest manner of extending them to include the phenomena 
eae the propagation of current into the conductors from the 

ielectric. 


SECTION XXXIV. EXTENSION OF THE PRECEDING TO INCLUDE THE 
PROPAGATION OF CURRENT INTO A WIRE FROM ITS BOUNDARY. 


The first step to getting out of the wire into the dielectric occurs in 
Sir W. Thomson’s theory, Section xxx. We certainly get as far as 
the boundary of the wire. To some extent we make progress in 
adopting (same Section) Maxwell's idea of the continuity of the con- 
duction and the dielectric current, when the conduction current is 
discontinuous itself. Further progress is made (Section XXXIII.) in 
introducing the electric force of inertia and the magnetic energy, 80 
far as dependent on the first differential coefficient of the current with 
respect to the time, assuming the magnetic field to be fixed by the 
single quantity C, the wire-current, just as the electric field is fixed by 
the single quantity V, the potential-difference of the two wires at a 
given distance. 

But the magnetic machinery does not move in rigid connection with 
the wire-current, as is implied in the specifications of the magnetic 
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energy by 4ZC?, like that of the electric energy by 3872, L and 8 
being the inductance and the electric capacity, per unit length of line. 
In going further, I believe the following to be the most elementary 
method possible, as well as being pretty comprehensive. To fix ideas, 
and simplify the nature of the magnetic field, let the line consist of 
two concentric tubes, separated by a dielectric nonconducting tube. 
The dielectric is to occupy our attention mainly, in the first place. Let 
aj and be its inner and outer radii, a, the inner radius of the inner 
tabe, and a, the outer radius of the outer. Find the connection 
between the longitudinal electric force at the inner and outer boun- 
daries of the dielectric tube, and the EM. F. of the condenser, and the 
E. M. F. of inertia, so far as it depends upon the magnetic field in the 
dielectric. 

Let ABCD in the figure be a rectangle in a plane through the 
common axis of the tubes, AB being on the inner and CD on the outer 
boundary of the dielectric, both of unit 
length. Let the current be from A to B D r=a C 
in the inner tube, in which direction æ is 
measured, and therefore from C to D in the 
outer tube. These currents are not precisely 
equal under all circumstances, but are 80 
nearly equal that we can ignore the longi- 
tudinal current in the dielectric in com- r=, 
parison with them; then the current C in 
the inner necessitates the same current C in the outer tube. The lines 
of magnetic force are directed upward through the paper, and the 
1 of force is 2C/r at distance r from the common axis of the 
tubes. 

The total induction through the rectangle is therefore 


20 415 
m|. ar 275 log 600 100 


if u, be the inductivity of the dielectric, and Lo the inductance of the 
dielectric per unit length of line. . 

Now, the rate of decrease of the induction with the time, or — L,C, 
is the EML v. of inertia in the circuit ABCD in the order of the letters. 
But if E and F are the longitudinal electric forces in AB and DC, and 
V and W the radial forces in BC and AD, another expression for the 
k. M. F. in the circuit is E- F+ V-W. But as AB and CD are of unit 
length, W=dV/dz. Hence 


E-F+dV]dr=-LČ, or ddr - LC E -F. (730) 


Next, let I’, and T, be the longitudinal current-densities at the 
boundaries of the conductors, oi and p, their resistivities, and ei, ez the 
impressed forces, if any, in them. Then, by Ohm's law, 


e T E piT i e+ F zz 
and therefore EI ³ ͤ (745) 
if e ei- e. Thus e is the impressed force in the circuit per unit 
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length, irrespective of how it is divided between the inner and the 
outer conductor. Also, ¢ is supposed to be longitudinal. 
Now use (74b) in (73b), making it become 
e- dVſd LC + ply — PTT . . . (755) 
We now require to connect TI and Ta, the current-densities at the 
boundaries of the conductors, with the total currents in them. Repre- 
senting these connections thus, 
pT, = A C, pT = NAW... (760) 
we require to find the forms of RY and Kf, one for the inner, the other 
for the outer conductor. If this be imagined to be done, and we put 
R" = L,(d/dt)+ Ri + R, 
the equation (755) becomes 


e—dV |dz= R"C = L+ RIC+ C. . . . (776) 
wherein R” is known. The complete scheme will therefore be, 
e-dV dz = HC, q=SV, -dC/dz=dg/dt=SV, (780) 


which should be compared with (71b) and (725). As for the equations 
of V and of C, they may be obtained by elimination, but it is unneces- 
sary to write them at present. 

We have supposed Ai’ and R? to be known. The question is, then, 
how to find them. We know that in steady flow they must be RI and 
R, the steady resistances of the conductors. We know, further, that 
they are Ki + L,(d/dt) and R,+L,(d/dt), when only the first derivative 
C of the current is allowed for. Now, we know that, under all ordi- 
nary circumstances, the length of a wire must be a very large multiple 
of its diameter before the influence of the electric charge becomes 
sensible. When it does become sensible, the current is of a different 
strength in different parts of the line during the setting up of a steady 
current. But in a section of the line which, though long compared 
with the diameter of the wire, is short compared with its length, the 
current changes insensibly, even when the change is very great between 
the current-strength in that section and in another, which, by contrast, 
may be called distant from the first. 

It is, clear, therefore, that we shall come exceedingly near the truth 
if, in the investigation of the function Rf we altogether disregard the 
change in strength of the current in passing along the line. This 
amounts to ignoring the small radial component of the current in the 
conductors, and making the current quite longitudinal.- This is only 
done for purposes of simplification, and does not involve any physical 
assumption in contradiction of the continuity of the current; for we 
join on the dielectric current to that in the conductors, by means of the 
equation of continuity, the third of (780). 

The determination of r and Ay is thus made a magnetic problem, 
of which I have already given the solution. See equation (506), 
Section XXX., where the first big fraction represents RY for the inner 
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conductor, and the second RZ for the outer. The separation of these 
into even and odd differential coefficients, thus, 
PY a RI + II p, 

is of principal utility in the periodic applications. It may, perhaps, be 
as well pointed out that the first equation (785) should, in strict- 
ness, be cleared of fractions to obtain the rational differential equation. 
But the advantages of the form (78b) are too great to be lightly 
sacrificed to formal accuracy. 

We have now the means of fully investigating the transmission of 
disturbances along the line, including the retardation to inward trans- 
mission from the dielectric into the conductors as well as the effects of 
the electrostatic charge. The system is a practical working one; for, 
the electrical variables being V and C, we are enabled to submit the line 
to any terminal conditions arising from the attachment of apparatus, 
the effect of which is fully determinable, because the differential equa- 
tion of the apparatus itself is one between V and C. Both the ratio of 
V to C and their product are important quantities. The first is, in 
steady-flow, a mere resistance. In variable states it becomes a complex 
operator of great importance in the theoretical treatment. The second, 

C, is the energy-current, concerning which more in the next Section. 

In the meantime I will briefly indicate the nature of the changes 
made when we go further towards a complete representation of Maxwel 8 
electric and magnetic connections. First, as regards the small radial 
component of current in the conductors. The quantity s that appears 
in the expression for RY is given by 


— $} = 4r pkp, 


ui being the inductivity and k, the conductivity of the inner conductor, 
whilst p is, when we are dealing with a normal system of subsidence, a 
constant; thus, “ is the time factor showing how it subsides, p being 
always negative in an electromagnetic problem, and also always negative 
in an electrostatic problem, whilst in a combined electrostatic and 
magnetic case it is either negative and real, or negative with an 
imaginary when its term must be paired with a companion to 
make a oscillatorily subsiding system. Now the simplest form of 
terminal condition possible is = O at both ends of the line, i.e, short- 
circuits. Then 
V= A sin (/), 

where j is any integer, represents a V system, satisfying the condition 
of vanishing at both ends. Let the factor of z, which is jr/l, be denoted 
by m. Only the first few j’s are of much importance, I, 2, 3, etc. Now, 
if we change the connection between s, and p above-given to 


s= — 4rpk,p +m}, 


we shall be able to take the radial component of current in the 
conductors into account; but the change made is usually very insigni- 
ficant. There are four other cases in which we can work similarly 
viz., when the line is insulated at both ends, or C=0; when it is 
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insulated at either end and short-circuited at the other—two cases; and 
when the line is closed upon itself, each conductor making a closed 
circuit without interposed resistances, etc. In all except the last case, 
when the line has no ends, the quantity VC vanishes at both ends of 
the line, either V or C being zero at these places, so that no energy can 
enter or leave the line (dielectric and two conductors). Nor can this 
happen in the last case. But if we join on terminal apparatus, thus 
making VC finite at one or both ends, the system breaks down, and we 
require to fall back upon the preceding. 

ut if we keep to the five cases mentioned, we may make a further 
refinement, by taking the longitudinal current in the dielectric into 
account, which we have previously considered negligible in comparison 
with the current C. We cannot do this in terms of V, which is 
inadequate to express the electric energy. But we may do it in terms 
of the electric and magnetic forces, and then obtain a full representation 
of Maxwell’s connections, instead of an approximate. But even in this 
it is assumed that there is no magnetic disturbance outside the outer 
conducting tube or inside the inner, which there must really be, for we 
must have continuity of the tangential electric force, which necessitates 
electric force, and therefore also electric displacement and current and 
magnetic force, outside the outer tube and inside the inner, having 
some minute disturbing effect on the current in the conductors. 

We may, however, leave these refinements to take care of themselves, 
and return to the V and C system of representation. The advantage 
of dealing with concentric tubes is due to the circularity of the lines of 
magnetic force, which produces considerable mathematical simplifica- 
tions, as well as physical. Suppose, however, the tubes are not con- 
centric, although the dielectric is still shut in by them. Here, clearly, 
to a first approximation, we have merely to give changed values to the 
constants S and L, whilst N is unchanged. But to go further, the 
determination of Ry and I will present great difficulties. This, how- 
ever, is clear: that the full I/ will have for its minimum value, 
approached with very rapid oscillations, Lo, such that SZ, v2, where 
v is the speed of propagation of undissipated disturbances through the 
dielectric. This follows by regarding the conductors as infinitely con- 
ducting, so that there is no waste in them, when the equation of V 
becomes 

CV Ær” 
4 let gr or = SLi 
showing wave propagation with velocity v. 

But if the two conductors be parallel solid wires or tubes (not 
concentric), and be placed at a sufficient distance from one another, the 
lines of magnetic force in and close round the conductors will be very 
nearly circles, so that we may regard A and Ry as known by the pre- 
ceding ; and we can therefore go beyond the approximate method of 
representation founded upon R, S, and L only. Even if we bring the 
conductors so close that there is considerable disturbance from the 
assumed state, we should still, in reckoning RY and RY in the same way 
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go a long distance in the direction required, especially in the case of 
iron wires, in which, by reason of the high inductivity, the magnetic 
retardation is so great. 

The effect of leakage has not been allowed far in the preceding. 
The, making of the necessary changes is, however, quite an elementary 
matter in comparison with those connected with magnetic retardation. 
We require to change the form of the equation of continuity. If 
there be a leakage-fault on an otherwise perfectly insulated line, we 
have the line divided into two sections, in each of which the former 
equations hold good ; whilst at the place of the leak there is continuity 
of V and discontinuity of C, the current arriving at the leak on the one 
side exceeding that leaving it on the other by the current in the leak 
itself, which is the quotient of V by the resistance of the leak, if it be 
representable as a resistance merely. But when the leakage is widely 
distributed it must be allowed for in the line-equations. Even in the 
case of leakage over the surface of the insulators of a suspended wire, 
the proper and rational course is to substitute continuously distributed 
leakage for the large number of separate leaks ; which amounts to the 
same thing as substituting a continuous curve for a large number of 
short straight lines joined together so as to closely resemble the curve. 
The equation of continuity becomes 

dCſd KSV (80b) 


where the fresh quantity K is the conductance, or reciprocal of the 
insulation resistance, per unit length of line. That is, the true current 
leaving the line is the sum of the former SV, the condenser-current, 
and of KV, the leakage-current, both of which co-operate to make the 
current in the line vary along its length, although in the steady state it 
is the leakage alone that thus operates. But as regards retardation, 
their effects are opposed. The setting up of the permanent state is 
greatly facilitated by leakage, as is most easily seen by considering the 
converse, viz., the subsidence of the previously set-up steady state to 
zero when the impressed force is removed. If, then, we wish to 
increase the clearness of definition of current-changes at the distant end 
of a line on which electrostatic retardation is important, we can do it 
by lowering the insulation-resistance as far as is practicable. 


Section XXXV. THE TRANSFER OF ENERGY AND ITS APPLICATION 
To WIRES. ENERGY-CURRENT. : 


When the gage sits down to write an elementary work he naturally 
devotes Chapter I. to his views concerning the very foundation of 
things, as they present themselves to his matured intellect. It may he 
questioned whether this is to the advantage of the learner, who may be 
well advised to skip the Latin,” as the old dame used to say to her 
pnpils when they came to a polysyllable, and begin at Chapter II. If 
this be done, Prof. Tait's Properties of Matter” is such an excellent 
scientific work as might be expected from its author. But Chapter 1. 
is metaphysics. There are only two Things going, Matter and Energy. 
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Nothing else is a thing at all; all the rest are Moonshine, considered as 
n 

However this be, the transfer of energy is a fact well known to all, 
even when we put the statement in such a form that the energy seems 
to lose its thinginess, by calling it the transfer of the power of doing 
work. Thus, after transfer of energy from the sun ages ago, followed 
by long storage underground and convection to the stove or furnace, 
we set free the imprisoned energy, to be generally diffused by the most 
varied paths. The transfer from place to place can be, in great 
measure, traced so far as quantity and time are concerned ; but it does 
not seem possible to definitely follow the motion of an atom of energy, 
80 to 5 or to give a fixed individuality to any definite quantity of 


energy. 

Whenever the dynamical connections are known, the transfer of 
energy can be found, subject to a certain reservation. In the element- 
ary case of a force, F, acting on a particle of mass m and velocity v, F 
is measured by the rate of acceleration of momentum, or T= mb; and, 
to obtain the equation of activity, we merely multiply this equation by 


the velocity, getting Fu=mvi=7, the rate of increase of the kinetic 
energy T, or Imo, which is the amount of work the particle can do 
against resistance in coming to rest. Where the energy came from is 
here left unspecified. In a case of impact, we may clearly understand 
that the transfer of kinetic energy is from one of the colliding bodies 
to the other through the forces of elasticity brought into play, thus 
making potential energy an intermediary, though what the potential 
energy may be, and whether it is not itself kinetic, or partly kinetic, 
we are not able to decide. 

It is much more difficult in the case of gravity. As the stone falls 
to the ground, it acquires kinetic energy truly ; and if energy moves 
continuously, as its indestructibility seems to imply, it must receive its 
energy from the surrounding medium; or the energy of gravitation 
must be in space generally, wholly or in part, and be transferred 
through space by definite paths through stresses in the medium, by 
which means Maxwell endeavoured to account for gravitation. In 
general, we have only to frame the equations of motion of a continuous 
system of forces, and it stands to reason that the transfer of energy 
is to be got by forming the equation of activity, not of the system 
as a whole, but of a unit volume. 

Now, in the admirable electromagnetic scheme framed hy Maxwell, 
continuous action through space is involved, and the kinetic and 
potential energies (or magnetic and electric) are definitely located, as 
well as the seat and amount of dissipation of energy. We therefore 
need only form the equation of activity to find the transfer-of-energy 
vector. Qf course impressed forces are subject to the energy definition. 
No other is possible in a dynamical system. 


But if we take Maxwell’s equations and endeavour to immediately 


form the equation of activity (like Fu=7 from F mi), it will be found 
to be impossible. They will not work in the manner proposed. But 
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we may consider the energy, electric and magnetic, entering and 
leaving a given space, and that dissipated within it, and by laborious 
transformations evolve the expression for the vector transfer. This 
was first done by Prof. Poynting for a homogeneous isotropic medium 
Fe Trans., 1884). In my independent investigation of this matter, 

also followed this method in the first place (The Electrician, June 21, 
1884) [p. 377, vol. I.] in the case of conductors. But the roundabout 
nature of the process to obtain what ought to follow immediately from 
the equations of motion, led me to remodel Maxwell’s equations in 
some important. particulars, as in the commencing Sections of this 
Article (Jan., 1885) with the result of producing important simplifica- 
tions, and bringing to immediate view useful analogies which are in 
Maxwell's equations hidden from sight by the intervention of his 
vector-potential. This done, the equation of activity is at once deriv- 
able from the two cross-connections of electric force and magnetic 
current, magnetic force and electric current, in a manner analogous to 


Fo=T, without roundabout work, and applicable without change to 
heterogeneous and heterotropic media, with distinct exhibition of what 
are to be regarded as impressed forces, electric and magnetic. 
(Electrician, Feb. 21, 1885) [p 449, vol. I.] 

Knowing the electric field and the magnetic field everywhere, the 
transfer of energy becomes known. The vector transfer at any place 
is perpendicular to both the electric and the magnetic forces there, not 
counting impressed forces. Its amount per unit area equals the 
product of the intensities of the two forces and the sine of their 
included angle. 

But I mentioned that there is a reservation to be made. It is like 
this. If a person is in a room at one moment, and the door is open, 
and we ind that he is gone the next moment, the irresistible con- 
clusion is that he has left the room by the door. But he might have 
got under the table. If you look there you can make sure. But if you 
are prevented from looking there, then there is clearly a doubt whether 
the person left the room by the door or got under the table hurriedly. 
There is a similar doubt in the electromagnetic case in question and in 
other cases. Thus, we can unhesitatingly conclude from the properties 
of the magnetic field of magnets that the mechanical force on a complete 
closed circuit supporting a current is the sum of the electromagnetic 
forces per unit volume (vector-product of current and induction), but 
it does not follow strictly that the so-called electromagnetic force is 
the force really acting per unit volume, for any system of forces 
might be superadded which cancel when summed up round a closed 
circuit. 

So, in the transfer-of-energy case, there may be any amount of 
circulation of energy in closed paths going on (as pointed out in another 
manner by Prof. J. J. Thomson), besides the obviously suggested 
transfer, provided this superposed closed circulation is without dissipa- 
tion of energy. Or, if W be the vector energy-current density, accord- 
ing to the above-mentioned rule, we may add to it another vector, say 
W, provided w have no convergence anywhere. The existence of w is 
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possible, but there does not appear to be any present means of finding 
whether it is real, and how it is to be expressed. 

Its consideration may seem quite useless, in fact. But it is forced 
upon us in quite another way, by the fact that, when w=0, we are 
sometimes led to the circuital flux of energy. Let, for instance, a 
magnet be placed in the field of an electrified body; or, more simply, 
let a magnet be itself electrified. There is no waste of energy; hence 
the flux of energy caused by the coexistence of the two fields, electric 
and magnetic, is entirely circuital. E.., in the case of a spherical 
uniformly magnetised body, uniformly superficially electrified, it takes 
place in circles in parallel planes perpendicular to the axis of magnetisa- 
tion, the circles being centred on this axis. This circuital flux is 
entirely through the air or other dielectric. What is the use of it? 
On the other hand, what harm does it do? And if the medium is 
really strained by coexistent electric and magnetic stresses, why should 
there not be this circuital flux? But, if we like, we may cancel it by 
introducing the auxiliary w. 

There is yet another kind of closed circulation, according to W alone, 
not existing by itself, but set going by impressed forces causing a 
useful transfer of energy, and ceasing when the useful transfer ceases. 
If, for instance, we close a conductive circuit containing a battery, we 
set up a useful transfer from the battery to all parts of the wire, 
through the dielectric usually. Suppose there is also impressed electric 
force in the dielectric, or electrification, or any stationary electric field. 
If the battery does not work there is no transfer of energy. But when 
it does, there is, besides the regular first-mentioned transfer from the 
battery to the wire, a closed circulation due to the coexistence of the 
stationary electric field and the magnetic field of the wire-current, the 
resultant transfer being got by superposing the regular flux and the 
closed circulation. Here again, by introducing w, we may reduce it to 
the regular undisturbed transfer. It is clear, then, in considering the 
nature of the transfer in a useful problem, that it is of advantage to 
entirely ignore the useless transfer, and confine our attention to the 
undisturbed. 

A general description of the transfer along a straight wire was given 
in Section II. 55 I., p. 434]. It takes place, in the vicinity of the 
wire, very nearly parallel to it, with a slight slope towards the wire, as 
there described. Prof. Poynting, on the other hand (Royal Society, 
Transactions, Febrnary 12, 1885), holds a different view, representing 
the transfer as nearly perpendicular to a wire, i. e., with a slight 
departure from the vertical. This difference of a quadrant can, I think, 
only arise from what seems to be a misconception on his part as to the 
nature of the electric field in the vicinity of a wire supporting electric 
current. 

The lines of electric force are nearly perpendicular to the wire. The 
departure from perpendicularity is usually so small that I have some- 
times spoken of them as being perpendicular to it, as they practically 
are, before I recognised the great physical importance of the slight 
departure. It causes the convergence of energy into the wire. To 
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estimate the amount of departure, we may compare the normal and 
tangential components of electric force. Let there be a steady current 
in a straight wire, and the fall of potential from beginning to end be 
V,-V,; the tangential component is then (J- Vi) , if I be the 
length of wire. On the other hand, the fall of potential'from the wire 
to its return —of no resistance, for simplicity at any distance from the 

inning of the line, is V, which is V, at one end and F} at the other. 
It is clear at once that the tangential is an exceedingly small fraction 
of the normal component of electric force, if the wire be long, and that 
it is only under quite exceptional circumstances anything but a small 
fraction. Prof. Poynting should therefore, I think, make his tubes of 
displacement stick nearly straight up as they travel along the wire, 
instead of having them nearly horizontal, unless 1 have greatly mis- 
understood him. 

But if we distribute the impressed force uniformly throughout the 
circuit, so that there shall be, in the steady state, no difference of 
potential and no transfer of energy, owing to the impressed force at any 

being just sufficient to support the current there then, on start- 
ing the impressed force, the transfer of energy will be perpendicular to 
the wire outward, ceasing when the steady state is reached; and, on 
the other hand, on stopping the impressed force the transfer will be 
perpendicular to the wire inward, the magnetic energy travelling back 
again (assisted by temporary longitudinal electric force, which has no 
existence in the y state) to be dissipated in the wire. But this 
case, though imaginable, is not practically realisable. 

In the vicinity of the wire the radial electric force varies inversely as 
the distance, and so does the intensity of magnetic force. The density 
of the energy-current therefore varies inversely as the square of the 
distance approximately. This does not continue indefinitely. Thus, if 
the return be a parallel wire the middle distance is the place of mini- 
mum density of the energy-current, in the plane of the two wires. As 
regards the total energy-current, this is VC, the product of the fall of 
potential from one wire to the other into the current in each. One 
factor, J, is the line-integral of the electric force across the dielectric. 
The other, C, is the line-integral (+47) of the magnetic force round 
either wire. 

In the figure, AB and CD are the two wires, enormously shortened in 
length compared with their distance apart, joined through terminal 


C 
Re R, 
B 


resistances Ro and Rl, in the former of which alone is the impressed 
force e. The fall of potential from A to C is V., from B to D is Vi, 
and at any intermediate distance is V. The total activity of the source 
is eC, of which (e- V,)C is wasted in R, What is left, or VC, is the 
energy-current at AG, entering the line. By regular waste into the 
wires, its strength falls to V,C at BD, where the line is left, and the 
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terminal arrangement entered, to be wasted in frictional heat-genera- 
tion Ri C therein, or otherwise disposed of. The curved lines and 
arrows perpendicular to.them show lines of electric force and the 
direction of the energy-flux at a certain place, the inclination of the lines 
of force to the perpendicular being greatly exaggerated, as well as that 
of the lines of flux of energy to the horizontal, in order to show the 
convergence of energy upon the wires, there to be wasted. Its further 
transfer oe to another science. 


The rate of decrease of VC as we travel along the line is the waste 
per unit length. Thus, 
d Vi 
- £(VC)= - 72 (b RO, . (815) 


R, and R, being the resistances of the wires per unit length. This is 
in steady-flow, with no leakage. But if there be leakage, we have the 


equation of continuity 
= (dC/dz) = KP, 


making 8 RN ＋ R) O, . . . . (825) 


where KV? is the waste-heat per second due to the leakage- resistance. 
But when the state is not steady, we have the equation of continuity 


E KSV, (805) bis. 
and the equation of electric force 
-2 =LC+E-F, e 735) bis. 


eo that — 2(VC)=KV2+ 1% LO) FOTO (0 


Here we account for the leakage-heat, for the increase of electric 
energy, and for the increase of magnetic energy in the dielectric by the 
first, second, and third terms on the right side. EC, the fourth term, 
represents the energy entering the first wire per second, E being the 
tangential electric force; and - FC, the last term, represents the 
energy entering the second wire per second, F being the tangential 
electric force at its boundary reckoned the same way as E. The 
energy-flux is now perpendicular to the current, i. e, after entering the 
wires, ceasing when the axes are reached. And, 


EC- Oi TI. V (84b) 
if Q,, Or are the dissipativities, 71 and T, the magnetic energies in the 


two wires, per unit length of line. 
If the impressed force is a S.H. function of the time, so is the 


current, etc., everywhere, and 
E= HCI, 7% onra (855) 
where RI, Ri, II, and Lj are constants depending upon the frequency, 
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reducing to the steady resistances and inductances when the frequency 
is infinitely low. In this S. H. case 


Q =4$RC3, 02 = $F 09 71 11 Co, T= 4L3C5, 


are the mean dissipativities and magnetic energies in the wires, C, 
being the amplitude of the current ; ‘the halving arising from the mean 
value of the square of a sinusoidal function being half the square of its 
amplitude. But in no other case is there anything of the nature of a 
definite resistance, although, if the magnetic retardation to inward 
5 is small, we may ignore it altogether, and drop the accents 
in (855). 


Secrion XXXVI. RESISTANCE AND SELF-INDUCTION OF A ROUND 
WIRE WITH CURRENT LONGITUDINAL DITTO, WITH INDUCTION 
LONGITUDINAL THEIR OBSERVATION AND MEASUREMENT. 


When the effective resistance to sinusoidal currents is not much 
ter than the steady resistance, we may employ the formulae (445) 
. 64], to estimate the effective resistance and inductance. On the 
other hand, when it is a considerable multiple of the steady resistance, 
we may empoy the simple formulae (45b). But in intermediate cases, 
neither pair of formulae is suitable, and it therefore happens that in 
some practically realisable cases we require the fully developed formulae 
which are equivalent to (44b), but are always convergent. 
Let R be the steady resistance per unit length of round wire of radius 
a, conductivity k, inductivity n; and R’ its effective resistance to sinu- 
soidal currents of frequency g =n/2r. Let also 


z = pn|R = rpkna? = 2 πτι“N,h,,Nꝛii (86b) 
Then the formula required for R’ is 
22 22 22 22 22 
r 16K I0(l (I- AISI 220 + (759 


R 22 22 22 ( 22 
— —— 1 2 —— ece 
10 3271001 74.3711 847180 Bi 


The law of formation of the terms is plainly shown, so that the series 
may be continued as far as is necessary to ensure accuracy. But so far 
as is written is quite sufficient up to z= 10. 

The corresponding formula for V, what the L of the wire becomes at 


the frequency g, is 
22 22 ( 22 ( 22 ( 
2. 8802710 iris (885 
L Same denominator as in (87b). 


Here L= An, simply. R’'/R increases continuously, and L//L decreases 
continuously, as the frequency increases. 
H.E. .— vol. Il. 0 
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The following are the values of N' / R for values of z from 4 to 10 :— 


z. RR. z. R/ R. 
3 1-02 N 2-01 
e 1-08 n 2˙14 
22 1-26 N 2-27 
3 1-48 (9 2°39 
e 1-68 10 in. 2-51 
N 1:85 


The curve, whose ordinate is R’/R-—1 and abscissa z, is convex to 
the axis of abscissae up to about z= 23, and then concave later. 

Let us take the case of an iron wire of one-eighth of an inch in radius 
(about No. 4 B. W. G.), of resistivity 10,000, and inductivity 100. These 
data give us 29/5 by (866) Take, then, 29/50. Each unit of z 
means 50 vibrations per second. Then 9 = 50 makes R /R = 1˙08 
q=500 makes 2 = 10 and R/ R= 2·öl, or the effective resistance 24 
times the steady. 

To obtain similar results in copper, with »=1, * I= 1600, making 
pk to be 1 part of its former value, we require the radius to be four 
times as great, or the wire to be 1 in. in diameter. But if it be of the 
same diameter, g = 500 will only make 218, and there will be only a 
slight increase in the effective resistance. 

n the present notation the very-high- frequency formulae are 


R/ Lin Rgh; . . (89b) 


and, by comparison with the table, we shall be able to see how large z 
must be before these are sensibly true. Using (89b), z=4 gives R'/R 

= 1°41, much less than the sal value; z=8 gives 2 instead of 2'274; 
z=10 gives 2:234 instead of 2:507. On the other hand, (895) makes 
L’ too big, but not so much as it makes R’ too small. Thus g=10 
makes L’/n/R = 2:234 instead of 2:21, which is what the correct formula 
(88b) gives. 

Probably z= 20 would make (890) fairly well represent the resistance, 
as it nearly does the inductance when z=10. In the case of the iron 
wire above mentioned, z=50, or g= 2500, will make the effective 
resistance five times the steady. 

If the wire be exposed to sinusoidal variations of longitudinal mag- 
netic force by insertion within a long solenoidal coil, the effect, when 
small, on the coil-current, is the same as if the resistance of the coil- 
circuit were increased by the amount lR’, given by 


Ri = Li x drphknta? = Lyn x 1222 (90b) 
| repno, vol. 1., p. 369, the last equation. Also p. 364, equation (36).] 
ere J is the length of the core and coil, having N turns of wire per 


unit length, and 
L, = (2ra N} p 


is the steady inductance, due to the core only, per unit of its length 
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If C, be the amplitude of the coil-current, the mean rate of generation 
of heat in the core is 3 Co, per unit of its length. 
When the effect is large, use the formula 
1785601271001 5 (It 
R 2.60 2.37100 3.47.14 


— 2 —ů j — — . —2— ... 
L l+ (1+ -yg (1+ 710 (1+... 


[vol. I., p. 364, equation (36), and the next one.] (I have slightly 
changed the notation to suit present convenience, and show the law of 
formation of the terms. The old y equals the new 1621.) 

I did not give any separately developed expression for the II corre- 
sponding to L,; being only a portion of the L of the circuit it was 
merged in the expression for the tangent of the phase-difference. [Vol. 
I., pp. 369 to 374, § 16, 17.] Exhibiting now II by itself, we have 
this formula: 

22 22 22 22 
g * (taol (180i —. 4925 
II Same denominator as in (916). 


Notice that the numerators in (91b) and (88b) are the same, and that 
those of (925) and (875) are the same. 

At the frequency 500, using the same iron wire above described, we 
have, taking z= 10 in (916) and (920), 


—— (91b) 


Ri = 188 Lin, C000 (935) 
Or, with a little development, 
Ri = 622 L = 243,000 Ny ꝗ (940) 


i. e., the extra resistance is 243 microhms multiplied by the length of 
the core, and by the square of the number of windings per unit length. 
At this particular frequency the amplitude of the magnetic force 
oscillations at the axis of the core is only one-fourteenth of the 
amplitude at the boundary. When it is the current that is longitudinal, 
it is the current-density at the axis that is only pr its boundary - value. 
Now, as cores may be so easily taken thicker, it is also desirable to 
have the high-frequency formule corresponding to (91b) and (925), 
which I now give. They are L 
l Tmn 1% 
R; = Lin „„ (95b) 
The value z=10 is scarcely large enough for their applicability. 
Thus (95b) give (same iron wire), 
P/ eara (96b) 


instead of (93b), making R’ too big, and Ii too small, although the 
latter is nearly correct. 

In one respect the reaction of metal in the magnetic field on a coil- 
eurrent is far simpler than the reaction on itself when it contains the 
impressed force in its own circuit. If we have a sinusoidal current in 


a coil, subject to e=RC+ LC, 
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e being the sinusoidal impressed force, C the current, R and L the stesdy 
resistance and inductance of the circuit; and we, by putting metal in 
its magnetic field, induce currents in it, and waste energy there, we 
know that the new state is also sinusoidal, subject to 


e NCL, 


where N and L’ have some other values. So far is elementary. This, 
however, is also elementary, that R’ must be greater than R. For the 
heat in the coil per second is $2C?, and the total heat per second is 
Co. As the latter includes the heat externally generated, R is 
necessarily greater than E. But this simple reasoning, without any 
appeal to abstrusities, breaks down when it is the wire itself in whic 
tho change from R to R’ takes place, and we then require to use 
reasoning based upon the changed distribution of current. 

To observe these changes qualitatively is easy enough. But to do so 
quantitatively and accurately is another matter. It cannot be done with 
intermittences. A convenient little machine giving a strictly sinusoidal 
impressed force of good working strength, adjustable from zero up to 
very high frequencies, is a thing to be desired. But we may employ 
very rapid intermittences with an approximation to the theoretical 
results. I have obtained the best results with a microphonic contact, 
without interruptions, but it was difficult to keep it going uniformly. 
Slow mtermittences give widely erroneous results, i. e., according to the 
sinusoidal theory, which does not apply, making the changes in resistance 
and induction much too large. ere, of course, the silence—the best 
minimum to be got—is a loud sound. 

I should observe, by the way, that a correct method of balancing is 
presumed. In Prof. Hughes’s researches, which led him to such re- 
markable conclusions, the method of balancing was not such as to ensure, 
save exceptionally, either a true resistance or a true induction balance. 
Hence, the complete mixing up of resistance and induction effects, due 
to false balances. And hidden away in the mixture was what I termed | 
the thick wire effect, causing a true change in resistance and inductance 
[vol. II., p. 30]. In fact, if I had not, in my experiments on cores and 
similar things, been 5 familiar with real changes in resistance and 
inductance, and had not already worked out the theory of the pheno- 
menon of approximation to surface conduction [first general description 
in vol. I., Art. 30, p. 440; vol. II., p. 30], on which these effects in a 
wire with the current longitudinal depend, it is quite likely that I should 
have put down all anomalous results to the false balances. 

Of course, we should separate inductance from resistance. Perhaps 
the simplest way is that I described [vol. II., p. 33, Art. XXXIV.) of 
using a ratio of equality, reducing the three conditions to two, ensuring 
independence of the mutual induction of sides 1 and 2, and also of 
sides 3 and 4 (allowing us to wind wires 1 and 2 together, and so 
remove the source of error due to temperature inequality which is so 
annoying in fine work), and requiring us merely to equalise the resist- 
ances and the inductances of sides 3 and 4, varying the inductance to 
the required amount by means of a coil of variable inductance, con- 
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sisting of two coils joined in sequence, one of which is movable with 
respect to the other, thus varying the inductance from a minimum to a 
maximum—an arrangement which I now call an Inductometer, since it 
is for the measurement of induction. The oddly-named Sonometer 
will do just as well, if of suitable size, and its coils be joined in 
sequence. The only essential peculiarity of the inductometer is the 
way it is joined and used. This method of equal ratio was adopted by 
Prof. Hughes in his later researches (Royal Society, May 27, 1886); he, 
however, varies his induction by a flexible coil, which I hardly like. 
Lord Rayleigh has also adopted this method of separating induction 
from resistance, and of varying the inductance. (Phil. Mag., Dec., 
1886.) I found that the calibration could be expeditiously effected 
with a condenser, dividing the seale into intervals representing equal 
amounts of inductance, Lord Rayleigh does, indeed, seem to approve 
somewhat of Prof. Hughes’s method, with its extraordinary complica- 
tions in theoretical interpretation (rory dubious at the best, owing to 
intermittences not being sinusoidal). But if it be wished to employ 
mutual induction between two branches to obtain a balance, there is 
the Mes or Me, method I described [vol. 11., Art. XXXIv.], which is, 
like the method of equal ratio, exact in its separation of resistance and 
inductance, with simple interpretation. I have since found that there 
are no other ways than these, except the duplications which arise from 
the exchange of the source of electricity and the current indicator. 
Using any of these methods, we completely eliminate the false balances ; 
now we shall have perfect silences, independent of the manner of 
variation of the currents, whenever the side 4 [in figure, p. 33, vol. 
IL], containing the experimental arrangement, is equivalent to a coil, 
with the two constants R and L, and can therefore equalise a coil in side 
3 (presuming that the equal-ratio method is employed). But if in the 
equation V=ZC of the experimental wire, Z is not reducible to the 
form of R + L(d/dt), it is not possible to make the currents vary in the 
same manner in the sides 3 and 4, and so secure a balance. That is, 
we cannot balance merely by resistance and self induction, the departure 
of the nearest approach to a balance from a true balance being little or 
great, as the manner of variation of the current in side 4 differs little 
of much from that of the current in its ought-to-be equivalent side 3. 
The difference is great when a coil with a big core is compared with a 
coil without a core; and, as in all similar cases, as before remarked, at a 
moderate rate of intermittence, we must not apply the sinusoidal theo 
to the interpretation. If we want to have true balances when there is 
departure from coil-equivalence, we must specialise the currents, making 
them sinusoidal. Then we can have silences, and correctly interpret 
results. We appear to have false balances. But they are quite dif- 
ferent from the before-mentioned false balances, as they indicate true 
changes in resistance and inductance, owing to the reduction of Z to 
the required form, in which, however, the two constants are functions 
of the frequency. 
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SECTION XXXVII. GENERAL THEORY OF THE CHRISTIE BALANCE. 
DIFFERENTIAL EQUATION OF A BRANCH. BALANCING BY MEANS 
OF REDUCED COPIES. 


It is not easy to find a good name for Mr. S. H. Christie's differential 
arrangement. There are objections to all the names bridge, balance, 
lozenge, parallelogram, quadrangle, quadrilateral, and pons asinorum, 
which have been used. It seems to be a nearly universal rule for 
words, used correctly in the first place, to ually change their 
meaning, and finally cause us to talk nonsense, according to their 
original signification. Thus the Bridge is the conductor which bridges 
across two others. But it has become usual to speak of the differential 
arrangement as a whole as the Bridge; and then we have the four 
sides of the bridge, which is absurd. rilateral is the latest fashion. 
It has four sides, truly. But there are six conductors concerned; 80 
we should not call the differential arrangement itself the quadrilateral. 
I propose to simply call it the Christie, without any addition, just as 
telegraphers speak of the Morse, or the Wheatstone, meaning the 
apparatus taken as a whole. Thus we can refer to the Christie, the 

uadrilateral, and the bridge, the latter two being parts of the former. 
his will suppress the farrago. 

In the usual form of the Christie we have four points, A, B,, B,, C, 
united by six conductors, numbered from | to 6 in the figure. The 
quadrilateral has the four sides, 1, 2, 3, 4. The bridge-wire is 5, 
joining B, to B,, and 6 is the battery-wire. The battery-current goes 
from A to C by the two distinct routes AB,C and AB, C. Some of it 
crosses the bridge, up or down; except under special circumstances, 
when the bridge-wire is free from current, which is the useful property. 


Let us generalise the Christie thus :—Let the sole characteristics of 
a branch be that the current entering it at one end equals that leaving 
it at the other, with the additional property that the electromagnetic 
conditions prevailing in it are stationary, so that the branch becomes 
quite definite, independent of the time. 

Thus, all six branches may be any complex combinations of con- 
ductors and condensers satisfying these conditions. The communica- 
tion between the two ends of a branch need not be conductive at all; 
for example, a condenser may be inserted. As an example of a complex 
combination, let branch 3 consist of a long telegraphic circuit, symbolised 
by the two parallel lines starting from 3 and ending at Y,, where they 
are connected through terminal apparatus. This branch then consists 
of a long series of small condensers, whose + poles are all connected 
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together by one wire, and the — poles by the other wire. There is 
also conductive connection (by leakage) between the two wires. There 
is also electromagnetic induction all along the line. But, as the 
current entering the line from B, to 3, and that leaving it, from 3 to 
C, are equal, the telegraphic line comes under our definition, provided 
it be stationary in its properties. Observe that this does not exclude 
the presence of other conductors, between which and the line in branch 
3 there is mutual induction, providing this does not disturb our 
fundamental property of a branch. e may, indeed, remove the 
original restriction, but then it will no longer be the Christie, for more 
than four points will be in question. Suppose, for example, there is 
mutual induction of the electrostatic kind between branches 1 and 2, 
which is most simply got by connecting the middles of 1 and 2, taken 
as resistances, through a condenser. Then there are siz points, or 
junctions, concerned, and a slight enlargement of the theory is required. 

Let us now inquire into the general condition of a balance, or of no 
current in the bridge-wire due to current in 6, which, therefore, enters 
the quadrilateral at A and leaves at C, and which may arise from 
impressed force in 6 itself, or be induced in it by external causes. 
First, as regards the self-induction balance in the extended sense. 
This does not mean that each side of the quadrilateral must be 
equivalent to a coil, but merely that the four sides are independent of 
one another in every respect, except in being connected at A, B,, B,, C. 
Thus we can have electrostatic and electromagnetic induction in all six 
branches, but independently of one another. Under these circumstances 
it is always possible to write the differential equation of a branch in the 
form V=ZC, where C is the current (at the ends), V the fall of 
potential from end to end, and Z a differential operator in which time 
is the independent variable. When the branch is a mere resistance R, 
then Z= R, simply. When it is a coil, independent of all other con- 


ductors, then 
Z=R+ Lp, 


where L is the inductance of the coil, and p stands for d/dt. When it is 
a condenser, then Z = (p), where Sis the capacity. If the condenser 
have also conductance K, or be shunted by a mere resistance, then 
Z=(K+Sp)7}. 

These are merely the simplest cases. In general, Z is a function of 
P, N. etc., and electrical constants. 

ow let the positive direction of current be from left to right in 
sides 1, 2, 3, 4, and suppose we know their differential equations 

V =Z,C,, V= A. Ci, etc. 

To have a balance, so far as the current from 6 is concerned, the 
potentials at B, and B must be always equal, except as regards 
inequalities arising from impressed forces in other branches than 6, 
with which we are not concerned. Therefore 


71 Vr. and 5% = V.,, 
or, 21 C1 C and 2Z,C,=Z,C,. 
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But, C1 C C=C. 

So, using these in (Ic), we get 
20, 2 7 e (2c) 
2,0, . Cz. 

Eliminate the currents by cross-multiplication, and we get 
Z1Z. Zi.. . (3c) 


which is the condition required. It has to be identically satisfied, so 
that, on expansion, the coefficient of every power of p must vanish. 

If we take Z= R + Lp (as when each side is a coil, or equivalent to 
one), we obtain the three conditions given in my paper On the Use 
of the Bridge as an Induction Balance, equations (1), (2), (3) [vol. II., 
Art. XXXIV., p. 33] 

As another example, take Z=(K-+Sp)-! (shunted condensers), and 
we obtain three similar conditions. But it is needless to multiply 
examples here. We have only to find the forms of the four Ze, expand 
equation (3c), and equate to zero separately the coefficient of every 
power of p. It does not follow that a balance is possible in a particular 
case, but our results will always tell us how to make it possible, as b 
giving zero values to some of the constants concerned, when one branc 
is too complex to be balanced by simpler arrangements in other 
branches. 

The theory of a balance of self and mutual electromagnetic induction 
I propose to give by a different and very simple method in the next 
Section. At present, in connection with the above generalised self- 
induction balance, let us inquire how to balance telegraph lines of 
different types, or when they can be simply balanced. It is clear, in 
the first place, that if we choose sides 1 and 3 quite arbitrarily, we 
have merely to make side 2 an exact copy of side 1, and 4 an exact 
copy of side 3, in order to ensure a perfect balance. Imagine the 
bridge-wire to be removed ; then we have points A and C joined by 
two identical arrangements. The disturbances produced in these by 
the current from 6 must be equal in similar parts; hence, if B, and B, 
be corresponding points, their potentials will be always equal, so that 
no current will pass in the bridge-wire when they are connected. But 
we can also get a true balance when the “line” AB,C is not a full- 
sized, but a reduced copy of the line AB,C. It is not the most general 
balance, of course, but is still a great extension upon the balance by 
means of full-sized copies. The general principle is this :— 

oe with sides 1 and 3 arbitrary, make 2 and 4 copies of them, 
first simply qualitatively, as it were; thus, a resistance for a resistance, 
a condenser for a condenser, and so on. This is like constructing an 
artificial man with all organs complete, but in no particular proportion. 
Then, make every resistance in sides 2 and 4 any multiple, say s times 
the corresponding resistance in sides 1 and 3. Make every condenser 
in sides 2 and 4 have, not s times, but s~! times the capacity of the 
corresponding condenser in sides 1 and 3. And, lastly, make every 
inductance in sides 2 and 4 be s times the corresponding inductance in 
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sides 1 and 3. This done, s being any numeric, AB,C is made a 
reduced (or nee) copy of AB,C, and there will be a true balance. 
That is, the potentials at corresponding points will be equal, so that 
the bridge-wire may connect any pair of them, without causing any 
disturbance. 

Now let a telegraph line be defined by its length J, and by four 
electrical constants # the resistance, S the electrostatic capacity, L the 
inductance, and K the leakage-conductance, all per unit length. It is 
not by any means the most general way of representation of a 0 oa 
line, but is sufficient for our purpose. Let C be the current, and V the 
potential-difference at distance z from its beginning. We require the 
form of Z in V=ZC at its beginning. This will depend somewhat 
upon the terminal conditions at the distant end, so, in the first place 
let T= O there. Take 


C= cos mz. A + sin mz. Bi (4c) 
V= - (R+ Iyhm sin mz. A- cos mz. B)) (Sc) 
-m (KT SYR TIL . (6c) 


p standing for d/dé as before. These are general, subject to no im- 
pressed forces in the line. A and B are arbitrary so far. But at the 
end z=], we have V=0 imposed, which gives, by (5c), 


nf, ese (7c) 
so that at the 2 = 0 end, we have, by (4c), (5c), and (7c), 
RTI B. Ms tan ml 
a or Z=(R+ Lp}. my 80) 


This is the Z required. From the form of m?, we see that if the total 
resistance Hl ana total inductance I in one line be, say, s times those 
in a second, whilst the total capacity Si and total leakage-conductance 
Kl in the second line are s times those in the first, then the values of 
ml are identical for the two lines. If these lines be in branches 3 and 
4, we therefore have 

2 (Ha + Lsp)ls _ 

l, (AN. T Lip) 
so that we may balance by making sides 1 and 2 resistances whose 
ratio j / Ra is s; or, if coils be used, by having, additionally, L,/L,=s; 
or, if condensers are used, (K,+S,p)/(K, +S,p)=s8; and so on. 

But if there be apparatus at the distant end of the line, it must also 
be allowed for. Let V= YC be the equation of the terminal apparatus ; 
that is, this equation connects (4c) and (5c) when z=]. Using it, 
instead of the former V =0, we shall arrive at 


zA) tanm +mY/(R+ Lp) 
C 


instead of (8c). Now, just as before, adjust the constants of lines 3 
and 4, so that ml, = mil., and, in addition, make Y,/Y,=s Then, 


B re (9c) 
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supposing each side of the quadrilateral to be a telegraph line, the full 
conditions of balance by this kind of reduced copies are 
Rl, = Lh = 82 Kalz F, 
Ba Lal, 4 Kh Vz , f 
%% F 
Fl. LI. Salz Kils Y, 

The difference from the former case is that we now have in sides 2 
and 4 reduced copies of the terminal apparatus of lines 1 and 3. It 
will be observed that the equalities in the first line of (11c) make side 
2 a reduced copy of side 1, and that those in the second line make side 
4 a reduced copy of 3, whilst the equalisation of the two lines of (le) 
makes the scale of reduction the same, so that A B,C is made a reduce 
copy of AB;C. 

If one of the four sides, say side 3, of the quadrilateral be a telegraph 
line, we must have at least one other telegraph line, or imitation 
line, namely, in side 4. But, of course, sides ] and 2 may be electrical 
arrangements of a quite different type. Further, notice that only two 
of the sides, either 1 and 2, or 3 and 4, can be single wires with return 
through earth, so that if the other two are also to be telegraph lines 
they must be looped, or double wires. In certain cases precisely the 
same form of Z as that above used will be valid, but this is quite 
immaterial as regards balancing by means of a reduced copy. 

The balance expressed by equation (3c) is exact—-that is, it is inde- 
pendent of the manner of variation of the current. The balance by 
means of reduced copies is also exact, but is only a special case of the 
former. But there is always, in addition, the periodic or S.H. balance, 
when the currents are undulatory. Then merely two conditions are 
required, to be got by putting p?= —n?, where n/2m is the frequency, 
in Z1Z. J I,, which will reduce it to the form a+ bp, in which a and b 
contain the frequency. Now, a=0 and b= O specify this peculiar kind 
of balance, which is, generally speaking, useless. Whilst, however, the 
balance of AB,C and AB,C by making the latter a reduced copy of the 
former is, when applied to the Christie, only a special case of (3c), it is, 
in another respect, far more general ; for it will be observed that any 
pair of corresponding pointe may be joined by the bridge-wire, although 
the result may be an arrangement which is not the Christie. 


SECTION XXXVIII. THEORY OF THE CHRISTIE AS A BALANCE OF 
SELF AND MUTUAL ELECTROMAGNETIC INDUCTION. FELICIS 
INDUCTION BALANCE. 


As promised in the last Section, I now give a simple, and, I 
believe, the very simplest, investigation of the conditions of balance 
when all six branches of the Christie have self and mutual induction. 
Referring to the same figure (in which we may ignore the extensions 
of branches 3 and 4 to Y, and Y,), we see that as there are six branches 
there are twenty-one inductances, viz., six self and fifteen mutual. 
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This looks formidable. But since there are only three independent 
currents possible there can really be only six independent inductances 
concerned, viz., three self and three mutual, each of which .is a com- 
bination of those of the branches separately. 

Thus, let Ci, Cs, and Cs be the currents that are taken as independent, 
and let them exist in the three circuits AB,B,A, CB,B,C, and AB,CA 
(via branch 6), with right-handed circulation when positive. Then the 
other three real currents C, C, and C, are given by 


C2 Ce Ci, C. = Ce- C, C=C- Cg; 
if the positive direction be from left to right in sides 1, 2, 3, and 4, 


from right to left in 6, and down in 5, which harmonises with the 
positive directions of the cyclical currents Ci, Cs, and Ce 


Next, let mi, me, mg, and mig: Mg, mti be the inductances, self and 
mutual, of the three circuits. Thus, mi- induction through ABI B,. A 
due to unit current in this circuit; and mig- the induction through 
CB. Bi C due to the same, etc. We have to find what relations must 
exist amongst the resistances and the inductances in order that there 
may never be any current in the bridge-wire, provided there be no 
impressed forces in 1, 2, 3, 4 or 5. 

We obtain them by writing down the equations of EM. F. in the two 
circuits ABI BA and CB. BIC on the assumption that there is no 
turrent in the bridge-wire, which requires CI = C;; and this we do 
by equating the E. M. F. of induction in a circuit, or the rate of decrease 
of the induction through the circuit, to the E.M.F supporting current, 
which is the sum of the products of the real currents into the resistances, 
taken round the circuit. 


Thus, 
— p(m, C; . + Mls) = AC, - B,C, - o) KOREA (12c) 
— p(msC, + MgC, + MegCg) RC; HC - Cs), 
where p stands for d/dt. But Ci -= Cg, which, substituted, makes 
{(2, + R3) + (m, + m3)p} Cy = (Ry - me p)C ö e (130 
{(Rs + R4) + (ms + m,5)p} Cy = (R. - ms ) Cs, 
which have to be identically satisfied. Eliminate the currents by cross- 


multiplication, and then equate to zero separately the coefficients of 
the powers of p. This gives us 


RR. - R. Ry 
(m, + mig mig) R. RI = (ma + Mg, + Mog) R mos- ..(14c) 
(mi + 1245)" 35 = (Ms + MIS) mig 
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which are the conditions required. First the resistance balance ; next 
the vanishing of integral extra-current due to putting on a steady 
impressed force in branch 6; and the third condition to wipe out all 
trace of current, and make branches 5 and 6 perfectly conjugate under 
all circumstances. 

If the Christie consists of short wires, which are not nearly closed in 
themselves, then, as I pointed out before [vol. II., Art. 34, p. 37], the 
theory of the balance expressed in terms of the self and mutual in- 
ductances of the different branches becomes meaningless, because the 
inductances themselves are meaningless. Under these circumstances, 
equations (14c) are the conditions of a balance, from which alone can 
accurate deductions be made. Even if we have the full equations in 
terms of the twenty-one inductances of the branches, they will express 
no more than (14c) do. We could not, for instance, generally assume 
any one of the inductances to vanish, as it would produce an absurdity, 
viz., the consideration of the amount of induction passing through an 
open circuit. Hence it is quite possible that (14c) may be useful in 
certain experiments, in which such short wires are used that terminal 
connections become not insignificant. 

At the same time it is to be remarked that such cases are quite 
exceptional. I would not think, for example, of measuring the in- 
ductance of a wire a few inches long, in which case (14c) would, 
at least in part, be applicable, if I could get a long wire and swamp the 
terminal connections. Still, however, equations (1 4c) and the way they 
are established are useful in another respect. In general, I haveenot 
found any particular advantage in Maxwell’s method of cycles.* It has 
seemed to me to often lead to very roundabout ways of doing simple 
work, from what I have seen of it. This applies both when the steady 
distribution of current in a network of conductors is considered, due to 
steady impressed forces, as in the original application; and also when 
the branches are not treated as mere resistances, but transient states 
are considered, provided the branches be independent, so that, as I 
remarked before, the equation of a branch may be represented by 
V=ZC, where Z takes the place of R, the resistance in the 
elementary case. But in our present problem there is such a large 
number of inductances that there is a real advantage in using the 
above method, an advantage which is non-existent in a problem 
relating to steady states. We greatly simplify the preliminary 
work by reducing the number of inductances from 21 to 6. But, 
of course, on ultimate expansion of results we shall come to the 
same end. 

If we use the first and third of (14c) in the second, it becomes 


R R. m 
2 0 3 = —63 = 3 
[mtm ma z) ( R, ite 0; (150) 
and, as either of these factors may vanish, we have in general two 
entirely distinct solutions. If the second factor vanish, the whole 


[Not given in his treatise, but described by Dr. Fleming in the Phi. Mag.] 
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set of conditions may be written 


By hs _ + Ms. b 6.600 806 08:0 (16c) 
R, Ry my m, ＋ m18 


whilst, if it be the first factor that vanishes, we shall have 


-Ba Bsn EM MEM nn. (17¢) 
R, R, Me Mes 

expressing the full conditions. Both (16c) and (17c) are included 

in (14c). 

Suppose now that we make the branches long wires, or coils of wire, 
or many coils in sequence, etc., and can therefore localise inductances 
in and between the branches. We require to expand the six m’s. 
Their full expressions will vary according to circumstances. When all 
the twenty-one inductances are counted, they are given by 


m= L,+L,+L,+2(M,,- M- M), 

m= L,+L,+L,+2(M,,- My, - Aas), 

m= I. TIL T IL. 1 (Hoet H., + My). 

m= — L+ (AIs HI. - 413 M T 2 T M.; T M. - Ma) | 
mie I ＋ (M+ Mut Mi- Mu- Mog + Mig M, A, ), 
mes = IL. t+ (.: + My + MH, - M. f. — M,- Ms, 6). 

Here L stands for the inductance of a branch, and M for the mutual 
inductance of two branches. These are got by inspection of the figure, 
with carefal attention to the assumed positive directions of both the 
cyclical and the real currents. 

In the use of these, for insertion in (14c), we shall of course equate 
to zero all negligible inductances. As an example of a very simple 
case, let coils be put in branches 4 and 6, between which there is 
mutual induction, and let the other four branches be double-wound or 
of negligible inductance. Then all except L., Le and M,, are zero, 
giving 


(18c) 


mi =0, ma = Ly m= L,+2My, 
mis = O, mis = 9, My = L. My. 
Insert these in the second of (14c), and we get 
R,(L,+M,,) = M. R, or ~L=(1+ RJR) My . (Ic) 


The third condition is nugatory. Hence (19c), with a resistance 
balance, but without the need of measuring R, (or, equivalently, R.), 
gives us the ratio of the M of two coils to the L of one of them in terms 
of the ratio of two resistances. 

As another example, let all the 's be zero except M,, and M, 
whilst all the L's are finite. We shall then have, besides the resistance 
balances, the two conditions 


O = (LL, - LL.) + (L. Li) My, + (L. - IL.) Ifir (205 
0 = (LB, + L. RI - LR, L, k,) + (R, - R.) 12 ＋ (R. R,)M,, a ) 
If we now take R, = Rp LI - L.; that is, let sides 1 and 2 be equal, 


110 ELECTRICAL PAPERS. 


we reduce the three conditions (14c) to R = R., I. - IL. This is 
obvious enough in the absence of mutual induction; ut we also see 
that induction between sides 1 and 2, and between 3 and 4, does not in 
the least interfere with the self. induction balance Whilst remarkable, 
this property is of great utility. For it allows us to have the equal 
wires 1 and 2 close together, preferably twisted, and then this double 
wire may be doubled on itself, and the result wound on a bobbin. We 
ensure the equality of the wires at all times, doing away with the 
troublesome source of error arising from the disturbance of the resist- 
ance balance from temperature changes, which occur when 1 and 2 are 
separated, and also doing away with interferences from induction 
between 1 and 2 and the rest. e also do away with the necessity of 
keeping coils 3 and 4 widely separated from one another. 

Passing to a connected matter, Maxwell, Vol. II., Art. 536, describes 
the well-known mutual induction balance with which Felici made such 
instructive experiments, that may be made the basis of the science of 
electromagnetic induction. It is very simple and obvious. The figure 
explains itself. If the M of the two circuits is nil, there is no current 
in the secondary on making or breaking the primary. This is secured 
when the M of coils 1 and 2 is cancelled by the M of coils 3 and 4, pre- 
suming that the pair 1, 2 is well-removed from the pair 3, 4. 


Geax". 
sec SoS 


The balance is independent of the self-inductions of the four coils, 
and also of the resistance of the two circuits, and may be made very 
sensitive. In fact, Felici’s balance is unique, and should be used when- 
ever possible. To exhibit its merits fully, we should use a telephone 
and automatic intermitter, giving a steady tone. It is then doubl 
unique, and it is difficult to imagine anything better. Compared wit 
the galvanometer, the use of the telephone is a real pleasure. It is 
science made amusing. 

But if we want not merely to balance Mia against M,,, but to know the 
value of the M; of a given pair of coils, M, should be both variable and 
known. Coils 3 and 4 may be the coils of an inductometer [vol. II., p. 
101] calibrated once for all. There are many ways of doing it, in terms of 
the capacity of a condenser, or in terms of the inductance of a coil, etc., 
none of which methods has the merits of Felici’s balance. Suppose it 
done by Maxwell’s condenser method (using a telephone, of course). 
It is, perhaps, as good as any (certainly better than many) for the par- 
ticular purpose, as we have only to give particular values to the time- 
constant of the condenser—a series of values with a common difference— 
and get silence at once by moving the pointer to a series of particular 
places, which is very different from dodging about to find the value of 
the time-constant when the M of the coils is fixed. We should also 
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measure the L of each coil by itself, and it is well to previously adjust 
the coils to have equal L and R. But the present use of the inducto- 
meter is not to measure self induction, but mutual induction. There- 
fore make 1 and 2 the coils whose M is wanted, 3 and 4 the coils of the 
inductometer. If within range (it is well to have inductometers of 
different sizes, for various purposes), we immediately measure ¥,,, and 
have the full advantages of Felici’s balance. 

But if there is metal about the coils l and 2 (of course there should 
be none, or very little, about the inductomefer, or it should be carefully 
divjded), we cannot get telephone balances. If the departure from 
balance is serious, and it is not practicable to remove the metal, we may 
give up the telephone and use a suitable galvanometer, one whose 
needle will not move till all the current due to a make has passed, and 
then move if it can. But if the metal be iron, and we want to measure 
the steady M in presence of the iron (not finely divided), of course we 
must not remove the iron and measure something else than what we 
want to know. Then the galvanometer is indispensable. We lose the 
advantage of the telephone, but Felici’s balance has still its peculiar 
merits left, in a very great measure. 

Apart from the question of measurement, Felici’s balance is highly 
instructive, as to which see Maxwell’s treatise, to which we should add 
that the telephone should always be used if possible. Besides the 
experiments referred to, the balance is useful for studying the influence 
of iron in the field on the M of two coils, increasing or decreasing it, 
according to position. Use non-conducting iron [vol. II., Art. 36, later]. 
Here we have another proof to that there mentioned, that there is no 
appreciable waste of energy in finely divided iron when the range of 
the magnetic force is moderate, although very perfect silences, like those 
when there are no F. currents, and no iron, are not always obtainable. 

As regards Felici’s balance when employed for observing differential 
effects, e.g., Prof. Hughes’s magical experiments with coins, and so 
forth, I cannot recommend it, for several reasons. The theory is com- 
plex, in the first place, so that scientific interpretation of results is 
difficult. Next, considerable accuracy in adjustment of the coils, in 
two equal pairs, similarly placed, is required. Lastly, the independenee 
of resistance, etc., ceases when there are F. currents to disturb; and as 
we are not able to trace the variations of resistance, we may, in 
sensitive arrangements, when balancing one set of F. currents and 
reactions against another set, be interfered with by unknown tempera- 
ture variations. 

Perhaps the easiest way is to take a long wire, double it on itself and 
then double again, giving four equal wires. Wind two side by side to 
make one pair of coils (1 and 2), and the others in the same manner, to 
make the other pair. Of course we have increased sensitiveness by 
the closeness of the wires. 

But it is far better not to use four coils, but only two, viz., coils 3 
and 4 in the equal-sided sel,. induction balance, with 1 and 2 made per- 
manently equal, as before deseribed. The temperature error is then 
under constant observation, and we know at once when the resistance 
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balance of coils 3 and 4 (apart from F. currents) is upset. inter- 
pretation is also an easier matter, both in general reasoning and in 
calculations. 


Section XXXIXa. FELICTS BALANCE DISTURBED, AND THE 
DISTURBANCE EQUILIBRATED. 


Referring to the last figure, in which imagine the galvanometer to be 
replaced by a telephone, and the key by an automatic intermitter, let 
us start with a perfect balance due to the M of one pair of coils being 
cancelled by the M of the other pair, and consider the nature of the 
effects produced by the presence of metal in or near either pair of coils. 


First, let 3 and 4 be the coils of an inductometer, and 1, 2 other 
coils of any kind, separate from one another. The simplest action is 
that caused by non-conducting iron. It acts to increase or decrease 
the M of either or both pairs of coils according to its position with 
respect to them, and its effect can be perfectly ed by a suitable 
increase or decrease of the M (mutual inductance) of the inductometer 
coils, Suppose, for example, the disturber is a non-conducting iron 
bullet, and is brought into the field of the coils 1, 2. If it be inserted 
in either coil, it increases their M. This is mainly because it increases 
the L of the coil in which it is inserted. If the two coils have their 
axes coincident, as in the figure, the bullet will cause their M to be 
increased by placing it anywhere on the axis, or near it. But if the 
bullet be brought between the coils laterally, so as to be, for instance, 
between the numerals 1 and 2 in the figure, the result is a decreased M. 
Here the L of each coil is little altered, and the decrease of M results 
from the lateral diversion of the magnetic induction by the bullet from 
its normal distribution. By pushing it in towards the axis a position 
of minimum M is reached. after which further approach to the axis 
causes M to increase, ending finally on the axis with being greater than 
the normal amount. 

If the disturber be a non-conducting core (round cylinder), the 
greatest increase of M is, of course, when it is pushed through both 
coils, which are themselves brought as close together as possible, and 
when the core itself is several times as long as the depth of the coils. 
M is then multiplied about four times when the coils are about of the 
shape shown, with internal aperture about 4 the diameter of the coils. 
If the coils be wound parallel on the same bobbin, the increase is much 
greater. If the whole space surrounding the coils be embedded in iron 
to a considerable distance, we shall approach the maximum M possible. 
The effective inductivity of the non-conducting iron. is considerably 
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less than that of solid iron, which counterbalances the freedom from 
F. currents. 

Using solid iron, no silence is possible, owing to the F. currents, 
although there is a more or less distinctly marked minimum sound 
for a particular value of M. The substitution of a bundle of iron 
wires reduces this minimum sound, and when the wires are very 
fine, it is brought to comparative insignificance ; but only by very fine 
division of iron are the F. currents rendered of insensible effect. It 
will be, of course, remembered that the range of the magnetic force 
variations must be moderate, so as to render the variations in the 
magnetic induction strictly proportional to them, otherwise no perfect 
balance is possible with non-conducting iron. 

On the other hand, non-conducting (i. e., very finely divided) brass 
(or presumably any other non-magnetic metal) does nothing. Dia- 
magnetic effects are insensible. The above remarks apply, for the most 
part, equally well to the self-induction balance, except that iron always 
increases the L of a coil. 

So far is very simple. It is the effect of the conductivity (in mass) 
of the disturbing matter that makes the interpretation of results 
troublesome. If the disturber be non-magnetic, we have a secondary 
current due to the action on the secondary circuit of the current induced 
in the disturber by the primary current ; at least I suppose that this is 
the way it might be popularly explained. If the disturber be not too 
big, the M of the inductometer which gives the least sound (instead of 
silence) is sensibly the old value which gave silence before its intro- 
duction. If it be magnetic, there is usually increased M also. Changing 
the M of the inductometer to suit this, the minimum sound is still far 
louder than with an equally large non-magnetic disturbing mass 
(metallic) because the F. currents are so much stronger in iron. To 
this an exception is Prof. Bottomley’s manganese-steel of nearly unit 
inductivity, in which the F. currents should be, and no doubt are, far 
weaker than in copper, on account of the comparatively low conduc- 
tivity. If this be not so, then it must be found out why not. Again, 
if the iron be independently magnetised so intensely as to reduce the 
effective inductivity sufficiently, then, as I pointed out in 1884, the F. 
currents should be made less than in copper. 

To obtain an idea of the disturbance in the secondary circuit due to 
a conducting mass, let it be a simple linear circuit, and call it the 
tertiary. Let the suffixes , and , refer to the primary and secondary 
circuits, and , to the tertiary. Then the equations of E.M.F. are 

e= 20, + Mapls 
0= 20+ Maat 
O=M,, pC, + MzpC zT 2,C;; 
where Z= R + Lp, and e is the impressed force in the primary. Here 
Ai is missing, it being supposed to be properly adjusted to be zero. 
From these, 
Q= M Mpe 
f (l2; - Map:) Z Map? 


H.E.P.— VOL. II. H 


U 
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is the secondary current's equation. The secondary current therefore 
varies as the product of the M of the tertiary and primary into the M 
of the tertiary and secondary. It is therefore made greatest by making 
coils | and 2 in the figure coincident (practically) by double-winding, 
and putting the disturber in their centre. In this case, let R and L be 
the resistance and inductance of the primary and also of the secondary 
circuit, r and / those of the tertiary, and m the former AIs or A, now 
equal, Then (22c) becomes, if z =r + lp, 

„ (280) 

C 
But m is very small compared with L, so 


Let the impressed force be sinusoidal ; then p?= u, making 
mẽnꝛe 


C= e 
Let R = Ln, which condition is readily reached approximately. Then 
m? In?+rp 


— e 
e e 


2 ORL Pa Pn? seososocoosoooosooo aise ees 


gives the secondary current in amplitude, (m?n/2.RL)(r? + Ln?) per unit 
impressed force, and phase. If the tertiary could have no resistance, 
the secondary current would be of amplitude m / 2H per unit impressed 
force, and in the same phase with it. 

Now seek the conditions of balance by means of a fourth linear 
circuit placed between coils 3 and 4 in the figure, supposed to be 
exactly like coils 1 and 2. Let the suffix , relate to this fourth 
circuit. Then (21c) become 


e= 2101 + M,,pC,+M,,pC,, 

= 2202 + Mo, pC, + Ma pC, (270 
0= M, pC, + M,.pC, + ZC. FF 

O = M. pC, + Mapls + 2% 


Here, besides MIZ, M,, is also missing, because of the distance between 
the two disturbers. From these, 

AC, = (MZ MIZ. T M2. M. IZ) eens aies (28c) 
is the equation of C, where A is the determinant of the coefficients in 
(27c). For a balance, the coefficient of e must vanish. This gives 

VV»!—ꝙB ns 
1. I. M. 1M. z 


If the coils of each“ transformer“ are coincident and equal, M,, = Mey 
and M, = — M,,; and, the M’s being small, (28c) becomes 


R e „%%% (30c) 
where Z is that of either the primary or secondary circuit. 
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We do not need to balance the disturber in one pair of coils by means 
of a precise copy of it in the other pair, similarly placed. It may be a 
reduced copy, according to (29c). 


SECTION XXXIX. THEORY OF THE BALANCE OF THICK WIRES, 
BOTH IN THE CHRISTIE AND FELICI ARRANGEMENTS. TRANS- 
FORMER WITH CONDUCTING CORE. 


This brings me to the subject of balancing rods against one another, 
either in the Christie or in the Felici differential arrangements, when 
placed in long solenoids ; and to the similar question of balancing thick 
wires in the Christie, when the current in them is longitudinal. As I 
ee out before [vol. tL, p. 37) if a wire be so thick that the effect of 

iffusion is sensible, it cannot be balanced in the Christie against a fine 
wire, but requires another thick wire in which the diffusion effect also 
occurs. I refer to true balances, independent of the manner of variation 
of the current, in which, therefore, the resistance of the one wire, 
though different at every moment, is yet precisely that of the other 
wire (or any constant multiple of it). Perhaps the best way to define 
the resistance is by Joule’s RC“. In the sinusoidal case a mean value 
is taken. According to this heat-generation formula, there always is a 
definite resistance at a particular moment, but what it may be will 
require elaborate calculation to find. This definition of the resistance 
to suit the instantaneous value of the dissipativity does not agree pre- 
cisely with the sinusoidal R’, which represents a mean value; but the 
sinusoidal R' has important recommendations which outweigh this 
disadvantage. 


Suppose, now, we want to balance an iron wire against a copper wire, 
the wires being straight and long, though not so long as to require the 
consideration of electrostatic capacity. For simplicity, first let the 
ratio be one of equality, so that sides 1 and 2 in the Christie are any 

recisely equal admissible arrangements, which may be mere resistances. 

t the iron wire be in side 3, the copper wire in side 4. We have to 
make side 3 an electrical full-sized copy of side 4. For definiteness, 
imagine Y, and 7. to be short- circuits, that one of the two parallel 
lines leading to either is the wire under test, whilst the other is a 
return tube, thin and concentric. 

First, in accordance with the description of how to make copies 
[vol. II., p. 104], make the resistances of the two returns equal. Next, 
make the inductances due to the magnetic field in the space between 
wires and returns equal, by proper distance of returns, or by inducto- 
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meters in sequence with sides 3 and 4. There is now left only the 
wires themselves to be equalised. First, their steady resistances 
require to be equal. Next, their steady inductances (3, x length). 
These two conditions will give balance to infinitely slow variations of 
current, and can be satisfied with wires of all sorts of sizes and lengths. 
But we require to make them balance during rapid variations of any 
kind. For instance, a very short impulse will cause a mere surface 
current in the wires, that is, in appreciable str , if they be thick ; 
and still the wires must balance. The full balance is secured by a 
third condition, viz., that the time-constante of diffusion shall be equal. 
This time-constant is pkrc?, where p is the inductivity, & the con- 
ductivity, and c the radius of a wire. Or, / N, the quotient of the 
inductivity by the resistance per unit length (or any multiple that we 
may find convenient of this quotient). 

Thus, if the iron has inductivity 100, that of copper being 1, whilst 
k for copper is about six times the value for iron, the copper wire must 
have a radius of about four times that of the iron. is is indis- 
pensable. Fixing thus the relative diameters, the rest is easy, by 
properly choosing the lengths. In a similar manner, we may have the 
resistances in any proportion ; as, for instance, to obviate the necessity 
of having wires of very different lengths, keeping, however, the proper 
ratio of diameters. 

The following will be more satisfactory as a demonstration. If Z is 
the V/C operator, then Z,/Z,=Z,/Z, is the condition of balance [vol. II., 
p. 104]. So we have merely to examine the form of the Z of a straight 
wire. This is [vol. II., p. 63]. 


„5! ð - (31c) 
where F is the operator given by 
0,100) eae) 2 
T B97 (ac)! 82 Arn... (32c) 


Lo is the inductance other than that due to the wire itself, and R is its 
steady resistance. Using this form of Z in our general equation of 
balance, we see that if we take s,c,=s,c,, that is, make the diffusion 
time-constants equal, we make f, =f, so that the balance is given by 


where the additional r, and r, are for the two return-sheaths, or other 
resistances that may be in sides 3 and 4. Of course Z, and Z, may be 
R, and , the resistances of sides 1 and 2, when they are mere 
resistances. In virtue of the equality of the diffusion time-constants, 
we may express the full conditions by adding to (33c) this :— 


where /, and l, are the lengths of the two wires. 
Although this balance is true, yet there will be one practical difficulty 
in the way. As is very easily shown by sliding a coil along an iron 
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wire or rod, the inductivity often varies from place to place. But if 
the wire be made homogeneous, the evil is cured. 

Next, let it be required to balance a long iron against a long copper 
rod in long magnetising solenoids forming sides 3 and 4. Here the 
form of Z for the circuit of the solenoid is 

Z=R+Lypt Lf ,  ..ccccccccesesscvcsveoes (35c) 
where R is the total resistance (as ordinarily understood) of the circuit 
of the solenoid, Lo the total inductance ditto, due to the etic field 
everywhere except in the core, L that due to the core itself when the 
field is steady, and f as before, in (32c). 

To balance the iron against the copper we therefore require, first, 
the equality of time-constants of diffusion, or the iron rod should be 
one-fourth the radius of the copper; this being done, 


„ ene 
will complete the balance. The value of L (i. e., La or L.) is 

E/ // ͤ oi (37c) 
if N is the number of turns per unit length, and / the length of the 
solenoid. As for Lo that is adjustible ad lib. nearly. The only 
failure will be due to want of homogeneity. 

Lastly, balance two rods, one of iron, the other of copper, against one 
another in Felici’s arrangement, when each pair of coils consists of long 
coaxial solenoids, making two primaries acid two secondaries, properly 
connected together. Let Ii, R, be the total resistances of the primary 
and the secondary circuits; Lo Los, the total inductances, not counting 
the parte due to cores; M, the total mutual inductance, not counting 
the parts due to cores; LI, La, and M those parts of the inductances, 
self and mutual, of the first pair of coils, due to the cores; and Ii, l m 
the same for the second pair. The equations of E.M.F. in the primary 
and secondary are then, if F and f are the two core-operators, as per 
(32c), and Ci, C, the primary and secondary currents, 


e= B,C, +L pC, + Mapls + F pL C + MC:) +f Ci mC,), (38c) 
0 = RC, + Lop pl, + Mapt, F CLC: + MCI) +f p(l.C, Ci). 

The first terms on the right are the EM. F.'s used in the solenoid 
circuits against their resistance; the two following terms taken nega- 
tively the EM. r. s of induction not 1 cores; and the last two 
taken negatively those due to the cores. To have a balance, C, must 
vanish. The second equation then gives 

M MFI TI O (39c) 


So M,=0, or the mutual inductance of the circuits due to other 
causes than the cores, must vanish. Then, further, 


F=f, and „ (40c) 


So the diffusion time- constants of the cores must be equal, and the 
steady mutual inductance of one pair be cancelled by that of the other 
pair of coils, so far as depends on the cores, as well, as before said, as 
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depends on the rest of the system. (When not counting cores is 
spoken of, it is not meant that air must be substituted. Nothing must 
be substituted.) The latter part is capable of external balancing. The 
balancing of the former part requires the value of 


M= (2rc) NN.. (416) 


where NI, Va are the turns per unit length in the two coils of a trans- 
former of length l, to be the same for the two transformers. 

The condition (39c) of course makes the primary equation independent 
of the secondary. It is then the same as if the secondary coils were 
removed. 

This leads us to show the modification made in the equation of a 
transformer by the conductivity of its core. In (38c) we have merely 
to ignore the f terms, thus confining ourselves to one transformer, when 
the equations are given by the first lines. Now if the solenoids be of 
small depth, and there be no L externally, Loi and Lo become insigni- 
ficant, and also M, provided the cores fill the coils. We have then 


A ee . 
O = RC T F-'p(L,C,+MC,),} e 
which only differ from the equations when cores are non-conducting by 
the introduction of F. The first approximation to F is unity (when 
very slow variations take place). It may be written thus: 
C7770 (43c) 


when 4 and B are positive functions of p?, whose initial values are 
A=1, B=0. When the impressed force is sinusoidal, p? = — n, and 
A and B are constants. Then (42c) become | 


e= RC, T (LI CI T MCI) Bn? + Ap(L,C, + pi —. (4400 

O= RC; + (LC MCI) Bn? + Ap(LiCI MCI) ./ 
From these, by elimination, we have 

e R +L, R BE-A +L Be) ＋ A2Lnꝰ +A Ray (450 


C (Ka ＋ LB) (LaAn : 
showing the effective resistance and inductance of the primary as 
modified by the secondary and conducting core. 

But it is very easy with iron cores, without excessive frequency, to 
make simpler formule suit. Let z=ac*kun; then, if this is 10 or over 
[see vol. II., p. 99], we have 

A = Bn = (% W 0 (46c) 


approximately, which may be used in (44c), (45c) at once. 

n an iron rod of only 1 cm. radius, and = 100, k=1/10,000, the 
value of z is one-fifth of the frequency. If of 10 cm. radius, it equals 
twenty times the frequency. With Jarge values of z we have 


e Lin R?] 
‘iil ( a 
6. Kr Tr An EAR, ant trae ( 
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if III; Lp and M, when divided by (2z)3, become Ii, l, and m. This 
gives the primary current. And 


e (RBR ) RR, 
7 (An + Y Happ? venenus (48c) 


gives the secondary current. 

We can predict beforehand what these should lead to ultimately, 
from the general property that a secondary circuit, at sufficiently high 
frequencies, shuts out induction, or tends to bring LC + MC, to zero, 

iving the ratio of the currents at every moment. The coefficients of p 
in (47c) and (48c) tend to zero, and the current in the primary to be 
the same as if its resistance were increased by the amount K, L/ L. 
The core need not be solid. A cylinder will do as well, since the 
magnetisation does not penetrate deep. It should, however, be re- 
membered that although at low frequencies it is the core that con- 
tributes the greater part of the inductance, so that the rest is then 
negligible, yet when that due to the core actually becomes negligible, 
35 rest becomes relatively important, and should therefore be allowed 
or. 


SECTION XL. PRELIMINARY TO INVESTIGATIONS CONCERNING LONG- 
DISTANCE TELEPHONY AND CONNECTED MATTERS. 


Although there is more to be said on the subject of induction- 
balances, Í put the matter on the shelf now, on account of the pressure 
of a load of matter that has come back to me under rather curious 
circumstances. In the present Section I shall take a brief survey of the 
question of long-distance telephony and its prospects, and of signalling 
in general. In a sense, it is an account of some of the investigations to 
follow. 

Sir W. Thomson’s theory of the submarine cable is a splendid thing. 
His paper on the subject marks a distinct step in the development of 
electrical theory. Mr. Preece is much to be congratulated upon having 
assisted at the experiments upon which (so he tells us) Sir W. Thomson 
based his theory; he should therefore have an unusually complete 
knowledge of it. But the theory of the eminent scientist does not 
resemble very closely that of the eminent practician. 

But all telegraph circuits are not submarine cables, for one thing; 
and, even if they were, they would behave very differently according 
to the way they were worked, and especially as regards the rapidity 
with which electrical waves were sent into them. It is, I believe, a 
generally admitted fact that the laws of Nature are immutable, and 
everywhere the same. A consequence of this fact, if it be granted, is 
that all circuits whatsoever always behave in exactly the same manner. 
This conclusion, which is perfectly correct when suitably interpreted, 
appears to contradict a former statement ; but further examination will 
show that they may be reconciled. The mistake made by Mr. Preece 
was in arguing from the particular to the general. If we wish to be 
accurate, we must go the other way to work, and branch out from the 
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general to the particular. It is true, to answer a possible objection, 
that the want of omniscience prevents the literal carrying out of this 
oe ; we shall never know the most general theory of anything in 

ature; but we may at least take the general theory so far as it is 
known, and work with that, finding out in special cases whether a more 
limited theory will not be sufficient, and keeping within bounds 
accordingly. In any case, the boundaries of the general theory are not 
unlimited themselves, as our knowledge of Nature only extends through 
a limited part of a much greater possible range. 

Now a telegraph circuit, when reduced to its simplest elements, 
ignoring all interferences, and some corrections due to the diffusion of 
current in the wires in time, still has no less than four electrical con- 
stants, which may be most conveniently reckoned per unit length of 
circuit—viz., its resistance, inductance, permittance, or electrostatic 
capacity, and leakage-conductance. These connect together the two 
electric variables, the potential-difference and the current, in a certain 
way, 80 as to constitute a complete dynamical system, which is, be it 
remembered, not the real but a simpler one, copying the essential 
features of the real. The potential-difference and the permittance settle 
the electric field, the current and the inductance settle the magnetic 
field, the current and resistance settle the dissipation of energy in, and 
the leakage-conductance and potential-difference that without the wires. 
Now, according to the relative values of these four constants it is con- 
ceivable, I should think, by the eminent engineer, that the results of 
the theory, taking all these things into account, will, under different 
circumstances, take different forms. The greater includes the lesser, 
but the lesser does not include the greater. 

In the case of an Atlantit cable it is only possible (at present) to get 
a small number of waves through per second, because, first, the attenua- 
tion is so great, and next it increases so fast with the frequency thus 
leading to a most prodigious distortion in the shape of irregular waves 
as they travel along. Of course we may send as many waves as we 
please per second, but they will not be utilisable at the distant end. 
This distortion is a rather important matter. Mere attenuation, if not 
carried too far, would not do any harm. Now the distortion and the 
attenuation, though different things, are intimately connected. The 
more rapidly the attenuation varies with the frequency, the greater is 
the distortion of arbitrary waves; and if the attenuation could be the 
same for all frequencies, there would be no distortion. This can be 
realised, very nearly, as will appear later. 

Now when there are only a very few waves per second, the influence 
of inertia in altering the shape of received signals becomes small, and 
this is why the cable-theory of Sir W. Thomson, which wholly ignores 
inertia, works as a substituted approximate theory. But suppose we 
shorten the cable continuously, and at the same time raise the fre- 
quency. Inertia becomes more and more important; the theory which 
ignores it will not suffice ; and carrying this further, we at length arrive 
at a state of things in which the old cable-theory gives results which 
have no resemblance whatever to the real. This is usually the case in 
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telephony, as I have before proved. It is always partly the case, viz., 
for the very high frequencies, and it may be true, and practically is 
sometimes, down to the low frequencies also. I have shown that the 
attenuation tends to constancy as the frequency is raised, except in 80 
far as the resistance of the wire increases, and that at the same time the 
speed of the waves tends to approximate to the speed of light, or toa 
speed of the same order of magnitude, which is the only speed which 
can, I think, be said, even in a restricted sense, to be the “speed of 
electricity.” But if the dielectric be solid, there must be some un- 
certainty about what this speed is, for obvious reasons, with very high 
frequencies. The speed of the current is never proportional to the 
square of the length of the line. 

Within the limits of approximately constant attenuation the dis- 
tortion is small. This is what is wanted in telephony, to be good. 
Lowering the resistance is poop the most important thing of all. 
Other means I will mention later. What the limiting distance of long- 
distance telephony may be, who can tell? We must find out by trial. 
We know that human speech admits of an extraordinary amount of 
distortion (never mind the attenuation) before it becomes quite un- 
recognisable. The “ perfect articulation,” “even different voices could 
be distinguished,” etc., etc., mean really a large amount of distortion, 
of which little may be due to the circuit. There is the transmitter, the 
receiver, and several transformations between the speaker and the 
listener, besides the telephone line. What additional amount of dis- 
tortion is permissible clearly must depend upon what is already 
existent due to other causes. Even if that be fixed, I see no legitimate 
way of fixing its amount by theoretical principles, the matter is too 
involved, and includes too many unknown data, including “ personal 
equation.” But this is certain, in my opinion—that good telephony is 
possible through a circuit whose electrostatic time-constant, the product 
of the total resistance into the total permittance, is several times as big 
as the recent estimate of Mr. W. H. Preece, and I shall give my 
reasons for this conclusion. 

Increasing the inductance is another way of improving things. Hang 
your wires wider apart. The longer the circuit, the wider apart they 
should be; besides this, they may be advantageously raised higher. 
You can then telephone further, with similar attenuation and distortion. 
There is a critical value of the inductance for minimum attenuation- 
ratio. It is from L= Rl/2v to L=Rl/v, according to circumstances to 
be later explained; L being the inductance and A the resistance per 
unit length, I the length, and v the speed of waves which are not, or 
are only slightly dissipated, which is (LS) -l, if S be the permittance per 
unit length. The resulting attenuation may be an enlargement, as I 
have before explained, due to to-and-fro reflections. his is to be 
avoided. I shall explain its laws, and how to prevent it. By this 
method, carrying it out to an impracticable extent, however, we could 
make the amplitude of sinusoidal currents received at the distant end of 
an Atlantic cable greater than the greatest possible steady current from 
the same impressed force—an unbelievable result. And, without alter- 
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ing the permittance or the resistance, we could make the distortion 
quite small. 

There is some experimental evidence in favour of increasing the 
inductance (apart from lessening the permittance); though, owing to 
want of sufficient information, I do not wish to magnify its importance. 
I refer to the statement that excellent results have been obtained in 
long-distance telephony with copper-covered steel wires. Here the 
copper covering practically decides the greatest resistance of the wire ; 
what current penetrates into the steel lowers the resistance and increases 
the inductance. Clearly, we should magnify this effect, and, electrically 
speaking, it would seem that a bundle of soft-iron wires with a covering 
of copper is the thing, as this will allow the current to penetrate more 
readily, lower the resistance the most, and increase the inductance the 
most. But it is too complex a matter for hasty decision. We also see 
that the iron sheathing of a cable may be beneficial. 

When we have little distortion, we get into the regions of radiation. 
The dielectric should be the central object of attention, the wires 
subsidiary, determining the rate of attenuation. The waves are waves 
of light, in all save wave-length, which is great, and gradual attenuation 
as they travel, by dissipation of energy in the wires. There is the 
electric disturbance and the magnetic disturbance keeping time with it, 
and perpendicular to it, and both perpendicular to the transfer of 
energy, which is parallel to the wire, very nearly. A tube of energy- 
current may be regarded as a ray of light (dark, of course). 

It is to such long waves that I attribute the magnetic disturbances 
that come from the sun occasionally, and simultaneously show them- 
selves all over the world; arising from violent motions of large 
quantities of matter, giving shocks to the ether, and causing the 
passage from the sun of waves of enormous length. On such a wave 
passing the earth, there are immediately induced currents in the sea, 
earth’s crust, telegraph lines, etc. 

But to return to the circuit. The attenuation-ratio per unit length 
is represented by e , this being the ratio of the transmitted to the 
origina] intensity of the wave. This is when the insulation is perfect. 
These waves are subject to reflection, refraction, absorption, ete., 
according to laws I shall give. Of these the simplest cases are reflection 
by short-circuiting, when the potential-difference is reversed by reflec- 
tion, but not the current, and in the act of reflection the former is 
annulled, the latter doubled. Also reflection by insulation, when it is 
the current that is reversed, and potential-difference unchanged ; or, in 
the act of retlection, the first cancelled, the second doubled. But there 
are many other cases I have investigated. 

I have also examined leakage. This is an old subject with me. An 
Atlantic cable is worked under the worst conditions (electrical) possible 
with high insulation; there is the greatest possible distortion. One 
megohm per mile or less instead of hundreds or thousands would vastly 
accelerate signalling. The attenuation-factor is now e-“. i if K 
be the leakage-conductance, and S the permittance per unit length. 
The attenuation is increased, but the distortion is reduced. This has 
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led me to a theoretically perfect arrangement. Make R/L=X/S, and 
the distortion is annihilated (save corrections for increased resistances, 
etc.). The solution is so simple I may as well give it now. Let V and 
C be the potential-difference and current at distance z, subject to 


-3V RO + IC, -4C KV +SÙ; 
x dz 


then, with equality of time-constants as described, the complete solu- 
tion consists of two oppositely travelling trains of waves, of which we 
need only write one; thus, 
x- vi) , 

where f(z) is the state when ¢=0. The current is C= V/ Lr. The 
energy is half electric, half magnetic; the dissipation is half in the 
wire, half outside. Change the sign of v in a negative wave. There is 
a perfect correspondence of properties, when this unique state of things 
is not satisfied, between V solutions with K=0, and C solutions with 
R=0. This perfect system would require very great leakage in an 
Atlantic cable, and cause too much attenuation ; but this perfect state 
may be aimed at, and partly reached. Are there really any hopes for 
Atlantic telegraphy ? Without any desire to be over sanguine, I think 
we may expect great advances in the future. Thus, without reducing 
the resistance or reducing the permittance (obvious ways of increasing 
speed), increase the leakage as far as is consistent with other things, 
and increase the inductance greatly. One way is with my non-conduct- 
ing iron, which I have referred to more than once, an insulator impreg- 
nated with plenty of iron-dust. Use this to cover the conductor. It 
will raise the inductance greatly, and so greatly diminish the attenua- 
tion ; whilst the insulation-resistance will be lowered, somewhat increas- 
ing the attenuation, but assisting to diminish the distortion, which the 
increased inductance does. The change in the permittance must also 
be allowed for. But I shall show that we can have practical approxi- 
mations to almost negligible distortion in telephony, and that it is the 
reduction of R/L that is most important. 

I have also examined the question of apparatus. We must stop the 
reflection, if possible, to prevent interference. In the perfect system 
this is also quite easy. The receiver must have resistance Zw and zero 
inductance. All waves arriving are then wholly absorbed. Similarly, 
to make the transmitted waves agree with the impressed force, Ly 
should be the resistance there, (or else zero). Another remarkable 
property is that if the receiving coil be fixed in size and shape, whilst 
its resistance varies, then this same Lv is the resistance that makes the 
magnetic force of the coil a maximum. We cannot imagine anything 
more perfect. No distortion, and maximum effect. I shall show that 
these pees may be fairly approximated to in telephony. It should be 
understood that in the perfect system we have nothing to do with 
what the frequency may be, whilst in telephony it is the high frequency 
that allows us to approximate to the ideal state. 

Then there is the matter of bridges, and the nature of the reflected, 
transmitted, and absorbed waves. The phenomena formally resemble 
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those due to the insertion of resistance in the main circuit, except that 
the potential-difference and the current change places. Thus if R, be 
an inserted resistance, when there is no leakage and no resistance in 
the line (1+ I/ LY) is the ratio of transmitted to incident wave. 
Now let there be no resistance inserted, but a bridge of conductance K, ; 
then the substitution of K, for Ei, and S for L gives us the correspond- 
ing formula. In the first case the reflected current is reversed, in the 
second case it is the potential-difference of the reflected wave that is 
reversed. Now let there be both a resistance inserted and a conducting 
bridge, and choose #,/L=K,/S; then the reflected wave is abolished. 
Part of the original wave is absorbed in the bridge, and the rest is 
transmitted unchanged. This explains the perfect system above 
described. 

I have also examined the changes made when the state is not perfect. 
The result is that a wave throws out a long slender tail behind it; and 
whilst the nucleus goes forward at speed v, the tail goes backwards at 
this speed. In time, if the line be long enough, the nucleus, which 
changes shape as it progresses, diminishes so as to come to be a part of 
the tail itself. It is then all tail. I will give the equation of the 
nucleus and tail. It is the mixing up of these tails that causes arbitrary 
waves to be distorted as they travel from beginning to end of the line. 
(But I have, in the above, usually referred to distortion as the change 
in the shape of the curve of current at a single spot.) There is residual 
reflection due to the self-induction of the receiver, even when the 
resistance is of the proper amount. The effect of diffusion in the wires 
is to make a wave with an abrupt front, which would continue abrupt, 
have a curved front, and thus mitigate that perfection which only 
exists on paper. I shall also describe graphical methods of following 
the progress of waves, and of calculating arrival-curves of various kinds, 
the submarine cable and oscillatory ; approximate only, but very easy 
to follow. Other matters, perhaps more practical, but certainly duller, 
will find their place, if space allow. 


Sec7IoN XLI. NOMENCLATURE SCHEME. SIMPLE PROPERTIES OF 
THE IDEALLY PERFECT TELEGRAPH CIRCUIT. 


To explain the word“ permittance” that I used in the last Section, 
I may remark that in stating my views in 1885 in several communications 
to this journal on the subject of a systematic and convenient electrical 
nomenclature based upon the explicit recognition of the three fluxes, 
conduction-current, magnetic induction, and electric displacement, pro- 
posing several new words, some of which have found partial acceptance, 
I remarked upon the unadaptable character of the word “capacity.” 
It must be the capacity of something or other, as of permitting dis- 
placement. I did not then go further in connection with the flux 
displacement than to use “elastance,” for the reciprocal of electrostatic 
capacity. The following shows the scheme so far as it is at present 
developed: 
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FLUX. ForcE/FLUx. FLUX/ForcE. FORCE. 
Conduction-Current Recistiviey 5 Electric. 
Induction® ........... 0 Magnetic. 
Dis placement i Elastirity 5 Electric. 


Why elastivity ? Maxwell called the reciprocal of the permittance of a 
unit cube “the electric 5 By making it simply elastivity, we 
first get rid of the qualifying adjective; next, we avoid confusion with 
any other sort of elasticity; and, thirdly, we produce harmony with the 
rest of the scheme. There are now only two gaps. Resistance to 
lines of force,” or magnetic resistance, now used, will not do for 
permanent employment. Besides the above, there is Impedance, to 
express the ratio of force to flux in the very important case of sinusoidal 
current. Impedance is at present known by various names that seem 
to be founded upon entirely false ideas. The impedance (which, derived 
from impede, need not be mispronounced) of a coil is the ratio of the 
amplitude of the impressed force to that of the current. A coil used 
for impeding may be called an impeder. The same definition obviously 
applies in any case that admits of reduction to one circuit (even though 
parts of it may be multiple), e.g., any number of coils in sequence, in 
sequence with any number in parallel (to be regarded as one), in sequence 
with a condenser, or arrangement reducible to a condenser. The im- 
pedance is always reducible to (N + nz), where R is the effective 
resistance, which is real, and L the effective inductance, or sometimes 
quasi-inductance. It is not necessary to exclude inductive action on 
other circuits, although the heat corresponding to R may be partly in 
them. As for resistance, it is very desirable to confine its use to the 
established meaning in connection with Joule's law. 

Now let R, L, S and K be the resistance, inductance, permittance 
and leakage-conductance per unit length of a circuit.; and let V and C 
be the potential-difference (an awkward term) and current at distance 
z We have the fallowing fundamental equations of connection :— 


- = (R+ pC, -r. . (1d) 


p standing for d/dt. Observe that the space-variation of C is related to 
in the same manner (formally) as the space-variation of V is related 
to C, so that we can translate solutions in an obvious manner by ex- 
changing V and C, R and K, L and S, which are reciprocally related, in 
a manner. 

To fix ideas, the circuit may be the common pair of parallel wires. 
There is one case in which the four constants are all finite that is 
characterised by such extreme simplicity that it is desirable to begin 


»The two blanks were filled up later by the words Reluctance and Reluctivity 
or Reluctancy.) 
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with it, especially as it casts a flood of light upon all the other cases, 
which may be simpler in appearance, and yet are immensely more com- 
plex in results. Let 


R/ L- KS and LS. I (2d) 


The number of circuit-constante is now virtually three, owing to the 
fixing of the fourth constant. The equation of V is now 


a o (3d) 
or, which is equivalent, 
- T (ad) 


if V=ue*. Since (4d) is the equation of undissipated waves, with 
constant speed v, whose solution consists of two oppositely travelling 
arbitrary waves, the complete solution of (3d) consists of such waves 
attenuated as they progress at the rate s (logarithmic). Thus, 


(/ ĩ˙· (5d) 


is the complete expression of the positive wave, if f(z) be the state when 
#=0. Shift the wave bodily a distance vt to the right, and attenuate it 
from 1 to e, and we obtain the state at time t. The corresponding 


current is 
G /ô§öÜOðö[⁵—B³́ ³˙ “]ĩ⅛ (6d) 


in every part of the wave. To express a negative wave, change the 
sign of v in (5d) and (6d). The second form of (6d) says that a charge 
Q moving at speed v is equivalent to a current Qu. 

Since is an E. M. F., it is convenient to reckon Jw in ohms, as was 
done before; v is 30 ohms, in air, when it has its greatest value (speed 
of light, 30 earth-quadrants per second) and L is a convenient numeric. 
L=20 is a common value (copper suspended wires); in this case our 
“ resistance ” is 600 ohms. But it is not “ohmic” or “joulic” resist- 
ance ; the current and E. M. F. are perpendicular. “ is the line-integral 
of the electric force across the dielectric from wile to wire, and C is the 
line-integral (+4) of the magnetic force round either wire. The 
electric and magnetic forces are perpendicular, and so are V and C 
regarded as vectors, [i. e., their elements E and H are perpendicular]. 
The product VC is the energy-current; their ratio is the important 
quantity Lv, the impedance. 

In a positive wave V and C are similarly signed, and in a negative 
wave are oppositely signed. Thus, if the electrification be positive, the 
direction of the current is the direction of motion of the wave; whilst 
if it be negative, the current is against the motion of the wave. 

When oppositely travelling waves meet, the resultant V is the sum 
of the two Vs, and the resultant C the sum of the two C’s. 

Thus, if the waves be,so shaped as to fit, then, on coineidence, V is 
doubled and C is annulled. The energy is then all electric. But ifthe 
electrifications be opposite, Vis annulled and C is doubled, on coincidence. 
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The energy is then all magnetic. On emergence, however, the two 
waves are unaltered, save in the attenuation that is always going on. 

The electric energy is 4S]™ per unit length of circuit, and the mag- 
netic energy is }LC-. From this, by (6d) and the second of (2d), we 
see that the electric and magnetic energies are equal in a solitary wave, 
either positive or negative. The dissipativity in the wires is RC, and 
outside them KV, per unit length of circuit. These are also equal, for 
the same reason. 

Should the disturbance be given arbitrarily, i.e, V and C any 
functions of z, the division into the positive wave V, and the negative 
wave V, is effected thus :— 


Vi =3(V + LC), Vi =- LC) (7d) 
Notice that SV VJ = - LCIC, so that the total energy per unit length 
is always 


%%% ¾ᷣ ͤ oo (8d) 
Similarly, the total dissipativity is always 
R (Cr + CP) = KI TF I))))) (9d) 
Similarly the total energy-current is always 
VC EV ] TE E TE (10d) 
since VC, = - VC. 


If, at a given moment, V= V, through unit distance anywhere, with 
no C, this immediately breaks into two equally big waves, one positive, 
the other negative, which at once separate. If initially there be no V, 
but only C, the same is true for the current-waves ; i. e, the result is two 
equal but oppositely signed V waves, which at once separate. 

What happens when disturbances reach the end of the circuit depenas 
upon the nature of the terminal connections there. At present only 
one case—the simplest—will be noticed. Let there be a resistance of 
amount Lv at the distant end B of the circuit. The terminal condition 
is then V= ITC. But this is the property of a positive wave. Hence 
all waves travelling towards B are immediately absorbed on reaching B. 
The electricity is all gobbled up at once, so to speak. Similarly, if 
there be a resistance Lv at the end A (where z=0) it imposes the 
condition V= - Lv, which is the property of a negative wave, so that 
all disturbances on arrival at A are absorbed immediately. Thus, given 
the circuit in any state of electrification and current, without impressed 
force, it is wholly cleared in the time //v at the most, / being the length 
of the circuit. 

Now, let the circuit be short-circuited At A, and have a resistance Lv 
at B. Insert an impressed force e at A momentarily, producing V=e 
through unit distance, say. This will travel towards B at speed v, 
attenuating as it goes, and on arrival at B, what is left will be at once 
absorbed. This being true for every momentary tmpressed force, we 
see that if it be put on at time ¢=0, and kept steadily on thereafter, the 
full solution is 
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from x = O to æ = u, and zero beyond. Thus the steady state at a given 
point is instantly assumed the moment the wave-front reaches it. After 
that, there is still transfer of energy going on there, viz., to supply the 
waste in the part of the wave that has passed the spot under considera- 
tion, and to increase the energy at the front of the wave. The current 
is V/ Lv, as before. Om reaching B, the current is 


Cam Sg Mle n 1 „- . (12d) 


If we let Rl, the resistance of the circuit, be 3,000 ohms, which is 5 
times the before- assumed value of Lv, then the received current is 
e e e 
C= i50 Lv” 90,000 ~ 30 AI aE 88 (13d) 
The attenuation is such that the current is one-thirtieth part of the 
full steady current with perfect insulation. 
The electrostatic time-constant of the circuit is 


or, in our example, five times the time of a journey from A to B. It 
may have any value we please. If we want it to be I second, J must 
be 02 second, and therefore /=6,000 kilometres, which requires R= 5 
ohm per kilom. This is lower than that of any telephone line yet erected. 
But to make the electrostatic time-constant 05 second, with the same 
attenuation, it must be 3,000 kilom. at 1 ohm per kilom. 

If e vary in any manner at A, the current at B is given by (1 2d), in 
which e varies in the same way at a time / later. As there is no dis- 
tortion, it becomes a question of suitable instruments. With proper 
instruments, no doubt the permissible attenuation could be much greater, 
and the circuit much longer. Again, if we raise the insulation we lessen 
the attenuation. We bring on distortion, but a good deal is allowable, 
so that again we can work further. The insulation-resistance should be 
36 megohm per kilom in the 3,000 kilom. example; the product of the 
resistance of any portion of the circuit (wires) into the insulation- 
resistance of the corresponding part is (LY) 2. In the 6,000 kilom. 
example it should be 72 megohm per kilom. But if it be not arbitrary 
waves, but only waves of high frequency that are in question, then we 
may approximate to the distortionless transmission without attending 
to the exactly-required leakage. 


SecTion XLII. SPEED OF THE CURRENT. EFFECT OF RESISTANCE 
AT THE SENDING END OF THE LINE. OSCILLATORY ESTABLISH- 
MENT OF THE STEADY STATE WHEN BOTH ENDS ARE SHORT- 
CIRCUITED. 


Although the speed of the current is not quite so fast as the square of 
the length of the line, yet, on the other hand, it is not quite so slow as 
the inverse-square of the length, as a writer in a contemporary (Eleciri- 
cal Review, June 17, 1887, p. 569) assures us has been proved by recent 
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researches. However, if we strike a sort of mean, not an arithmetic 
mean, nor yet a harmonic mean, but what we may call a scienticulistic 
mean (whatever thait may mean), and make the speed of the current 
altogether independent of the length of the line, we shall probably come 
as near to the truth as the present state of electromagnotic science will 
allow us to go. But, apart from this, there is some à priori evidence to 
be submitted. Is it possible to conceive that the current, when it first 
sets out to go, say, to Edinburgh, knows where it is going, how long 
a journey it has to make, and where it has to stop, so that it can 
adjust its speed (scienticulistic speed) accordingly? Of course not; 
it 18 infinitely more probable that the current has no choice at all in the 
matter, that it gee tee as fast as the laws of Nature, preordained from 
time immemorial, will let it; and if the circuit be so constructed that the 
conditions prevailing are constant, there is every reason to expect that 
the speed will be constant, whether the line be long or short. Q.E.D. 

Now, a great and striking thing about the distortionless system, 
whose elementary properties were discussed in the last Section, is the 
distinct manner in whith it brings the speed of the current into full 
view. Another and very important thing is this. When the leakage 
is not ao adjusted as to remove the distortion altogether, solutions 
become difficult of interpretation, owing to the almost necessary em- 

loyment of Fourier or other transcendental series to express results. 

ut by a proper adjustment of the leakage so as to abolish the tailing, 
which is the cause of the mathematical difficulties, we are enabled to 
follow with ease the whole course of events, say, in the setting up of 
the final state, due to a steady impressed force, without laborious cal- 
culations. And, although the state of things supposed to exist in the 
distortionless system is rather an ideal one, yet it allows us to obtain a 
very fair idea of what happens when there is distortion, e.g., in the 
oscillatory establishment of the steady state in a well-insulated circuit. 

When we speak of a charge travelling along a wire at speed 9, it 
should be always remembered what this implies. There are two con- 
ductors; parallel to one another, and the positive charge on the one is 
accompanied by its complementary negative charge on the other (correc- 
tions due to parallel wires, etc., are ignored here). The two charges 
move together. More comprehensively, the whole electromagnetic field, 
of which the charges are a feature only, is moving along at speed v, in 
the space between the wires, into which it also penetrates to a greater 
or less extent. In the distortionless system this penetration is assumed 
to be perfect and instantaneous, so that the resistance and the inductance 
are strictly constants; and, by the ratio R/L being made equal to K/S, 
we make any isolated disturbance travel on without spreading out behind. 
In travelling it attenuates by loss of energy in the conductors and by 
leakage in such a way that if it attenuate from 1,000 to 900 in the first 50 
kilometres, it will attenuate to 810 in the second, to 729 in the third, 
and so on; multiplying by 9/10 in every 50 kilometres. 

In the last Section was considered the urfiquely simple case of a short- 
circuit af A, the beginning of the circuit, where any impressed force is 
placed, sending any-shaped waves into the circuit, travelling undistorted, 
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with uniform attenuation, and completely absorbed on arrival at the 
distant end B by a terminal resistance of amount Lo. Of course this 
complete absorption at B of all waves arriving there is independent: of 
the nature of the terminal arrangements at A. But these will materially 
influence the magnitude of the waves leaving A. Keeping at present 
entirely to simple cases, if we insert a resistance Lu at A we can make a 
safe guess that the current will be just halved, because when there is a 
short-circuit there, the line itself behaves just as if it were a resistance 
Lv. That is, the current at A is then e/ Lv, however e may vary, pro- 
vided there be a resistance Lv at B; or, which is equivalent, the circuit 
be continued indefinitely beyond B unchanged in its properties. This 
guess may be easily justified. That the current is zero when we insulate, 
or insert an infinite resistance at A, is also evident. In general, the 
insertion of a resistance FR, at A causes the potential-difference V, there, 
due to an impressed force e, to be 


V e L( B L Lv), . . (15d) 


and the current to match to be V,/Zv. The transmission to the distant 
end, and the attenuation are as before. 

But if the place of e be shifted along the circuit from A, interferences 
will result whenever the resistance at A has not the value Zv. Imagine 
e to be at distance z, from A. When put on, the result is to send a 
positive wave ge to the right, and a negative wave - ze to the left, both 
travelling at speed v, and attenuating similarly. Thus the circuit 
behaves towards e as a resistance 2 Lv, half to the right, half to the 
left. Now, when the negative wave arrives at A, if there be a resistance 
Lv there to absorb it, there will be no interference with the positive 
wave, which will go on to B and be absorbed there. The current at B 


will therefore be 
Cea he dye easier aces causiieys (16d) 


the value of e to be taken at a given moment being that at 21, at the 
time ((- 21) / v earlier. But if there be a resistance at A of any other 
amount than Lz, there will be a reflected wave from A, which will run 
after the original positive wave, and so make every signal at B have a 
double or familiar following it after an interval of time 2z,/v, which is 
that required to go from 1 to A, and back again. Now the closer the 
seat of e is shifted towards A, the more closely will the familiar follow the 
original positive wave; and when e is at A itself, they will be coincident 
in front. Now, the current at A corresponding to (16d) is 
BA GED q bo EE S (17d) 
and (as will be explained in the Section on Reflections) the reflected 
wave is got by multiplying by p, where 
Po = (Bo — Lv) (Ry HIL ii t (18d) 
Now make z, =0, and we shall verify (15d), and, by the union of the 
positive and the reflected (also positive) wave, show that V at x at time 
due to e f(t), any function of t, at A, is 
V= f(t - a/v) x LR + Lo) iR n nesen (19d) 
and the current there is V/ Lo. 
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The most simple case after these of complete absorption at B, with 
complete absorption, or short-circuit, or any resistance at A, is perhaps 
that in which we short-circuit at both A and B. Ifa charge be then 
moving towards B, it is wholly reflected with reversal of electrification. 
We must have V=0 at B, and this requires every disturbance arriving 
at B to be at once reversed and sent back again. The same thing hap- 

ns at the short-circuit at A. Perhaps, however, the easiest way to 

ollow events is to imagine the two charges, positive and negative, which 

always travel together, to pass through one another when they come to 
the short-circuit, so as tò exchange wires. Thus one charge goes round 
and round the circuit one way, whilst the other, just opposite, goes 
round and round the other way. There is the usual attenuation. On 
this view of the matter, we may imagine the effect of a terminal resist- 
ance Ly to be simply to bring the charges to rest against friction. It 
need scarcely be said, however, that the day has gone by for any such 
fanciful explanation to be taken seriously. 

Since the current in a negative wave (from B to A) is of the opposite 
sign to the electrification, there is no reversal of current by reflection at 
a short-circuit. As, therefore, the reflected wave is to be superimposed 
upon the incident wave, we see that the current is doubled at B from 
what it would be were the circuit to be continued beyond B, or the 
critical resistance Lv were inserted in place of the continuation. 

The process of setting up the permanent state due to a steady e at A 
is now this :— First the positive wave 


7 8 (20d) 


if x Kut, which would be the complete solution were there no reflection 
at B. Now B is reached by V, in the time %, and the value of V, at B 
just on arrival is ep, if p =, which is the attenuation in the circuit. 
The reflected wave V, now begins. This is 


. eg. cl pisirin (21d) 


which travels towards A at speed v. In the meantime the first wave F} 
is still going on, for the battery at A does not know what is going on at 
B. Thus, from ¢=//v to ¢=21/v, the state of the circuit is given by the 
sum of V, and V, so far as V, has reached, and by J alone in the rest. 


2 ; 
On arrival of V, at A it is attenuated to - ep’, and reflection then pro- 


duces a positive wave 
WW A (22d) 


which is a copy of V,, only smaller to the extent produced by the 
multiplication by p?. This wave reaches B when t = 3//v, and then there 
commences the reflected wave, V, given by 


Ui eh aa. atin ade: (23d) 


going from B to A. This is a copy of V, And so on. Thus we have 
an infinite series of reflected waves, coming into existence one after the 
other ; the state àt any moment is expressed by the sum of the waves 
already existent; the final state is the sum of them all. Since the sizes 
of the positive waves form a geometrical series, and also those of the 


132 KLECTRICAL PAPERS. 
negative waves, they are easily summed. The positive waves V,, V3, 


etc., come to l 
1000 N (24d) 

and the negative come to 
/// eee ree (25d) 
eo that the sum of (24d) and (25d) expresses the final 7 of the circuit. 
And, since the current is got by dividing by Lo in a positive wave and 
by - Iv in a negative, the final current is the excess of (24d) over (25d), 
divided by Zv. Notice that whilst it is a process of settling down to 
the final state of electrification, it is a process of rising up to the final 
state of current. More strictly, whilst the potential-difference at any 
spot oscillates about its final value, being alternately above and below 
it, the excursions getting smaller and smaller as time goes on, the 
current-increments are all positive, though they get smaller and smaller. 
Now if the time //v of a journey be exceedingly small, so that there may 
be thousands of journeys performed in getting up to say 99 per cent. of 
the final current, the current will appear to rise continuously, and the 
potential-difference to have its final value from the first moment, which 
is in reality its mean value during the oscillatory period. This is the 
explanation I have before given of how it comes about that there is no 
sign of oscillation in any purely electromagnetic formule, such as are 
universally employed when such short circuits are in question that the 
current seems to have the same strength (when no leakage) everywhere. 
It is really rising by little jumps, and differently timed at different 
places, but the jumps are too small to be perceived, and too rapidly 
executed. And the electrification at any spot is really (unless the 
vibrations are specially checked) vibrating about its mean value, which 
is its final value, though this mean value is assumed (in electromagnetic 
formulss) to be the actual value. But if the resistance in circuit be 
great, so that the final current is small, we have an oscillatory settling 

own of the current, instead of a rise. 

The solution (24d), (25d) is what we may at once get by considering 
the differential equation of the steady state and its solution to satisfy 
the terminal conditions. But our solution gives us the whole history 
of the establishment of this final state, and dowa us to readily follow 
the oscillatory phenomenon into minute detail. When there is distor- 
tion there is difference in detail, which is then difficult to follow; but 
there is no substantial difference in the general results. We cannot 
make or break a circuit without a similar action in general. But we 
cannot expect to be able to formularise the results simply when the 
circuit is of an irregular type, e.g., a laboratory circuit. 


SecTion XLIII. REFLECTION DUE TO ANY TERMINAL RESISTANCE, 
AND ESTABLISHMENT OF THE STEADY STATE. INSULATION. 
RESERVATIONAL REMARKS. EFFECT OF VARYING THE IN- 
DUCTANCE. MAXIMUM CURRENT. 


If there be a resistance Ri at the end B of a distortionless circuit, its 
presence imposes the condition V= R C at B permanently. If, then, 
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there be a wave travelling towards B, we find the nature of the reflected 
wave from B by applying the above terminal condition to the actual V 
and C, which are the sum of J, V, the potential-differences in corre- 
sponding portions of the incident and reflected waves, and of Ci, Cs the 
currents in these portions. Thus we have 


V = LC, Vit V=. V= RC, 
.= LC, C,+ C= C, 
to represent the full connections. From these we find 
7% N= (R - Ly) R i+ LV) =p say, ...... (26d) 


giving the reflected in terms of the incident wave. This ratio is posi- 
tive if R, be greater, and negative if it be less than the critical Zv. In 
the former case there is reversal of current, in the latter of electrifica- 
tion, produced by the reflection. The three most striking cases are 
when RI - O, œ, or Lv, i. e. short-circuit, insulation, and the critical 
resistance of complete absorption, making p,= l, +1, or zero. There 
is partial absorption and loss of energy whenever A, is finite, but none 
whatever in the two extreme cases. The loss of energy is accounted 
for by the Joule-heat in the terminal resistance. 
In a similar manner, if there be a resistance R, at the near end A, 
the transforming factor is 
Py = (Ry — Lv)(Ry + Lv) ll ... . (27d) 


If there be given an isolated charge moving towards B at a certain 
time, it will, after reflection at B, be replaced by another charge moving 
towards A, which may be of the same or of the opposite kind, according 
as the reflecting resistance is greater or less than the critical. On 
arrival at A it is transformed into a third charge moving towards B, 
and so on. There is the usual attenuation p in each journey, where 
o =. If there be complete insulation at both ends, there is no 
other attenuation than this due to the circuit; and, similarly, if the 
ends be short-circuited , but in all other cases it has to be remembered 
that the act of reflection attenuates, besides causing a reversal of either 
the electrification or the current. 

The complete history of the establishment of the steady state due to 
a steady impressed force at A is now expressible in terms of the three 
constants p, p, and pi; with, of course, z the distance, f the time, and 
e the impressed force. There is first the positive wave 


V Re = per, aia aiita (28d) 
due, as mentioned in the last Section, to the union of the initial posi- 
tive wave of half strength and of the positive wave which is the re- 
flection of the initial negative wave of half strength, which latter is 
rendered visible by shifting the seat of e towards B. The solution 
(8a) applies to all values of æ less than vt, which is the extreme 

istance reached by the wave at time f after starting. On arrival at B 
we have to introduce the transforming factor p,, above defined. The 
reflected wave is therefore 


V= ell — 00 Dp. PP, noes ccc cceccn eee aes (29d) 
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which is to be superimposed on the former wave to obtain the real 
state during the second journey, from Bto A. The region over which 
V, extends grows at a uniform rate with the time, from B to A. On 
arrival of V, at A we must introduce the transforming factor p) to 
obtain the third wave, which is 


Vy = Fell — py)p?pypy E ...... . (30d) 


This reaches B at time ¢=3//1, when the fourth wave commences, 
which is to be found by introducing the transforming factor pi; thus 


V= gell - popipipo . VH (31d) 


It is unnecessary to proceed further, as it would only produce repeti 
tions. The positive waves JI, V,, etc., have the common ratio p*p,pp, 
and are otherwise similar. Their sum is therefore 


gell — 00 (1 — 2% % ũ .. (32d) 
Similarly the sum of the negative waves is 
hell — 0) % 1(1 — 7%) !. % ee eee eee (33d) 


The final state of V is therefore expressed by the sum of (32d) and 
(33d). In all the positive waves the current is from A to B, and in the 
negative from B to A; hence the excess of (32d) over (33d), divided by 
Lv, expresses the final state of current. 

The solution of the above problem by means of Fourier-series is 
extremely difficult. It expresses the whole history of the variable 
period by a single formula. But this exceedingly remarkable property 
of compreliensiveness, which is also possessed by an infinite number of 
other kinds of series, has its disadvantages. The analysis of the for- 
mula into its finite representatives, so that during one period of time 
it shall represent (28d), then in another period represent the sum of 
(28d) and (29d), and so on, ad inf., is trying work. And the getting 
of the formula itself is not child’s play. Considering this, and also the 
fact that a large number of other cases besides the above can be fully 
solved by common algebra (with a little common-sense added), the 
importance of a full study of the distortionless system will, I think, be 
readily admitted by all who are dissatisfied with official views on the 
subject of the speed of the current. The important thing is to let in 
the daylight on a subject which it was difficult to believe could ever be 
freed from mathematical complications. 

There is a rather important remark to be made concerning the two 
extremes, Ii = O and 11 , at the end of the line, in the above 
solution. Although described as short-circuiting and insulation, they 
do not really represent the state of things existent when we actually 
terminate a long circuit of two parallel wires by a thick cross-wire (the 
short-circuit) or leave the ends disconnected in the air. Every theory 
that ever was made is more or less a paper theory ; we must simplify 
the real cunditions to make a theory workable. Now a theory may 
very closely represent reality (when pursued into numerical detail) 
through a wide range, and yet go quite wrong at extremes. The 
justification for making the constants of the circuit independent of its 
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length is that the length is an enormous multiple of the distance 
between the wires. But if we terminate the circuit somewhere, it is no 
longer true that the permittance and the inductance per unit length 
are constants, near and at the termination. The theory, to be correct, 
must wholly change its nature, as may be seen at once on thinking of 
the changed nature of the electromagnetic field as the termination is 
reached. Now our theory says that when the circuit is insulated at B, 
every charge arriving there is at once sent back again unchanged ; and 
that during the period of reflection, the potential-difference is doubled 
and the current annulled. The doubling of the potential-difference is 
obviously due to there being a double charge with the same assumed 
permittance. But the permittance is not the same, nor auything like 
the same, at the termination as it is far away from it. The theory 
therefore wholly fails to represent the case of insulation, so far as the 
potential-difference at the termination is concerned, though there does 
not seem to be any reason to suppose that this will affect matters else- 
where ; for when the reflected wave gets away from the termination, 
the old state of things is restored. There is a similar want of corre- 
spondence between the theory and reality when we make a real short- 
circuit, which we have supposed to be represented by Ri = 0. 

Now the question may suggest itself: Since this failure is due to the 
assumption that the permittance and inductance continue constants 
right up to the termination, and this assumption being made in all 
cases, may there not also be a failure when A, is finite? The followin 
reasoning will show that this is not to be expected. For if the 1 
resistance (although it may be small) be equal to that of a considerable 
length of the circuit, the influence of this resistance on the course of 
events must be much greater than that due to the changed nature of 
the circuit near its end. We therefore swamp the terminal corrections, 
which become so important themselves when the terminal resistance is 
quite negligible. 

The general principle that may be recognised is this. If the transfer 
of energy between the circuit and the terminal apparatus (of any kind) 
be of sensible amount, we may wholly disregard the fact that the circuit 
changes its nature as the termination is approached. But should it be 
insensible, then we fail to represent matters correctly at and near the 
termination. 

Again, if the ends of the circuit, supposed insulated, be brought 
sufficiently close together, there may be a spark or disruptive discharge 
there when a charge arrives, involving a loss of energy and attenuation. 
It is scarcely necessary to remark that effects of this kind have no place 
in the theory. 

In the same connection it may be remarked that when we are 
following the history of an isolated charge, which may, in the theory, 
be confined to the shortest piece of the circuit imaginable, we should 
really spread it over a length which is several times as big as the 
distance between the two wires. This is to make the element of length 
have the same properties as a great length. Similar assumptions are 
made (though seldom, if ever, mentioned) in most theories in mathe- 
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matical physics. An element of volume, for instance, must be large 
enough to contain such an immense number of molecules as to impart 
to it the properties of the mass. 

Returning now to the study of the properties of the circuit, let us 
examine the effect of varying the constants. For simplicity, insert the 
critical resistance at B, and let there be none at A, where the impressed 
force is. The current at B is then 

C= (e / Lv) . = (RE oi (34d) 
if y= H/ Lu. The value of e to be taken in the formula at a given 
moment should be that at A at the time / earlier. Now, with the 
resistance of the circuit kept constant, vary y to make the current a 
maximum. We require y=1, or the critical resistance should equal 
the resistance of the circuit (without leakage). It then also equals the 
insulation- resistance (KI) I. If the resistance at A be any constant 
multiple of Lv, we shall have the same property y=1 to get maximum 
current. (But should the resistance at A be kept constant, we shall 
have (0H / RI) = l, which it is unnecessary to discuss.) The re- 
ceived current is therefore 

. (35d) 


when no resistance at A; and if there be resistance of amount zLv, we 
must divide the right side of (35d) by (1 +2) to obtain the current at B. 
Thus the result is the same as if the circuit were a mere resistance 
whose value is a small multiple of the true resistance, with abolition of 
the leakage, permittance, and inductance, but with a retardation of 
amount /. This is not the electrostatic retardation, of course; it 
merely means the interval of time that elapsea between sending and 
receiving, whereas electrostatic retardation, as formerly understood, is 

uite another thing. Neither is it the speed of the current; that is v. 
But singularly enough, the value of the electrostatic time-constant RSI? 
is now //v itself, proportional to the first power of the length, and 
inversely proportional to the speed of the current. 

Example. 1,200 kilometres at 2 ohms per kilom. Zv should be 
2,400. If it be an air-circuit, of copper, with v practically = 30 ohms 
(the formule for permittance, inductance, etc., will be given later), we 
require L=80. This is much too great. The inductance must be 
artificially increased, if we are to have so little attenuation as above on 
a circuit of that length. Or the resistance may be reduced. If 1 ohm 
per kilom., L= 40 is wanted. If 4 ohm per kilom, L = 20. 

The shorter the circuit, the smaller is the value of L needed to get 
the maximum current; and the longer the circuit, the greater L should 
be. If Z could be made large enough, without altering the resistance, 
the circuit could be of any length we pleased. The lower the resistance 
of the circuit, the less leakage is needed to prevent distortion, and the 
less attenuation there is. The higher the resistance, the more leakage 
is needed, and the greater is the attenuation. We see, by inspection of 
(34d), that without varying either the resistance or the permittance, 
but solely by increasing L (remembering that [v=(L/S)i), we could 
make Atlantic fast-speed telegraphy possible, with little attenuation 
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and distortion. But the speed of the current would be very low. 
This I shall return to in connection with the sinusoidal solution. 


Secrion XLIV. ANY NuMBER OF DISTORTIONLESS CIRCUITS 
RADIATING FROM A CENTRE, OPERATED UPON SIMULTANEOUSLY. 
EFFECT OF INTERMEDIATE RESISTANCE: TRANSMITTED AND 
REFLECTED WAVES. EFFECT OF A CONTINUOUS DISTRIBUTION 
OF RESISTANCE. PERFECTLY INSULATED CIRCUIT OF NO RE- 
SISTANCE. GENESIS AND DEVELOPMENT OF A TAIL DUE TO 
RESISTANCE. EQUATION OF A TAIL IN A PERFECTLY INSULATED 
CIRCUIT. 


If the ends of the two conductors of a distortionless circuit at its 
termination at A be caused to have a difference of potential %, vary- 
ing in any manner with the time, and if there be an absorbing resistance 
inserted at the other termination B, we know that the impedance of 
the circuit to V, is Lv, a constant, at every moment, so that the 
current there is V,/Lv. We also know how the potential-difference 
and current are transmitted, attenuating to V,p and // Ly on arrival 
at B. 

If there be a second distortionless circuit starting from A, and we 
simultaneously maintain the same difference of potential V, on it, we 
know what happens on it, viz., as above described, merely changing, if 
necessary, the values of p and Lv. That is, if the circuit be not of the 
same type as the first one, and of the same length, we require to use 
different values of p and Lv. 

This obviously leads to the working of any number of distortionless 
circuits in parallel by a common impressed force at A. Call the wires 
of a circuit the right and the left wires, merely for distinction. Join 
all the right wires to one terminal A,, and all the left wires to another, 
A, and then maintain a difference of potential V, between A, and A, 
Then, provided every circuit has its proper absorbing resistance at the 
distant end, we know what happens. The reciprocal of the sum of the 
reciprocals of the impedances of the various circuits is the effective 
impedance to V,. Next, V, divided by the effective impedance (say J) 
is the total current. Finally the total current divides amongst the 
circuits in the inverse ratio of their impedances. The current at the 
distant end B of any circuit is the curreat entering it at A at the time 
/ earlier, multiplied by the attenuation-factor p of the circuit. I do 
not write out the equations, as the description is fully equivalent. 

In order that / should be strictly proportional to an impressed 
force e in the branch joining the two common terminals A,, A, of the 
circuits, it is necessary that it should be a mere resistance, which may 
have any value Let it be R%; then, R, added to the previous effective 
impedance to , is the impedance to e; so that the total current is 
e/(R, +I), and the value of V, is e//(Ry+J). In practice, it is not 
possible to fully realise this simplicity. Suppose, for instance, the 
secondary of the transformer, in the circuit of whose primary a micro- 
phone is placed, is joined across the common terminals of the circuits. 
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Even if the circuits be distortionless, we see that there must be terminal 
distortion, or V, will not vary as it should for the accurate transmission 
of speech. There are several causes of distortion here. At the distant 
end, one cause of further distortion will be the inductance of the re- 
ceiving telephone, and an additional and very important one will be 
the mechanical troubles that will prevent the disc from copying 
accurately, in its motion, the magnetic-force variations. 

After this example of a complex arrangement of circuits admitting of 
simple treatment, let us return to a single circuit. Examine the effect 
of inserting any resistance r intermediately. This should be put half 
in each wire, if the circuit consist of a pair of equal wires, to prevent 
interferences. Let there be a wave travelling from left to right to- 
wards r. Let Vi, Vy, V, be the potential-differences in corresponding 
portions of the incident, reflected, and transmitted waves, so that, at a 
certain moment, they are coincident, viz. at r itself, where let V be the 
actual potential-difference on the left side of r. Then we have 


Yi Idi, V= Loc, F= 8 ene (36d) 
Vt P= V =r + Vi, C,+C,=C,. 
These are the full connections. From them, 
y. T J. 2? Iw 
AETI a S N (37d) 
Particularly notice that 2 
Pi Var ge inani e . . (38d) 


as this is an important property. Every element of electrification in the 
incident wave arriving at the resistance is split into two (without any 
loss), one part eV, (in terms of potential-difference) is transmitted, the 
remainder is reflected. 
As we have, by (37d), | 
PS 2G =T cic eees atte ade oe (39d) 


we see that if | per cent. of the incident wave be reflected, and 99 per 
cent. transmitted, we require r Lu. If 10 per cent. be reflected and 
90 per cent. transmitted, then r={Lv. There is no transmitted wave 
if r be infinite. Half is transmitted and half reflected when r= 2Lw. 
There is always a loss of energy by this division of the charge, which 
is accounted for by the Joule-heat in the resistance. This is rC? per 
second; and since a wave of unit length takes vc! second to pass, 
rC?/v is the loss of energy per unit length of the incident wave, which 
loss, if added to the sum of the energies in the reflected and trans- 
mitted waves, makes up the energy per unit length in the incident. 
Another expression for the loss of energy is given by 
rC? 4 y?r 
„ (40d) 
There is the greatest possible loss of energy when r=2Lv, making 
o=4, and the loss = 38 Jr. That is, when the intermediate resistance 
is twice the critical, and the incident wave is consequently half trans- 
mit ted, half reflected, then half the energy is wasted in the resistance. 
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As the resistance is further increased, the transmitted wave gets 
smaller, and when it is infinite, we fall back upon the case already 
5 of total reflection without reversal of electrification or loss 
of energy. 

If we have the absorbing resistance at A and at B, and any resistance 
r at an intermediate point C, we have a very simple result when any 
waves are sent from A to B, or from B to A. Suppose e acts at A, and 
that p,, p, are the attenuations in the two sections AC and CB. Then 
V =e at A becomes i = ei on arriving at C. The reflected wave is 
pa ep (1 - o), where o is given by (37d). On arrival (multiplied by pi) 
at A it is absorbed, so there is an end of it. The transmitted wave 
at C is V,=¢p,c, which attenuates to V,=¢p,cp,=eop on arrival at B, 
where it is absorbed. The last equation therefore gives the potential- 
difference at B in terms of that at A at the time //v earlier. In the 
first section of the circuit V is the sum of two oppositely travelling 
waves, and the current is their difference divided by IL; but in the 
second section there is but one wave. 

We are also able to solve by algebra alone the following problem. 
Given a distortionless circuit with any terminal resistances and any 
intermediate resistances at different places, find the effect due to a 
steady impressed force inserted anywhere in the circuit (half in each 
wire, pointing oppositely in space, to avoid interferences). For we 
have the circuit divided into sections, for each of which the attenuation 
is known (i. e., p, w in a section of length z,); we also know the 
transforming factors of the terminal resistances (p, and p, of the last 
Section); and we also now know the factors o and 1-o for any 
intermediate resistance, by which we express how a wave divides there. 
So, starting when e is first put on, with the initial waves $e to the 
right, and - ze to the left, we can follow the whole course of events 
until we arrive (asymptotically) at the steady state. But it is no part 
of my intention to enter into the details, as nothing new would be 
contained therein. | 

But the effect of a great number of equal intermediate resistances 
equidistantly situated is of importance. Let p, be the attenuation due 
to the circuit between two consecutive resistances, and o the attenuation 
due to each resistance, that is, the attenuation of the transmitted wave. 
Let an isolated disturbance go from A to B. If it be initially V, it 
becomes V po one section further on, Vi)? after another section is 
passed, and so on, becoming Vor after passing n sections. If these 
n sections make up the whole circuit, then př =p, the attenuation in 
the circuit due to itself only, as before, so that in passing through the 
circuit, V, is attenuated to /p. 

Now let the sum of the inserted resistances be nr= R, Increase n 
indefinitely, whilst reducing r in the same ratio, thus keeping R, con- 
stant. In the limit the resistance Ai becomes uniformly distributed in 
the circuit, and the attenuation due to it becomes, by (37d), 


o=(1+2,/2Lun)-", with. n=, l 
SJ ³ĩWA d (41d) 
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Observe the presence of the 2. From this we may conclude certainly 
(as will be shown later), that if this uniformly distributed resistance Fy 
in addition to the original Rl, be accompanied by uniformly distribute 
leakage-conductance of total amount Ki, such that R,/L= A/S, the 
attenuation due to both Ai and Ki together is expressed by the square 
of (41d). For what we do is to make the circuit distortiouless again, 
by the additional leakage to compensate the additional resistance of the 
wires. 

But the simplest way of viewing the matter is to start with a 
perfectly insulated circuit of no resistance. This is a distortionless 
circuit, of course, since it obeys the law R/L K /S. The only difference 
from a real distortionless circuit is that there is no attenuation at all. 
All the preceding results therefore apply, remembering that p=1, or 
any waves are transmitted, not merely undistorted, but also unattenu- 
ated. They are, in fact, purely plane waves of light (very long waves 

ractically) travelling through a perfectly non-conducting dielectric. 

hey are merely guided through space in a defintte manner by the 
conductors, imagined to have no resistance, so that, to use a very gross 
simile, the electricity slips along like greased lightning. There is no 
penetration of the electromagnetic field into the conductors, but purely 
surface-conduction, where we may use the word in a popular sense 
(conduct =to lead). Some curious consequences of the absence of re- 
sistance I will notice later; at present I may observe that owing to 
the relative simplicity 5 by the absence of attenuation, the 
imaginary circuit of no resistance is useful for investigating the effect 
of inserting resistances, bridges, etc., and the action of a real distortion- 
less circuit itself. 

Thus, imagine an isolated charge moving from leſt to right in the 
circuit of no resistance. Introduce anywhere a resistance r; this will 
cause an attenuation from 1 to o in passing the resistance (equation 
(37d)), and the remainder 1 — ø will be reflected back. Next let there 
be a great number of equidistant small equal resistances ; every one of 
these will attenuate in the ratio 1:0, and throw back the fraction 
1-0. The result is that the original isolated charge, as it travels 
along, becomes a nucleus with a long slender tail behind it; the nucleus 
travelling forward at speed v and attenuating in the manner described ; 
the tail stretching out the other way at speed v. If these isolated 
resistances be packed together very closely, and be each very small, we 
approximate to the effect of continuously distributed resistance, that is, 
the resistance of the wires in a real circuit. In the limit, the result is, 
by (41d), that the nucleus, if originally represented by V,a, that is, 
the potential-difference / through the very small distance a, with 
current to match, viz., Vtv through the same distance a, and there- 
fore moving entirely to the right at that particular moment, becomes 
attenuated to 


A d aad A . (42d) 


in the time ¢=2/v, during which it has moved through the distance æ to 
the right, if the resistance per unit length be R. 
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_ Since there is here no leakage, the rest of the original charge must be 
in the tail. The amount of electricity in the tail is therefore 


C/ A (43d) 


when the circuit is perfectly insulated. The sa it of the tail is 2z, 
half being to the right and half to the left of the position of the 
original isolated charge, it being of course supposed that neither the 
head nor the tail has suffered any extraneous operations, as terminal 
reflections, etc. 

In a similar manner, if initially the isolated charge SV be without 
current, so that it would, were there no resistance, at once divide into 

ual halves, travelling in opposite directions without attenuation, 
what will really happen will be an immediate splitting into halves and 
separation of two nuclei, travelling in opposite directions at speed », 
attenuating as they progress according to (42d), and joined by a band, 
— = of the two tails superimposed. The equation of this double- 
tail is 

ieee. UE dyd Reen) 

V=} a.e L 4 Te- ve, , .. (44d) 
in a finite form (as usually understood, by a convention that a solution 
in terms of a sine or J, function, etc., is in a finite form, though it is 
really an infinite series), true from z= — vt to z= + vt, it being supposed 
that the origin of z was the original position of the charge. At the 
ends of this tail ths two nuclei, each represented by 


Ie jW. . (45d) 


pat the very small distance a, must be placed, to make up the 
complete solution. I shall later illustrate this graphically, and also 
explain the other kind of tail. 


SECTION XLV. EFFECT oF A SINGLE CONDUCTING BRIDGE ON AN 
ISOLATED WAVE. CONSERVATION OF CURRENT AT THE BRIDGE. 
Maximum Loss oF ENERGY IN BRIDGE-COIL, WITH MAXIMUM 
MAGNETIC Force. EFFECT OF ANY NUMBER OF BRIDGES, AND 
OF UNIFORMLY DISTRIBUTED LEAKAGE THE NEGATIVE TAIL 
THE PROPERTY OF THE PERSISTENCE OF MOMENTUM. 


Let a distortionless circuit be bridged across anywhere by a wire 
whose conductance is 4 and let us examine its effect on a wave i 
along the circuit. In the first place, we may remark that we have 
already solved one bridge-problem, viz., the result due to an impressed 
force in the bridge itself, this being made a special case of the first part 
of the last Section, by limiting the number of radial circuits to two o. 
the same type. 

Now let Ji, V,, and J, be the potential-differences in corresponding 
arts of an incident, reflected, and transmitted wave; V, going from 
eft to right on the left side of the bridge, V, from right to left on the 

same side, and V, from left to right on the further side of the bridge. 
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At a certain moment these are coincident, viz., at the bridge itself. 
Then, by the properties of positive and negative waves and elementary 
principles, we have the following full connections :— 


Vi = Le, Vi= LC, V, = Lely 
VV Ve, C, + C,=C, + kV \ e (46d) 
From these we find 
VC. k V, C 2Sv 
DADAR FO, V O b+ 250 . (47d) 
Particularly notice that 
C=C EG yino a T (48d) 


which, though extremely simple, is not by any means obvious at first 
sight, whilst it is an extremely important property. It is an example 
of the persistence of momentum ; though this may not be immediately 
recognised, it will be made plain enough later on. 

These equations should be compared with (36d), (37d), the corre- 
sponding ones relating to the effect of a resistance r inserted in the 
circuit. We see that this resistance is replaced by the conductance of 
the bridge, that L becomes S, and that F and C change places in the 
expressions for the ratios of the transmitted and reflected waves to the 
incident. 

If we fix our attention upon the current, we see that every element 
of current, when it arrives at the bridge, is split into two, in the ratio 
of k to 25v, or of } Lv to k~}, half the critical resistance to the resistance 
of the bridge. The first part is reflected, increasing the current on the 
left side, and lowering the potential-difference ; whilst the other part is 
transmitted. The electrification in the reflected wave is negative, if 
that in the incident wave be positive; and conversely. 

It may be as well here to remind the reader that from left to right is 
the arbitrarily assumed positive direction along the circuit, which is 
the direction of motion of a positive wave (therefore so-called); whilst 
a negative wave goes from right to left. Also, that the sign of the 
current, whether positive or negative, is a quite different thing. That 
is, the current in a positive wave may be negative, and the current ina 
negative wave may be positive, or the reverse. What is a possible 
source of some preliminary confusion is the fact that the vector we term 
the current, aud the vector direction of motion of a wave, are in the 
same straight line, one way or the other. These connections are all 
summed up in /i TLC, the property of a positive, and V,= -C, 
the property of a negative wave. If the first of these relations be true, 
the wave must move from left to right, whether V and C be both 
positive or both negative; whilst if the second be true, the wave must 
move from right. to left. I can also recommend the reader to take the 
advice before given to fix his attention upon the electromagnetic field 
which is implied by a stated V and a stated C, viz., a field of electric 
displacement across the dielectric from one conductor to the other, and 
a field of magnetic induction round the conductors. A very useful 
purpose may perhaps be served by a careful study of the properties of 
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the distortionless circuit, viz., to assist in abolishing the time-honoured 
but (in my opinion) essentially vicious practice of associating the 
electric current in a wire with the motion through the wire of a hypo- 
thetical quasi-substance, which is a pure invention that may well be 
dispensed with. 

Returning to the effect of a bridge, notice that by the union of (48d) 
with the last of (46d), we produce 


20 1 A PEE (49d) 


That is, the current in the bridge equals twice the current in the 
reflected wave. The corresponding property when it is a resistance r 
inserted in the circuit that is in question is, by (36d), (37d), 


A a E E (50d) 


that is, the fall of potential through the resistance equals twice the 
difference of potential of the reflected wave. 

If the bridge have no resistance, making a short-circuit (subject to 
reservations that need not be repeated), there is no transmitted wave. 
In fact, the case becomes identical with that of a terminal short-circuit, 
producing total reflection with reversal of electrification. If, on the 
other hand, the bridge have no conductance, it does nothing. If the 
conductance of the bridge be 287, or its resistance be J Lu, the trans- 
mitted wave is half the incident, or the attenuation due to the bridge 
is $. Then, by superimposition, the current on the left side is increased 
in the ratio 2 to 3, and is therefore made three times the transmitted 
current. 

The current in the bridge being kV, and the corresponding heat 
per second divided by v being the heat due to the bridge per aut length 
of the incident wave, this amounts to 


kV3/v=4S°V hy] (b+ 286% % (51d) 


by (47d). If k be variable, we make the quantity in question a maxi- 
mum when k=2Sy, which is the above case of attenuation 4. The 
heat in the bridge per unit length of the incident wave is then 4SV3}, 
which is half its energy; the other half is equally divided between the 
transmitted and reflected waves. 

If this bridge-wire be a coil of a given size and shape, the variation 
of k implies a variation of the thickness of the wire and of the number 
of turns. Whence, in a well-known manner, the magnetic force of the 
coil varies as the current in it and as the square root of its resistance; 
in another form, the square of the magnetic force varies as the product 
of the resistance of the coil into the square of the current, that is, as 
the heat per second. Hence, by what has just been said, the magnetic 
force is also a maximum when the resistance of the coil is 4Zv. Notice 
that this is the impedance of the circuit as viewed from the coil itself. 
A correction is required for the inductance of the coil. It ought not, 
however, to be a very large correction, if it be a telephone that is in 
question, and of a really good type, having the smallest possible time- 
constant consistent with other necessary conditions. We require thie 
magnetic force to be a maximum (i. e., due to the current coming from 
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the circuit) to make the stress-variations the bogs possible, and act 
most strongly on the disc. [See “Theory of Telephone, Art. XXXVI., 

vol. II.] Allowing for the inductance of the coil, if the ourrents be 
sinusoidal, we require equality of its impedance to, that external to it, 
which is the general law. 

Now let there be any number of bridges at different parts of the 
circuit, and let the ratio V,/V, of a transmitted to an incident wave be 
denoted by s, its value being given by (47d), separately for each bridge. 
Let also pl, po, etc., be the attenuations due to the circuit in the different 
sections into which it is divided by the bridges, and start with an 
isolated positive wave V, at A, the beginning of the first section. On 
arrival at the first bridge, it has attenuated to V,p,. What passes the 
bridge (not what crosses it) is V,p,s,, which attenuates to V,p,p,s, on 
arrival at the second bridge. ‘Then there is another sudden attenuation, 
to V,p,p_3,5 followed by a gradual attenuation in the third section, to 
V 1p PoPs5y8q ; and so on, to the end of the circuit, at B. The disturbance 
is then attenuated to V,p3,3,...5,; where p is the product of all the 
former p’s, or the attenuation due to the circuit from A to B, and s, is 
the last 3, belonging to the bridge next to B. If the absorbing resistance 
Lv be put at B, it will at once absorb the wave just described; but 
after that there will come dribbling in and be absorbed the dregs of 
the original disturbance at A, arising from the complex system of small 
reflected waves due to the bridges across the circuit, much attenuated 
by the many to-and-fro journeys. But if there he but one bridge, and 
the absorbing resistance be put at A, to get rid of the wave reflected 
from the bridge, then there is no dribbling in at B. 

However many bridges there be, there is, by (48d), no attenuation 
of current due to them, when its integral amount is considered, but 
only a redistribution of current. This exactly corresponds to the 
absence of any alteration of the total charge by inserting resistances in 
the circuit. They merely redistribute the charge. 

If there be n bridges in the distance z, each of conductance k, the 
total attenuation produced by them is, by (47d), 


P= 117/28. cee (524) 
Now place the bridges at equal distances apart, and increase the num- 
ber n in the distance z indefinitely, keeping the total conductance 
constant, Kir, say. In the limit we shall arrive at a uniform dis- 
tribution of leakage, K, being its conductance per unit length, and the 
attenuation due to it will be the limit of 
{1 + K,z/2Svn}-", with n = 00 
a Mae rer 8 (53d) 
This is therefore the attenuation of the nucleus, when an initially 
isolated disturbance travels through the distance æ, due to the extra 
leakage K, per unit length. There is, in addition, the regular attenua- 
tion due to the circuit. Disregard this for the present, by letting the 
circuit have no resistance and no leakage, that is, no leakage before the 
leakage represented by K, was introduced. Then we see that if there 
be initially an isolated disturbance represented by V% = Luc, extending 
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through the very small distance a, it becomes, at the time z/v later, 
removed a distance æ to the right, attenuated to (writing K for the 
leakage-conductance per unit length) 

V eC eV ee ͤ emsuteste (54d) 


extending through the distance a, with a tail of length 2z behind it. 
This tail is of the negative kind, the electrification being opposite in 
kind to that in the head, and is such that the line-integral of the 
ene CJ (55d) 


because this, when added to the corresponding line-integral for the head, 
according to (54d), makes up Cod, the initial value of the line-integral. 

This tail is, as regards current, of the same shape as the correspond- 
ing tail due to resistance, as regards electrification, so its equation may 
be derived from (44d). But I shall consider the tails all together in a 
later Section. 

The property involved in (48d), which leads to the deduction of 
(55d) from (54d), is worthy of notice. It is the persistence (or con- 
servation) of momentum. If a circuit have no resistance, then, as 
Maxwell showed, we cannot change its momentum, the amount of 
induction passing through it. This was a linear circuit, with the 
current of the same strength all round it. Now our example is a 
remarkable extension of this property. Our circuit is linear and of no 
resistance, but it has any number of leaks, or conducting bridges, as 
well as what is equivalent to a series of condensers. The current, in 
the circuit may be varied indefinitely in its distribution, but we cannot 
change its momentum. The line-integral of LC expresses the momen- 
tum, but since Z is here a constant, of course the line-integral of C 
cannot change either. This property only continues true so long as 
there is no resistance bounding the magnetic field; therefore, if the 
circuit be of finite length, we must not insert resistances at the terminals. 
For instance, short-circuit at A and B, and we can at once say what 
will ultimately happen due to any initial distribution of current. It 
will settle down to uniformity of distribution, t.e., making a uniform 
magnetic field, so that the strength of current will equal the original 
total momentum divided by the total inductance. There is, of course, 
a loss of energy in the settling down, due to the leakage. If the circuit 
be infinitely long, so that the disturbance can spread out infinitely, the 
total energy will decrease asymptotically to zero, in spite of the per- 
sistence of the momentum, which indeed tends to zero in any finite 
length, but keeps its total amount unchanged. 

If the circuit have resistance, the total momentum decreases according 
to the time-factor e , whatever be the initial distribution, if it be 
short-circuited at A and B, or be infinitely long. On the other hand, 
the total charge subsides according to the time-factor e , if the circuit 
be insulated at A and B, or else be infinitely long. The meaning of 
terminal short-circuit or of insulation may clearly be extended to various 
other cases not involving loss of charge in the latter case (e.g. a terminal 
condenser) or of momentum in the former, with appropriate correspond 
ing changes in the measure of & or L respectively. 

. H.E.P.—VOL, II. K 
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SECTION XLVI. CANCELLING OF REFLECTION BY COMBINED RESIST. 
ANCE AND BRIDGE. GENERAL REMARKS. TRUE NATURE OF THE 
PROBLEM OF LONG-DISTANCE TELEPHONY. How NOT TO DO IT. 
NON-NECESSITY OF LEAKAGE TO REMOVE DISTORTION UNDER GOOD 
CIRCUMSTANCES, AND THE REASON. TAILS IN A DISTORTIONAL 
CIRCUIT. COMPLETE SOLUTIONS. 


Having in Sections XLIV and XLV discussed in some detail the effects 
due to resistances inserted in, and also those due to conducting bridges 
across, a distortionless circuit, which are of fundamental importance, 
and which lead to the development of a positive tail by a continuous 
distribution of resistance in excess of the distortionless amount, and of 
a negative tail by an excess of leakage, the full investigation of the case 
of resistance and leakage combined in any proportions presents no 
difficulty. 

Start with a circuit having no resistance and no leakage, which is 
therefore both distortionless and conservative (or characterised by the 
absence of attenuation), and let there be an isolated disturbance going 
from left to right, defined by V,=LvC,. Also, let there be, at a certain 
place X, a bridge across the circuit, of conductance k; and, at the same 
place, a resistance r inserted in the circuit. When our incident wave 
V, arrives at X, there result a reflected wave represented by 
7 = TLC, and a transmitted wave V, = LC. 

Now, considering the moment when these are all at X together 
(corresponding elements, of course), we have the following two equations 
connecting the three 's: — 


/// A coeds (56d) 

C170 = CCI TSU T -U cceseeses ses (57d) 

The first is simply the expression of Ohm's law applied to the 
resistance v, and the second expresses the continuity of the current at 
X. (Remember that Lv and Sv are reciprocal, so that the sum of the 


second and third terms on the right of (57d) expresses the bridge- 
current.) The equation (57d) may also be written 


Vis Fas Fl eR SUT), deceevesinoneines (58d) 
so that, by adding this to (56%) first, and then subtracting it, we obtain 
the desired ratios. Thus, 

Vi Vg= l tri Lot kj Set . (59d) 

Va| Vz = IL / dt Ark, 

when written in the simplest manner. Of course the ratio // I, if 
wanted, is the quotient of (60d) by (59.2). 

We see that the reflected wave may be either of the same or of the 


opposite electrification to the incident ; and that, in order to completely 
abolish the reflected wave, we require, by (60%), 


7 Thy aaae (61d) 
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and that we then have, by (59d), 
KFs TFI LO araroa (62d) 


simply. The reciprocal // Vi expresses the attenuation suffered by the 
incident wave in passing X. 

The above equations are not in any way altered when we start with a 
real distortionless circuit instead of an imaginary one of no resistance. 
But by adopting the latter course we are directed to the nearest 
approach to a physical explanation of the properties of the real dis- 
tortionless circ tit itself. For, in the case of the circuit of no resistance 
we are dealing merely with progressive waves in a conservative medium, 
and we cannot expect to come to anything simpler than this. They 
simply carry their energy and all their properties forward at speed v 
unchanged, this speed being (%) , if p be the inductivity pal c the 
permittivity of the medium; which expression is equivalent to the 
other, (LS) , where L is the inductance and S the permittance, which 
is more convenient in the practical application concerned. Except in 
the matter of wave-length, these waves are identical with light-waves, 
with the peculiarity that the two (supposed) perfect conductors of our 
circuit prevent the waves from spreading in space generally, by guiding 
them definitely along the circuit. (The simplest case is that of a 
tubular dielectric bounded by perfect conductors, say an internal wire 
and an external sheath.) Now we prove by elementary principles, 
(Ohm’s law, etc.) that an inserted resistance, causing tangential dissipa- 
tion of energy, produces a reflected wave of the positive kind, involving 
a redistribution, without loss, of the electrification on the hounding 
conductors ; and a redistribution, with loss, of the corresponding mag- 
netic quantity, the momentum. On the other hand, we show that a 
bridge causes a reflected wave of the negative kind, involving a re- 
distribution, without loss, of the momentum; and a redistribution, 
with loss, of the electrification. (In speaking of redistribution, the mere 
translatory motion of waves is disregarded.) And by having both the 
bridge and the inserted resistance so proportioned as to make the loss 
of energy in each be of the same amount (when small enough), we 
abolish the reflected wave, so that there is no redistribution, but merely 
attenuation produced by the resistance and bridge. This applies to 
any number of resistances inserted in the main circuit, each with its 
corresponding bridge; so that when we pack them infinitely closely 
together to represent continuously distributed resistance and leakage, 
we arrive at a real circuit, along which waves are propagated unchanged 
except in size. Thus any circuit (apart from interferences) may be 
made distortionless by adding a suitable amount of leakage. This 
amount is usually too great for practical purposes. Nor is it required. 
In the very important problem of long-distance telephony, employing 
circuits of low resistance (which are the only proper things to use), 
making the well-known ratio R/Ln of the two components of the 
electromagnetic impedance small, say J or 4, which may be easily 
done without using an extravagant amount of copper, we tend naturally, 
by bringing the inductance into relative importance, or equivalently, 
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reducing the importance of the factor resistance, to a state of things 
resembling that which obtains in the truly distortionless circuit (inde- 
pendent of frequency of variations), and approximate to distortionless 
transmission. These statements may be proved by an inspection of 
the sinusoidal solutions I have given, but it would enlarge the subject 
too greatly to discuss them at present. I may, however, repeat that 
the problem of long-distance telephony is very remote from that of a 
long submarine cable which can only be worked slowly, unless we 
should unknowingly create a parallelism by employing quite unsuitable 
conductors ; as, for instance, was done by the Post Office a few years 
since when they put down conductors having a resistance of 45 ohms 
per mile of circuit, combined with large permittance and small in- 
ductance ; and then, to make the violation of electromagnetic principles 
more complete, put the intermediate apparatus in sequence, so as to 
introduce as much additional impedance as possible. The proper place 
for intermediate apparatus is in bridge, removing all their impedance 
completely. This method was invented and introduced into the Post 
Office by Mr. A. W. Heaviside. It makes a wonderful difference in the 
capabilities of a circuit, as is now pretty well known. 
he theory of tails allows us to give an intelligible physical explana- 

tion of how it comes to pass that a perfectly insulated circuit violating 
the distortionless condition completely, will yet tend to behave in a 
distortionless manner to waves of great frequency, provided the circuit 
be of a suitable nature, as above described. For let the circuit be so 
long that we can get several waves into it at once, when telephoning. 
They divide the circuit into regions of opposite electrification, each of 
which may (very roughly) represent what I have termed an isolated 
disturbance. Every one of them has its tail, but as they are alternately 
of opposite kinds, their residual effect in producing distortion becomes 
quite small. We can see clearly that the greater the frequency the less 
is the distortion, unless the increased frequency should bring with it 
increased resistance, which is very much to be avoided, and is what 
renders iron wire so unsuitable for long-distance telephony. By this 
mutual cancelling of the effects of the tails, we simulate the effect of the 
leakage which would wholly remove distortion, even of the biggest 
waves, without the disadvantage of the extra attenuation thereby intro- 
duced. I am induced to make these remarks rather out of their proper 
place, as they illustrate the importance of the distortionless circuit from 
the scientific point of view, in casting light upon the obscurities of dis- 
tortional circuits. 

From (59d) we can get some results relating to the tails of waves in 
a distortional circuit. Thus, let there be n bridges in the distance z, 
equidistantly placed, and each of conductance Kz/n, with a corresponding 
resistance /tz/n in the main circuit. Let a disturbance pass from 
beginning to end of the length z If o be the attenuation at each 
bridge, the total attenuation of the head of the disturbance produced by 
all the bridges and resistances is *. Now make n infinite, keeping 2 
and K finite. The total attenuation becomes, by (59d), 


* = {1 + Rx/2Lon + Kx/28vn + RKx2/2n2}-" -H! -. (63d) 
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This is therefore the attenuation of the head suffered by every 
element in traversing the distance z, when R and K are the resist- 
ance and the leakage-conductance per unit length in any uniform 
circuit. 

It will now be convenient to introduce a simpler mode of expressing 
the exponentials. Let 


f=R/2L, g=K/2S, h=f-g q=ftg .. (64d) 


all four being reciprocals of time-constants. Now (63d) becomes * 
simply, if ¢=z/v be the time of the journey over the length x. If, 
therefore, we have initially a disturbance V, = LvC, extending through 
the small distance a, possessing the charge SV,a and the momentum 
LCa, then, at the time f later, when the Aer ance extends over the 
distance 2z, half on each side of its initial position, being a nucleus of 
length a and a tail of length 2z, the charge and momentum in the 
nucleus become 


SV and L * osses: (65d) 


We have next to examine to what extent the total charge has 
attenuated by the leakage, and the total momentum by the resistance. 
This we can ascertain by (59d) and (60d), applied to find the loss of 
electrification caused by a single bridge, and of momentum by a single 
resistance. Thoee equations give 


Vi+V, _l+17/2ln 028 - rk/2 


MLS RH (66d) 
61 C L-. 1/28 N AK, Ir (era) 
CV, WI +k/ 280+ ere 


These fractions, multiplied into the values of the charge and 
momentum respectivel fore the splitting, give their total values 
after the splitting. e can, therefore, apply the previous method of 
equidistant resistances and bridges, to ascertain the method of sub- 
sidence of the total charge and momentum, in the infinitely numerous 
splittings that occur in a finite time, when we pass to the limit and 
have uniform R and K. Putting r= Rz/n, etc., as before, and findin 
the limit of the u powers of (66d) and (67d), we arrive at * and 
e 4 respectively. 

We thus see that a moving charge, no matter how it redistributes 
itself, subsides at the same rate as if it were at rest; for, obviously, 
S/K is the time-constant of the circuit regarded as a condenser, when 
uniformly charged and insulated at its terminations, It is as if 
electricity were atomic, so that we could follow the course of every 
particle. Then, no matter how it moves about, it shrinks at the same 
rate as if it were at rest. Similarly as regards the momentum of the 
moving disturbance. Could we identify ils elements, each would shrink 
in a manner independent of its translatory motions along the 
circuit. Notice, also, that the attenuation of the total charge equals the 
square of the attenuation of the nucleus due to leakage alone; whilst 
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the attenuation of the total momentum equals the square of the 
attenuation of the nucleus due to resistance alone. 
Thus, corresponding to (65d), we have 


SVod. e (r ;, and LC a.e"(e%—-e%) .. (68d) 


to express the charge and momentum in the tail; since these, when 
added to (65d), make up the actual values otherwise found, viz., 


SVa. and ICC. .* 


If f>g, or the resistance be in excess, the current in the tail is from 
head to tip, if that in the head be positive. But as time goes on, if the 
eircuit be long enough, the head attenuates practically to nothing, 
leaving the big tail to work with. The region of positive current now 
1 from the vanishing nucleus a long way towards the middle of 
the tail; and, in the limit, the disturbance tends to become symmetrically 
arranged with respect to the origin from which it started as a positive 
wave, tailing off on both sides, with the current positive on one side 
and negative on the other. 

But if f<g, or the leakage be in excess, a quite anomalous state of 
affairs occurs, which may be inferred from the preceding by changing 
to C ete. 

The full solutions of all tail-problems (shape, growth, etc.) are con 
tained in the following four equations. Let a charge Vo be at the 
origin at time ¢=0, without any current. At time f we shall have, if 
y = (h/0)(2? aufe), 


Vl -y d 
2 0 + PO), 8 (69d) 

1 Led -/ d 
C= 1 Ty i, = 4 000, F (70d) 


to express the double-tail or band connecting the two nuclei at its ends, 
which are already known. Similarly, if there be initially a current at 
the origin, of momentum LC,a, without charge, then at time f we shall 
have 


C= 14 5 —— -h+ gro) e (714 


C d 
Vay ie a 2 5, 50% ee ee (72d) 


As before, put on the two nuclei at the ends. Since the J, function is 
a simple one, viz., 


2 
Jy) =1 z A wage + — y 

it is quite easy to follow the changes of shape by these formule, except 

when ¢ has become large and the nuclei small, when other formule may 

be derived from the above which will approximately suit. (For further 

information, see Part VIIL of Art. XL., Part I. of Electromagnetic 

Waves, and “ The General Solution of Maxwell's Equations.” | 


ELECTROMAGNETIC INDUCTION AND ITS PROPAGATION. 151 


SEcTION XLVII. Two DisroRTIONLESS CIRCUITS OF DIFFERENT 
TYPES IN SEQUENCE. PERSISTENCE OF ELECTRIFICATION, 
MOMENTUM, AND ENERGY. ABOLITION OF REFLECTION BY 
EQUALITY OF IMPEDANCES. DIVISION OF A DISTURBANCE 
BETWEEN SEVERAL CIRCUITS. CIRCUIT IN WHICH THE SPEED 
OF THE CURRENT AND THE RATE OF ATTENUATION ARE 
VARIABLE, WITHOUT ANY TAILING OR DISTORTION IN RECEP- 
TION. 


If two distortionless circuits of different types be joined in sequence, 
& wave passing along one of them will, on arrival at the junction, be 
usually split into two, a transmitted and a reflected wave Let, in the 
former notation, V,, V» V, denote the potential-differences in corre- 
sponding elements of the incident wave in the first circuit, the reflected 
wave in the same, and the transmitted wave in the second circuit. 
The sole conditions at the junction are that V and C shall not change 
in passing through it. Thus, 


71 V= V C (73d) 


Now let Lv, and Lr be the impedances of the two circuits, L, and L. 
being the inductances per unit length, and »,, v, the speeds of the 
current. Put the first of (73d) in terms of the currents. Thus, 


EPCS OY SL GOS. ( (74d) 


showing that the momentum of the incident disturbance equals the 
sum of the momenta of the reflected and transmitted disturbances. 
Corresponding lengths are compared, of course, proportional to the 
speed of the current. The condition of continuity of V is therefore 
identical with that of persistence of momentum. 

Next, put the second of (73d) in terms of potential-differences. Thus, 


S121(J/1 — Va) S2 ah . (75d) 


which expresses that the electrification suffers no loss by the splitting. 
The condition of continuity of C is therefore equivalent to that of the 
persistence of electrification. | 

Multiply the first of (73d) into (75d); the second of (73d) into (74d); 
the two members of (73d) together; and (74d) into (75d). The 
results are 


SI V) =S. V, Lw (C2 - Ci) Lara Ci, cr 
VC, Vic Vals; ae 


which are equivalent expressions of the fact of persistence of energy, 
while the last of (76d) is the equation of transfer of energy. That it 
should be equivalent to the others will be understood on remembering 
that the energy is transferred at speed vi or v, according to position. 
We have, therefore, three things that persist, electrification, momen- 
tum, and energy, and these are expressed most simply by the two 
equations (73d) arfd by their product. If the continuity of V could be 
violated at the surface across the dielectric common to the two circuits 
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at their junction, there would be a surface magnetic- current; and it the 
continuity of C could be violated, there would be a surface electric- 
current. These statements are implied in the general equations 


curl E = 47G, curl H = 4ATTIli j. (77d) 


where E and H are the electric and magnetic forces, T and G the 
electric and magnetic currents. That is, tangential continuity of E 
implies normal continuity of d (or of the induction, since it, like d, can 
have no divergence); and tangential continuity of H implies normal 
continuity of T, and therefore, in our special case, of electrification. In 
fact (73d) express the same facts as (774) do generally. 

Now the continuity of V and C is violated at the boundaries of an 
isolated disturbance (e.g., = constant in a certain part of the circuit, 
and zero before and behind). Then we do have the surface electric and 
magnetic currents on the front and back of the disturbance. It should, 
however, be stated that the conception of an isolated disturbance is 
merely employed for convenience of description and argument. Practi- 
cally, there cannot be abrupt discontinuities; we must make them 
8 Then the surface- currents become real, with finite volume- 

ensities. 

The ratio of the reflected to the incident wave is given by 

V iVi (Lanz LoL T Livi) / . (78d) 
and is positive or negative according as the impedance of the second 
circuit is greater or less than that of the first. The abolition of 
reflection is therefore secured by equality of impedances, irrespective of 
any change of type that does not conflict with this equality. Every 
element of the transmitted wave therefore carries forward, in passing 
the junction, its potential-difference, current, electrification, momentum 
and energy unchanged, but is changed in length in the same ratio (in- 
versely) as the speed of the current is changed. 

In a similar manner, we can determine fully what happens when a 
disturbance travelling along one distortionless circuit is caused to 
divide between any number of others, of any types. We have merely 
to ascertain the magnitude of the reflected wave in the first circuit. 
Let V, and U, be the incident and reflected waves. Then, correspond- 
ing to (78d), we shall have 


UV = (IA Lop IPL). ece (79d) 


where J is the resultant impedance of all the other circuits (instead of 
Latz; that of one only), viz the reciprocal of the sum of the reciprocals 
of their separate impedances. Knowing thus U, in terms of V,, we 
know their sum. But this is the common potential-difference in all the 
transmitted waves, which are therefore known, since by dividing by 
the impedance of any circuit we find the current. As regards the 
attenuation as the disturbances travel away from the junction, that 
must be separately reckoned for each circuit, according to the value of 
R/L, in the way before described. There will be found to be the 
previously mentioned persistences, provided all the waves are counted, 
including the reflected in the first circuit. 
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- Now put any number of distortionless circuits in sequence. If their 
impedances be equal, we know, by the above, that a disturbance will 
travel from end to end without any reflection at the junctions. It will 
vary in its length and in its speed, and also in the rate at which it 
attenuates, but there will be no tailing, however many changes there 
may be in the values of R and JL. By pushing this to the limit, we 
arrive at a circuit in which J and L vary in an arbitrary manner 
(functions of x), whilst K varies in the same way as K, and S in the 
same way as L. The impedance is a constant, but the rate of attenua- 
tion and the speed vary in different parts of the circuit. 

If we start an isolated disturbance at one end, it will travel to the 
other without tailing. But it will be distorted on the journey, owing 
to the variable speed of its different parts and the variable attenuation. 
But as regards the reception of the wave, there is no distortion what- 
ever. For, on arrival at the distant end, where we may place the 
absorbing resistance, every element of the wave has gone through the 
same ordeal precisely, passing over the same resistances in the same 
sequence and at the same speed at corresponding places, so as to arrive 
at the distant end in the same time, attenuated to the same extent. 
Similarly there is no intermediate distortion as regards the succession 
of values of V and C at any one spot. There is only distortion when 
it is the wave as a whole that is looked at, comparing its state at one 
instant with that at another. And if we should cause this wave to 
start in a uniform circuit, then pass into an irregular one as just 
described, and finally emerge in a uniform circuit again, it will then 
have recovered its original shape, every part being attenuated to the 
same extent. 

As regards the time taken to pass over a distance z in the variable 
circuit, we have to solve the kinematical problem: given the path of a 
particle, and its speed at every point, find the time ¢ taken. Thus, 


I. 
v 


taken between the proper limits, wherein v is to be a function of z. 
The attenuation suffered in this journey is more easily expressed. Go 
back to the former case of any number of uniform distortionless circuits 
of equal impedance joined in sequence. The attenuation produced in 
passing through any number of them is the product of their separate 


attenuations, i. e., 


x € ERA he Mesarac (80d) 
where Hi, Rp ., are the resistances of the separate sections, and Ly 
the common value of the impedances. As this is independent of the 
number of sections or their closeness, we see that in our variable circuit 
the attenuation in any distance is expressed by the right member of 


(80d), wherein & R represents the total resistance of the circuit in that 
distance, or | Rdz between the proper limits, I being a function of z. 


The above-given demonstration of the properties of the variable 
distortionless circuit, which is rather a curiosity, depends entirely upon 
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our previous proof that the abolition of reflection at the junction of a 
pair of simple distortionless circuits is obtained by equality of imped- 
ances, irrespective of any change that may take place in the resistances. 
The following is also of some use. Go back to the fundamental 


equations 
-VV=(R + Lp)C, ~-VC=(K+Sp)V3 aoee. (81d) 


wherein V means d/ dr, and p means ddt. Now assume V= rO, 
making them become 


-V(O =L (N/L c 
-VC  =S(K/S+p)(LvC). 


If our assumption can be justified, these equations must become 
identical. They do become identical if / L= K/S, and Lu = constant; 


becoming 
-VV = (RIL +p)F. e (83d) 


This is for the positive wave. The assumption V= — I again makes 
(81d) identical under the same conditions, the resulting equation being 
(83d) with the sign of v changed. The necessary conditions may be 


written 
RIK = LIS = (Lo)? S constant . (84d) 


und since we have made no assumption as to the constancy of I, L, K, 
and S, we see that / and L are left arbitrary, any functions of z. Or, 
what comes to the same thing, #/Z and v are arbitrary, making the 
attenuation and the speed variable, but without any tailing. 

A third way is to examine what happens when we place a bridge of 
conductance & across the junction of two distortionless circuits of 
different types, but of the same impedance, along with a resistance 7 in 
the circuit at the same place. The two conditions, using the former 
notation, are 


Vi+V,=(14+7/Le)V,, 

7 — ae {1 + (7785001 4 r/Lv)} Vs; e (85d) 
from which, V [Vz =1 +r/2Lv+ (k/28v)(1 ＋ / L), 

V/V, = L- (k/2S8r)(1 + / Lv), e (86d) 


which give the ratios of incident and reflected to transmitted wave. 
We destroy the reflection by 
r/Lv=k/Sv v, 
and then the attenuation is 
VJV (IT/ Lo) l, 

due to r and x. An infinite number of these 's and k's in succession, 
placed infinitely close together, leads to the expression (80d). 

We can also go a little way towards finding what occurs when the 
only condition is Le = constant, so that there is tailing. For we then 
have, at a single junction, 


/ Vi (I/ Le) (1 + k/28r) 7); 
and therefore, when the distribution of r and / is made continuous, 
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the attenuation of the head of a disturbance in passing through any 
distance is 


€ -= R, 2L 


if R, be the total resistance and K, the total conductance of the leakage 
in that part of the circuit. But we cannot similarly estimate to what 
extent the total charge and momentum have attenuated, as we could 
when the circuit was uniform, because the attenuation now occurs at a 
different rate in different parts of the tail, and we are not able to trace 
the paths followed by the different parts of a charge as it splits up 
repeatedly. The determination of the exact shape of the tail is of 
course an infinitely more difficult matter. But an approximation may 
be obtained by easy numerical calculations, if we concentrate the resist- 
ance and leakage in a succession of points. 


Norte (Nov. 30, 1887).—The author much regrets to be unable to 
continue these articles in fulfilment of Section XL., having been 
requested to discontinue them. 


„-N, 


XXXVI. SOME NOTES ON THE THEORY OF THE 
TELEPHONE, AND ON HYSTERESIS. 


[The Electrician, Feb. 11, 1887, p. 302.] 


As was found in the early days of the telephone, its cores need to be 
permanently magnetised before it becomes efficient. I refer, of course, 
to the ordinary magnetic telephone, in which an iron disc is attracted 
by an electromagnet, which does not differ essentially from a common 
Morse instrument with a flexible armature, with the important addition 
that the electromagnet is permanently polarised. The permanent 
magnetisation may be communicated by a permanent current in the 
circuit, or, in the usual way, by employing a permanent magnet on 
whose pole or poles the coils are placed. But the permanent magnetisa- 
tion, except of the iron disc, is not essential. Thus we may abolish the 
magnet and core from the telephone, leaving only thc coil and disc, and 
produce the necessary permanent field of force by means of an external 
magnet suitably placed. The efficiency is then greatly increased by 
inserting a soft-iron core in the coil. Similarly, we may destroy the 
efficiency of a complete telephone by an external magnet, or we may 
increase it, by suitably placing the external magnet so as to, in the first 
place decrease, and in the second increase the strength of the permanent 
magnetic field. And if we carry the destruction of the magnetic field 
by the external magnet so far as to reverse it, and bring it on again 
strongly enough, we restore the efficiency of the telephone. That is, the 
permanent polarity may he of either kind. The disc is strongly 
magnetically attracted in either case, and that is the really essential 
thing. Most of these facts, if not all, are pretty well known, but it 
appears to be different as regards their explanation. 
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A good many years ago I read in Mr. Prescatt’s work on The Tele 
phone,” an article by Mr. Elisha Gray on the subject, containing some 
of the above facts, and, in particular, describing the effect of a permanent 
current in the circuit. He looked upon the necessity of a permanent 
field of force as a great mystery, and suggested some reasons for its 
necessity that appeared to me to be unwarranted and inadequate. I 
now observe that Professor S. P. Thompson, in his recent paper, Tele- 
phonic Investigations,” remarks upon this question (The Electrician, Feb. 
4, 1887, pp. 290, 291). Whilst not explaining the necessity of a per- 
manent field, he brings in to complicate the thing such matters as 
hysteresis and the curve of induction referred to magnetic force, which 
do not appear to be materially concerned. I have very little acquaint- 
ance with telephonic literature, and, therefore, it may happen that the 
following explanation has been already well threshed out, and accepted 
or proved to be erroneous, as the case may be; but the perusal of the 
remarks of the above authority has suggested to me that the followin 
explanation may be not only generally useful, but even absolutely 1 
to many of my readers. 

The stress between the iron disc and the poles of the electromagnet 
varies, under similar circumstances, as the square of the intensity of 
magnetic force in the space between them. ‘There is no occasion to 
consider the relative intensity in different places, or to perform integra- 
tions, as we have merely to deal with the fundamental fact of the stress 
on the diaphragm varying as the square of the magnetic force. Now, as 
we cause this diaphragm to execute forced vibrations by varying the 
stress upon it, we should make the variations of stress as great as pos- 
sible in order to obtain the greatest amplitude of vibration, and the 
greatest intensity of sound from it. 

Suppose, then, that there is a permanent field of intensity H, produc- 
ing a steady stress proportional to , and that we vary the stress by 
means of the magnetic force of undulatory currents in the coils. Let A 
be the amplitude of the undulations of magnetic force, small in com- 
parison with H, so that we vary the real magnetic force from H A to 
H +h, through the range 2h. This is quite independent of H, so 
that if it were a mere question of the intensity of magnetic force, 
we could just as well do without the permanent field, except for a 
reason to be mentioned later. But the stress varies from being pro- 
portional to (H- N)? to (H+h)} ; or the range is 4Hh, not troubling 
about any constant multiplier. That is, the stress-variation is pro- 
portional to the product of the intensity of the permanent magnetic 
force into that of the undulatory magnetic force. This contains the 
explanation. 

We see at once that it is in at least approximate agreement with facts. 
For, with the same weak undulatory current passing, which keeps h 
constant, we know that the intensity of sound continuously increases as 
we increase the intensity of the permanent field. And, keeping the 
permanent field the same, we know that the intensity of sound con- 
tinuously increases as we increase the amplitude of the current-undula- 
tions, and therefore h. The question of exact proportionality is an 
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independent one. We have got already what appears to be the main 
explanation. 

Now to consider some other points. It has been assumed for 
simplicity that H was several times à. In a telephone H is a very large 
multiple of h under ordinary circumstances. But as H is reduced, or h 
increased sufficiently, the effects change. Thus, if H =h, the magnetic 
force varies from 0 to 2h, and the stress from O to (24). And if H is 
less than u, the magnetic force varies from a negative to a positive value, 
whilst the stress varies from a positive value through zero to another 
positive value. In the extreme, when the permanent field is altogether 
abolished, whilst the magnetic force varies from -h to+h, the stress 
varies from 4? through zero to J again. The disc is therefore urged to 
execute vibrations of double the frequency of the current-undulations. 
It is similar to sending reversals through a Morse instrument, when 
the armature will make a rap for every current, positive or negative, 
or two raps for every complete wave. This alone would be, I think, 
a serious hindrance to getting good speech from a magnetic tele- 
phone without a permanent field. But, with ordinary speaking 
currents, the double vibrations, in the absence of the permanent 
field, are insensible. On the other hand, when we put on the strong 
permanent field they are non-existent, i., in the stress-variations, 
as there is no reversal of the magnetic field, but only a change in 
its intensity. 

But we may easily examine the effect of h alone, or in combination 
with H of a similar strength, by means of a vibrating microphone 
sensitively sct, producing a very large variation of current in the circuit 
of battery, microphone, and telephone. Here the current is equivalent 
to the co-existence of a permanent current and of an undulatory current, 
and the latter may be made not insignificant compared with tne former, 
but even } or ] its strength. It is not a matter of indifference now 
which way the current goes. In one case the permanent current 
increases, and in the other it decreases the permanent magnetic field of 
the magnet, producing corresponding changes in the intensity of the 
sound. We may cancel the permanent field by an external strong 
magnet, approximately, or make H small compared with h. Then the 
disc is attracted both when the current is above and when it is below 
its mean strength. 

We cannot increase the efficiency of a telephone indefinitely by multi- 
plying the intensity of the permanent field. In the first place, the disc 
becomes stiffened under strong attraction, so that ultimately a large 
increase in the stress makes little difference in its displacement. Again, 
when the core is very strongly magnetised, we may expect that the 
effective inductivity of the core, so far as variations in the magnetic 
force are concerned, will be reduced, so that undulations of current of 
given amplitude will not continue to produce stress-variations propor- 
tional to the amplitude of the current. 

There are many other things concerned, of course, between the stress- 
variation and the intensity of sound, especially mechanical; as, for 
instance, the multiplication in the intensity of certain tones, especially 


158 ELECTRICAL PAPERS. 


the fundamental of the disc, which has also the disagreeable result or 
keeping up a sound after it should have ceased. 

The application of the preceding is not merely to the telephone, but 
to various electromagnetic instruments. 1 frequently make use of the 
multiplying power of a permanent magnetic field. For example, to 
make a trembler-bell go with a weak current; or to make an electro- 
magnetic intermitter go firmly with a current that, unassisted, would do 
nothing. Then a strong permanent magnet takes the place of a strong 
permanent current. It should be so placed as to increase the strength 
of field due to the electromagnet. 

In the other way of getting power, by having a movable coil in a 
strong permanent field, first done, I believe, by Mr. Gott in 1877 
(Journal S. T. E., Vol. V., p. 500), the action is different, as it is the 
electromagnetic force on the moving coil that is operative. There 
is no stress on the coil when no current passes in it. But when a 
current passes, the torque may be taken to be proportional to the 
intensity of the permanent field and to the current passing, as in 
the other case. | 

In conclusion, a few words, from my own point of view, of course, on 
the subject of the hysteresis which has lately become prominent, and 
which has been, perhaps, rather overdone by some writers. It is, sub 
stantially, an old thing in a new dress. Iron exposed to magnetising 
force usually, perhaps always, more or less, becomes magnetised intrinsi- 
cally as well as elastically, just as ductility is probably always in action 
to some extent in a strained elastic spring. Thus, in changing the 
elastic magnetisation, which does not involve any recognised or as yet 
recognisable dissipation of energy, we change the intrinsic magnetisation, 
which does. But that there is no sensible dissipation of energy in an 
iron core placed in a rapidly intermittent or undulatory magnetic field 
of moderate strength I assured myself of experimentally some years ago, 
as I mentioned in The Electrician for June 14, 1884 [vol. I., p. 370]. 1 
repeated the experiments in a far more effective form last year (The 
Electrician, April 23, 1886), [vol. II., p. 43]. The method is very simple 
and obvious, being merely to show that iron, when sufficiently divided, 
is exactly equivalent to self-induction. Use the differential telephone, 
or the Bridge. The former is a handy little thing, but the latter is 
much more adaptable and generally useful. Take two coils of the same 
resistance but of widely different inductances, and complete the balance 
by making up the deficit with iron. If sufficiently divided, the changed 
resistance due to dissipation in the iron vanishes or becomes exceedingly 
small. I formerly used a bundle of the finest iron wires I could get, 
and the residual effect was small. 

In the repetition I used iron dust, worked up with wax into solid 
cores (1 wax to 5 or 6 iron by bulk), and the residual effect is far 
smaller, scarcely recognisable. But if the magnetising force be made 
stronger there is a small increased resistance, which can hardly be due 
to the Foucault or Farrago currents in the insulated dust. It is possibly 
due to hysteresis. But at the same time the variation in the inductivity 
is recognisable, so that the effect is complex. It is clear that in the 
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case of telephone-speaking currents, dissipation (except F.) is nowhere, 
whether the core be permanently magnetised or not. 

We require strong forces to make tere important. Even then 
it is probable that when the variations of force are very rapid (undula- 
tory, not with jerks) dissipation due to hysteresis may be considerably 
reduced, and the results of Ewing and Hopkinson not be applicable. 


XXXVII. ELECTROSTATIC CAPACITY OF OVERGROUND 
WIRES. 


[The Electrician, Sept. 25, 1885, p. 375.] 


In the late Prof. F. Jenkin’s “Electricity and Magnetism” (p. 332, 
first edition) is a formula for the capacity of an overhead wire. Owing 
to the remark there made, that experiment gave results nearly double 
as great as the formula, which was attributed by him to induction 
between the wires and the posts and insulating supports, and thinking 
that the presence of neighbouring wires should have a marked influence 
in increasing the capacity, owing to the neighbouring wires being 
earthed, I verified this by working out the theoretical formule for the 
capacities (self and mutual) of overground parallel wires, and applying 
them numerically in a special case. [Vol. I., Art. XIL, p. 42.) With 
one additional parallel wire the increase of the capacity of the first was 
ll per cent.; with three additionals it was 24 per cent. As to further 
increase by more wires, it would not be very great, as they would be 
practically much further away. As a guess, it might run up to 50 or 
60 per cent., with a large number of wires, but of course it would 
depend materially upon their mutual distances and height above the 
ound. 

Er The recent measurements of capacities of wires in the North of 
England supply some definite information. Taking the case of a wire 
20 feet above the ground, of diameter O08 inch, the calculated capacity, 
supposing there to be no other wires (nor trees, etc.), is 0095 mcf. per 
mile. The average result observed is given in Mr. Preece s paper (The 
Electrician, Sept. 18, 1885, p. 348) as O1 20 with the other wires in- 
sulated, and 0142 when earthed. And for the iron wire, 171 inch 
diameter, supposed 20 fect above the ground, the similar three results 
are 0103, 0131, and 0169. I take v=30!° instead of the 28808 
centim. used in the paper referred to [vol. I., p. 44]. 

In both cases we may observe that the experimental result with 
wires insulated is about midway between the calculated result and the 
experimental result with wires earthed; so that it would appear that 
the influence of surrounding objects (other than neighbouring wires 
earthed) in increasing the capacity was about equal to that of the 
neighbouring wires themselves. This might, of course, be true in some 
particular case, but we cannot safely conclude it from the above, on 
account of leakage, as may be seen thus. If the wire experimented on 
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were perfectly insulated from earth through the poles, whilst the other 
wires (though insulated at the ends) were so very badly insulated at 
the poles that they could be considered as connected to earth, it is clear 
that a measurement of capacity of the first wire would give the highest 
result. And this would be true with fair insulation, if the total charge 
could be observed. But when the observation is made by throw of 
needle, only a part of the charge is observed, the remainder (due to the 
leakage of the neighbouring wires) going in slowly, or coming out 
slowly when discharge is taken. In any case, however, the effect of 
the imperfect insulation of the neighbouring wires is to make the 
apparent capacity greater, and so reduce the difference between the 
capacity with wires insulated and to earth. Thus, bettering the insula- 
tion would shift the middle results above given towards the lower. 

How far this operates might perhaps be experimentally determined 
by charging the first wire with the others insulated, then waiting a 
little, and observing the extra charge produced by suddenly earthing 
the other wires. If the insulation be bad, the extra charge will be nil ; 
if first-rate, it might amount to nearly the full difference. 


XXXVIII. MR. W. H. PREECE ON THE SELF-INDUCTION 
OF WIRES. 


[Sept. 24, 1887; but now first published.] 


A very remarkable paper “On the Coefficient of Self-Induction of 
Iron and Copper Telegraph Wires ” was read at the recent meeting of 
the B. A. by William Henry Preece, F.R.S., the eminent electrician. 
This paper will be found in Zhe Electrician, Sept. 16, 1887, p. 400. It 
contains an account of the latest researches of this scientist on this 
important subject, and of his conclusions therefrom. The fact that it 
emanates from one who is—as the Daily News happily expressed it in 
its preliminary announcement of Mr. Preece’s papers —one of the 
acknowledged masters of his subject, would alone be sufficient to 
recommend this paper to the attention of all electricians. But there is 
an additional reason of even greater weight. The results and the 
reasornny are of so surprising a character that one of two things must 
follow. Either, firstly, the accepted theory of electromagnetism must 
be most profoundly modified; or, secondly, the views expressed by 
Mr. Preece in his paper are profoundly erroneous. Which of these 
alternatives to adopt has been to me a matter of the most serious and 
even anxious consideration. I have been forced finally to the con- 
clusion that electromagnetic theory is mght, and consequently, that 
Mr. Preece is wrong, not merely in some points of detail, but radically 
wrong, generally speaking, in methods, reasoning, results, and con- 
clusions. To show that this is the case, I propose to make a few 


remarks on the paper. 3 
It will be remembered that Mr. Preece, in spite of the well-known 
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influence of resistance in lowering the speed of signalling, was formerly 
an advocate of thin wires of high resistance for telephony ; but that, 
perhaps taught by costly failures in his own department, and by the 
experience of more advanced Americans and Continentals who had 
signally succeeded with wires of low resistance, he recently signified 
his conversion. Along with this, however, it will be remembered that, 
although it had been previously shown how very different the theo 
of the rapid undulatory currents of telephony is from the electrostatic 
theory of the submarine cable, he adopted rather pronouncedly what 
should, it appears, be understood to be the electrostatic theory, with 
full application to telephony. It is not to be presumed that Mr. 
Preece meant to deny the existence of magnetic induction, but that he 
meant to assert that it was of so little moment as to be negligible. It 
will also be remembered that his views were rather severely criticised 
by Prof. S. P. Thompson, and that Prof. Ayrton and others pointed 
out that he had not treated the telephonic problem at all. More 
recently still, it may be remembered by the readers of this journal that 
it has been endeavoured to explain how and why the electrostatic 
theory has so limited an application to telephony. (E. M. I. and its P., 
Section XL. ef seg.) [vol. II., pp. 119 to 155.] Nothing daunted, however, 
Mr. Preece now, although to some extent modifying his views as 
regards iron wires, maintains that self-induction is negligible in copper- 
wire circuits; and in fact, on the basis of his latest researches, asks us 
to believe that the inductance of a copper circuit is several hundred 
times smaller than what it is maintained to be by experimental theorists, 
and is really quite negligible in consequence. eee is devoted to 
proving this. It is necessary to examine it in detai 

(1). Mr. Preece finds the inductance of a certain iron wire to be 
00504 macs per mile. The unit employed is inconveniently large. 
It is so large that, even for use with coils, I have propoeed that 
part, or 10° centim. would be a convenient size. As regards straight 
wires, however, I find that it saves much useless figuring to reckon the 
inductance per centim. simply, with the result that we have a con- 
veniently-sized numeric to deal with. Thus, in the present case, we 
have L = 31, if L be the inductance per centim. 

Now Mr. Preece tells us that the inductance of a copper circuit will 
be approximately got by dividing by u, the inductivity of the iron, 
which he reckons at from 300 to 1000. This gives 

121 to ‘031 in copper circuits, 


Let us compare with theory. The least value of the Z of a copper 

wire of. radius r at height à above the ground is 
L = 2 log (2h/r), 

on the assumption that the return-current is on the surface of the 
ground, and that the wire-current is on its surface, so that the real 
value of L is greater than this formula states. The value ranges from 
10 to 30, roughly speaking, according to radius and height. us, as 
a copper wire of 6:3 ohms per kilom. must be of radius 091 centim., 


if it be only 318 centim. above the ground, the inductance is 17:7 per 
H.E.P,—VOL. II. L 
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centim. This is 177 times as big as Mr. Preece’s biggest estimate. 
Even if we assume p = 100, which is more in accordance with my own 
measurements, Mr. Preece’s estimate would be 60 times too small. 
I. the presence of such stupendous errors it is of course useless to take 
account of the small corrections to which the above formula is subject. 
A proof will be found in my paper “On Electromagnets,” Journal 
S. T. E. and E, vol. vir, p. 303 [vol. I., p. w It is derived from 
Maxwell’s formula for the inductance of a pair of parallel wires by the 
method of images. 

(2). Mr. Preece does not seem to have observed that in measuring 
the permittance of his copper-circuits he was virtually measuring their 
inductance, though very roughly. Thus, if Z and S be the inductance 
and the permittance of a solitary suspended copper wire, per unit 
length, and v be the speed of light in air, or 30 ohms, then on the 
assumption of return-current on the surface of the ground, we have 
LS =1. This gives L= (96) , if s be the permittance per kilom. 
in microfarads. Since Mr. Preece’s copper wire was 7°44 microf. per 
261 miles, or 420 kilom., we have s=°018, and therefore L= 62. 
Although it is a considerable underestimate, yet we see that Mr. 
Preece’s enormous error has disappeared. Why it is underestimated 
is mainly because the permittance is so greatly increased by the 

resence of neighbouring wires, as is explained in my paper On the 

lectrostatic Capacity of Suspended Wires,” Journal S. T. E. and E.. 
vol. IX., p. 115 [vol. 1, p. 46]. Allowing for this influence, we shall 
certainly come near to the true magnitude of L. It is possible that 
very carefully executed measurements by correct methods might reveal 
some quite new correction, but we cannot expect anything amounting 
to several hundred cent. per cent. 

(3). Let us now briefly exumine Mr. Preece’s methods. First, he 
tried to measure the L of a copper circuit by a differential arrange- 
ment, and could not find that there was any to measure. But it will 
be clear to those who are acquainted with the properties of electrical 
balances that he did not go the right way to work. He supposed that 
the balancing resistance balances the quantity he calls the throttling or 
spurious resistance (I + L*n?)', if R be the resistance, L the inductance, 
and n/ 2 the frequency. This would be the impedance of the circuit 
if the effect of its permittance were ignorable. But it was not, as the 
permittance was, say 7 microfarads, so that the impedance formula is 
quite different. But, in any case, it is not the impedance that is balanced 
by resistance, but the resistance of the circuit. It is well known that 
the resistance of a copper wire is not sensibly increased, unless the 
undulations be excessively rapid, or the wire be very thick. And it 
was not increased. Whilst corroborating theory to some extent there- 
fore, Mr. Preece’s argument fails completely, as his experiment proved 
nothing about tlie impedance or the inductance, except in the indirect 
way I mentioned in (2) above, which is wholly against his conclusion 
that L=0 nearly. 

I should remark, however, that the proper way to observe and 
measure the inductance of a copper-wire circuit is to shorten it until 
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the effect of its permittance is insensible. The L will be found to be 
about what I have stated. Why it should be shortened in this way 
will be obvious when it is remembered what a very rough business the 
P. O. duplez balancing with condensers is. In fact, no attempt seems 
to have been made to balance the L, nor would it be practicable under 
the circumstances. 

(4). “It is, however, quite another matter with iron,” as Mr. Preece 
remarks. It is known that the resistance of, say, a No. 4 iron wire can 
easily be 2 or 3 times its steady value, when currents of telephonic 
frequency are passed. But, as before, Mr. Preece supposed that he 
was measuring the impedance, or rather, what it would have been had 
there been no permittance, which makes a material difference. Con- 
sequently Mr. Preece’s results are wrong. The value of L deduced is 
not related to the quantity observed in the manner he supposes. It is 
not a question of small corrections, but of an entire change of method. 

(5). Coming next to the “direct measurement of the time-constant 
L/R, we are involved in further mysteries. How the chronograph 
was made to indicate the values of L/R is not stated. But let us 
assume that it did do this, and that 0044 sec. and 00667 sec. were 
really the values of L/R for the copper and the iron circuits. Now one 
is half as great again as the other. The resistances, too, are not widely 
different. It follows that the L's are of the same order of magnitude. 
But Mr. Preece argues in quite another manner. Ho assumes that 
self-induction is negligible first, and then reasons that the time-constant 
of the iron circuit would have been less than the measured ‘00667 sec. 
in the ratio of the electrostatic time-constant of the iron to that of the 
copper circuit, and should therefore have been 00624 sec.; and that the 
difference 00043 was due to self-induction in the iron wire; from which 
he finds L. It is scarcely necessary to say that there is no warrant for 
this singular reasoning from the point of view of electromagnetic 
theory. These questions have been pretty fully worked out, but there 
is no resemblance to be found between Mr. Preece’s methods and those 
which are, I believe, generally admitted to be correct. 

The values of L come out 277 copper, 540 iron, per centim., taking 
the given 0044 and ‘0066 sec. as the values of L/R given by the 
chronograph. These values of L and L/R are much too great. It is 
suggested that the chronograph figures represent something quite 
different from I / R. If they represent the time of transit, the reason- 
ing is equally erroneous. 

(6). Mr. Proste next gives a table of the values of the impedance on 
the assumptions of no permittance, and that L had the value he had 
erroneously deduced, and that it was a constant. The table is quite 
inapplicable, because there is permittance, a great deal. If there were 
not, the figures would not represent the resistance. Nor do they 
represent the impedance, which does not run up in the way Mr. Preece 
makes it do as the frequency is raised. In fact, I may remark that Mr. 
Preece employs such entirely novel and unintelligible methods, that it 
would surely be right that he should give some reason for the faith that 
is in him. 
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(7). In conclusion, I would point out what is perhaps the most 
striking thing of all, in its ultimate consequences. Mr. Preece wants 
to prove that L is negligible in copper circuits, being under the idea 
that self-induction is prejudicial to long-distance telephony (and also 
very rapid telegraphy, of course, if rapid enough). Mr. Preece has 
spoken through a copper circuit of 270 x 2 miles with a clearness of 
articulation that is “entirely opposed to the idea of any measurable 
magnitude of L.“ As regards the speaking, it has been done over a 
thousand (1000 x 2) miles in America. But the important thing is the 
vital error involved in the reasoning. So far from being prejudicial, 
„ the ney is the case, as I have proved in considerable 

etail in this journal. [Zhe Electrician is referred to.] Increasing 
L increases the amplitude and diminishes the distortion, and therefore 
renders long-distance telephony possible under circumstances that 
would preclude possibility were there no inductance. 

The following examples will serve to show the importance of this 
matter. Take a circuit 100 kilom. long, 4 ohms and } microf. per 
kilom., and no inductance in the first place. Short-circuit at both ends. 
Introduce at end A a sinusoidal impressed force, and calculate the 
current-amplitude at the other end B by the formula of the electrostatic 
theory which Mr. Preece believes in. Let the ratio of the full steady 
current to the amplitude of the actual current be p, and let the 
frequency range through 4 octaves, from n= 1250 to n= 20, 000, where 
n = 2r x frequency. e values of p are 


1-723, 8:431, 10-49, 58-87, 778. 


It is barely credible that any kind of speaking would be possible, 
owing to the extraordinarily rapid increase of attenuation with the 
frequency. Nothing but murmuring would result. 

ow introduce the additional datum that L has the very low value 
of 23 per centim., without other change, and calculate the corresponding 
results. They are 


1:567, 2:649, 5:587, 10:496, 16:607. 


The change is marvellous. It is by the preservation of the currents 
of great frequency that good articulation is possible, and we see that 
a very little inductance immensely improves matters. There is no 
“dominant” frequency in telephony. What is wanted is to have 
currents of all frequencies reproduced at the distant end in proper 
proportion, attenuated as nearly as may be to the same degree. 

Change L to 5, which is a more probable value. Results :— 


1:437, 2:251, 3:176, 4:169, 4:670. 
We see that good telephony is now possible, though much distortion 


remains. 
Finally, increase L to 10. Results :— 


1-235, 1510, 1-729, 1-825, 1:854, 


showing splendid articulation. In fact we have approximated very 
considerably towards a distortionless circuit. 
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Now, this is all done by the inductance which Mr. Preece dreads so 
much, and would make out to be 0. It is the very essence of good 
e telephony that inductance should no: be negligible. 
N / Ln must be made small, a fraction. The bigger L is the better 
(ceteris paribus). It is proved, not merely by theory but by the 
experimental facts, especially with copper wires of low resistance. It 
is not the inductance of iron that is prejudicial, nor yet its impedance, 
but its high resistance. R is increased whilst L is reduced, which 
is exactly the opposite to what is required for good articulation over 
long circuits. 

But it is impossible to treat these questions by the electrostatic 
theory. Nor yet, as Mr. Preece attempts, by a mixed process, a little 
bit of the electromagnetic theory put into the electrostatic. The true 
theory takes both the static and the magnetic effects into consideration 
simultaneously. No particular exactness need be attributed to the 
above figures. What is important is the nature of the effect of self- 
induction, and that it is, without entering into refined calculations, of 
great magnitude. The permittance has been purposely chosen large. 


XXXIX. NOTES ON NOMENCLATURE. 
[The Electrician; Note 4, June 24, 1887, p. 143; Note 5, May 11, 1888, p. 27. 
NoTE 4. MAGNETIC RESISTANCE, ETC. 


As there is at the present time at least a possibility of the various 
words I have proposed coming into general use, I take the opportunity 
of making a few casual remarks upon the subject supplementary ‘to 
those of 1885 and since. First, I observe (The Electrician, June 17, 
1887, p. 114) it mentioned that I disapprove of magnetic resistance.” 
This is only a part of the fact. To illustrate this, I may say that were 1 
investigating the theory of the dynamo, I think I should make use of 
the term myself, provisionally. hat is really my objection is to its 
permanent use. ere must always be a certain latitude allowed to in- 
vestigators who do not find words ready to meet their wants. Were it 
an isolated question, there would be little difficulty in finding a 
perfectly unobjectionable word; but it is not an isolated question. My 
aim has been to make a scheme which shall be at once theoretically 
defensible and yet thoroughly practical. Bearing this in mind, I prefer 
to leave a blank in the place of magnetic resistance” at present [vol. 
II. p. 125]. 

fo illustrate the difficulties connected with nomenclature I may 
mention that, last summer, I was extremely in want of a term which 
should be an extension of impedance. The impedance of a circuit at a 
given frequency (under stated external conditions) is quite definite 
(with occasional depırtures due to want of proportionality between 
forces and fluxes), if it be a simple circuit, or reducible to a simple 
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circuit, so that the strength of the current does not vary in different 
gles But when it does, we can certainly only apply the term impedance 
egitimately at the seat of the impressed force, if at a single spot; or 
else, if it be wholly localised in a part of the main circuit in which the 
current does not vary, then the term impedance is again applicable. Now, 
I used impedance in an extended sense, but expressly stated that it was 
only done provisionally [vol. II., p.65]. I have since found a far better 
way of expressing results, viz., in terms of “ attenuation ” and “ distor- 
tion,” both very important things. The idea of attenuation, expressed 
in a more roundabout manner in terms such as “diminution of ampli- 
tude,” and so forth, is nothing new; the word “attenuation ” I found 
Lord Rayleigh use, and at once adopted it myself as the very thing I 
wanted. Distortion,” on the other hand, I Wess myself as preferable 
to “mutilation” and similar words. Its meaning is obvious. Make 
current-variations in a certain way at one place. If the current-varia- 
tions at another place are similar, no matter how much attenuated they 
may be, there is no distortion, The extremest kind of distortion is to 
be found on Atlantic cables. Drawn on the same scale, there is little 
resemblance between the curves at one end and at the other. Tele- 
phony would obviously be impossible even were the frequency allow- 
able to be sufficiently great, which is of course out of the question 
under present conditions. But, only make the distortion reasonably 
small at a sufficiently great frequency, and telephony is at once 
possible, provided the attenuation be not of unreasonable amount. 
(Frequency is Lord Rayleigh’s word for “ pitch,” number of waves per 
second. 

8 to magnetic resistance again. A certain person once 
declared that E = RC, to express Ohm’s law, was nonsense ; it must be 
C=E/R. This eminent scienticulist could not see the force of Max- 
well’s argument, that electricity could not be a form of energy because 
it was only one of the factors of energy. Now, however, by the 
development of the electric light rendering energy a marketable com- 
modity through electric agency, there is little fear of converts bein 
made to these views. So we may return to E= ARC, or C= KE, if 
be the conductance. One is just as good as the other, theoretically, 
and is just.as meaningful, Which to use (including the ideas) is purely 
a matter of convenience in the particular application that is in question. 
As a general rule, resistances are more useful, because we usually deal 
with wires in sequence. But if they be in parallel, conductances are the 
proper things to use. With condensers, on the other hand, permit- 
tances are more useful; should, however, we join in sequence, then 
elastances are the proper things. In theoretical investigations discon- 
nected from special applications, the unit-volume properties conductiv- 
ity, inductivity, and permittivity, are generally much more useful than 
their reciprocals, resistivity pe ney and elastivity. Now, in 
late years, there has been some evelopment of practical applications in 
connection with the flux magnetic induction; in theory, inductivity 
would be the more convenient basis; but several practicians find that 
the reciprocal ideas, say, provisionally, magnetic resistivity” and 


NOTES ON NOMENCLATURE. 167 


“ magnetic resistance,” are more useful. I think their choice has been 
a wise one, whilst at the same time I recognise the difficulties witb 
which they have to contend, through “ magnetic leakage,” and so forth. 
It is for the practicians to find practical ways of getting a round peg to 
fit a square hole. They know best what they want, and 8 
empirical formulæ will not suit them better than more elaborate 
empiricism, which could, perhaps, be scientifically better defended. For 
it is clear that, beyond the region of proportionality of force to flux, 
the science of magnetic induction must continue very empirical for some 
time to come, I do not think the time has yet arrived for laying down 
the law by conventions or committees in this matter (as it may have 
come in more definite parts of electrical science) ; but that practical and 
theoretical investigators should be allowed to develop their ideas freely. 
In short, Conventions or Committees should not meddle with matters 
(save very lightly) which are in a provisional stage. And I may add 
that, just as treaties are made to be broken, so the laws of Conventions 
will be broken as soon as ever it is found inconvenient to obey them. 
The introduction of anything of the nature of officialism into scientific 
matters should be strenuously opposed—in this country. It would be as 
bad as the port system. he utility of a Convention seems to 
consist in the formation of a temporary consensus of opinion from 
which to make fresh departures. ‘There cannot be any finality. 

Mac.—Here we are on firmer ground. There cannot, I think, be any 
question that this is the right name for the practical unit of inductance, 
in honour of the man who knew something about self-induction, and 
whose ideas on the subject are not yet fully appreciated. This was 
very much his own fault. He had the most splendid and thoroughly 
philosophical ideas on electromagnetism all round, but kept them too 
much in the background. Maxwell's treatise requires to be studied, not 
read, before the inner meaning of his scheme can be appreciated. Had 
he lived, he would probably, in some future edition, have brought his 
views prominently forth ab initio, and developed the whole treatise on 
their basis exclusively. Should the mac be 10° or 10° centimetres? If 
10°, which has great recommendations, then millimac will be practically 
ali to avoid decimals. It is quite a euphonious and unobjectionable 
word. 

Inductometer.—-Naturally, in accordance with induction, inductivity, 
and inductance, this is a measurer of inductance (self or mutual) in 
terms of units of inductance—macs, or millimacs. I would apply the 
term to any instrument that measured inductance at once in terms of 
known inductances, as resistances are compared with known resistances, 
Some practical acquaintance with self and mutual induction, desultory, 
but of long continuance, has gradually forced upon me the idea (not to 
be easily displaced) that really practical ways of measuring inductances 
should be in terms of standard inductances—or, which is the same thing, 
by a properly calibrated inductometer—and not absolute measurements. 
What particular method of making the comparisons is best I do not 
know, nor yet how best to calibrate the inductometer. If it were a 
mere question of coils of fine wire, nothing is simpler, or more expedi- 
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tious, or more accurate, or more sensitive, than the immediate balancing of 
the self-induction against that of an inductometer of variable inductance. 
using the telephone [vol. II., p. 37 and p. 100]. The advantages and 
the simplicity are so great that I think practical men might well turn 
their attention to practical ways of extending the method to cases other 
than those in which mere coils are alone concerned. 

“ Absolutism.”—-The most absolute of ali ways of finding the in- 
ductance of a coil is with a tape. Herein lies a moral of very wide 
application. 


Nore 5. MAGNETIC RELUCTANCE. 


There is a tendency at the present time among some writers to 
greatly extend the application of the word resistance in electro- 
magnetism, so as to signify cause/effect. This seems a pity, because the 
term resistance has already become thoroughly specialised in electro- 
magnetism in strict relationship to frictional dissipation of energy. 
What the popular meaning of resistance may be is beside the point ; 
ditto dimensions, etc. 

I would suggest that what is now called magnetic resistance be 
called the magnetic reluctance ; and when referred to unit volume, the 
reluctancy [or reluctivity]. 


XL. ON THE SELF-INDUCTION OF WIRES. 


(Phil. May., 1886-7. Part 1, August, 1886, p. 118; Part 2, Sept., 1886, p. 273; 
t 3, Oct., 1886, p. 332; Part 4, Nov., 1886, p. 419; Part 5, Jan., 1887, p. 10; 
t 6, Feb., 1887, p. 173; Part 7, July, 1887, p. 63; Part 8, now first published.] 


PART I. 


Remarks on the Propagation of Electromagnetic Waves along Wires outside 
them, and the Penetration of Current into Wires. Tendency to Surface 
Concentration. Professor Hughes's experiments. 


A SERIES of experiments made some years ago, in which I used tho 
Wheatstone-bridge and the differential telephone as balances of induc- 
tion as well as of resistance, led me to undertake a theoretical investi- 
gation of the phenomena occurring when conducting-cores are placed in 
long solenoidal coils, in which impressed electromotive force is made to 
act, in order to explain the disturbances of balance which are produced 
by the dissipation of energy in the cores. The simpler portions of this 
investigation, leaving out those of greater mathematical difficulty and 
less practical interest, relating to hollow cores and the effect of allowing 
dielectric displacement, were published in The Electrician, May 3, 1884, 
and after [vol. 1., Art. xxviii., p. 353]. 

This investigation led me to the mathematically similar investigation 
of the transmission of current into wires. I say into wires, instead of 
through wires, because the current is really transmitted by diffusion 


ON THE SELF-INDUCTION OF WIRES. PART I. 169 


from the boundary into a wire from the external dielectric, under all 
ordinarily occurring circumstances. In the case of a core placed in a 
coil, the magnetic force is longitudinal and the current circular; in the 
case of a straight round wire, the current is longitudinal and the mag- 
netic force circular. The transmission of the longitudinal current into 
the wire takes place, however, exactly in the same manner as the trans- 
mission of the longitudinal magnetic force into the core within the coil, 
when the boundary conditions are made similar, which is easily realiz- 
able. Similarly, we may compare the circular electric current in the 
core with the circular magnetic flux in the wire. 

I also found the transfer of energy to be similar in both cases, viz., 
radially inward or outward, to or from the axis of the core or the wire. 
It was therefore necessary to consider the dielectric, in order to com- 
plete the course of the transfer of energy from its source, say a voltaic 
cell, to its sink, the wire or the core where it is finally dissipated in the 
form of heat, with temporary storage as electric and magnetic energy 
in the field generally, including the conductors. . 

Terminating the paper above referred to, having so much other 
matter, I started a fresh one under the title of “ Electromagnetic Induc- 
tion and its Propagation,” [vol. I., Art. xxx., p. 429; and vol. II., Art. 
xxxv., p. 39]. Having, according to my sketched plan, to get rid of 
general matter first, before proceeding to special solutions, I took occa- 
sion near the commencement of the paper to give a general account of 
some of my results regarding the propagation of current, in which the 
following occurs, describing the way the current rises in a wire, and the 
consequent approximation, under certain circumstances, to mere surface- 
conduction. It was meant to illustrate the previously-mentioned stop- 
page of current-conduction by high conductivity. After an account of 
the transfer of energy through the dielectric (concerning which I shall 
say a few words later) I continue [vol. I., p. 440] :— 

“ Since, on starting a current, the energy reaches the wire from the 
medium without, it may be expected that the electric current is first set 
up in the outer part, and takes time to penetrate to the middle. This 
I have verified by investigating some special cases. . 

Increase the conductivity enormously, still keeping it finite, how- 
ever. Let it, for instance, take minutes to set up a current at the axis. 
Then ordinary rapid signalling ‘through the wire’ would be accom- 
panied by a surface-current only, penetrating to but a small depth. 
The disturbance is then propagated parallel to the wire in the manner 
of waves, with reflection at the end, and hardly any tailing off. With 
infinite conductivity, there can be no current set up in the wire at all. 
Thore is no dissipation ; wave-propagation is perfect. The wire-current 
is wholly superficial, an abstraction, yet it is nearly the same with very 
high conductivity. This illustrates the impenetrability of a perfect con- 
ductor to magnetic induction (and similarly to electric current) applied 
by Maxwell to the molecular theory of magnetism. ...” 

Attention has recently been forcibly directed towards the phenomenon 
above described of the inward transmission of current into wires b 
Professor Hughes’s Inaugural Address to the Society of Telegrap 


170 ELECTRICAL PAPERS. 


Engineers and Electricians, January, 1886. This paper was, for man 
reasons, very remarkable. It was remarkable for the ignoration of well- 
known facts, thoroughly worked out already ; also for the mixing up of 
the effects due to induction and to resistance, and the author's apparent 
inability to separate them, or to see the real meaning of his results; one 
might indeed imagine that an entirely new science of induction was in 
its earliest stages. It was remarkable that the great experimental skill 
of the author should have led him to employ a method which was in 
itself objectionable, being capable of giving, in general, neither a true 
resistance nor a true induction-balance (as may be easily seen by simple 
experiments with coils, without mathematical examination of the theory) 
—a method which does not therefore admit of exact interpretation of 
results without full particulars being given and subjected to laborious 
calculations. Finally, it was remarkable as containing, so far as could 
be safely guessed at, many verifications of the approximation towards 
mere surface-conduction in wires. This is, after all, the really important 
matter, against which all the rest is insignificant. 

As regards the method employed, I have shown its inaccuracy in my 

r “On the Use of the Bridge as an Induction-balance” [vol. II., p. 
33], wherein I also described correct methods, including the simple 
Bridge without mutual induction, and also methods in which mutual 
induction is employed to get balance, giving the requisite formule, 
which are of the simplest character. 

As regards the interpretation of Professor Hughes’s thick-wire results, 
showing departure from the linear theory, by which I mean the theory 
that ignores differences in the current-density in wires, I have before 
male the following remarks [vol. II., p. 30]. After commenting upon 
the difficulty of exact interpretation, I proceed :— 

„The most interesting of the experiments are those relating to the 
effect of increased diameter on what Prof. Hughes terms the inductive 
capacity of wires. My own interpretation is roughly this. That the 
time-constant of a wire first increases with the diameter” (this is of 
course what the linear theory. shows), and, then, later, decreases 
rapidly ; and that the decrease sets in the sooner the higher the con- 
ductivity and the higher the inductivity (or magnetic permeability) of 
the wires. If this be correct, it is exactly what I should have expected 
and predicted. In fact, I have already described the phenomenon in 
this Journal; or, rather, the phenomenon I described contains, in itself 
the above interpretation. In The Electrician for January 10, 1885, I 
described how the current starts in a wire. It begins on its boundary, 
and is propagated inward. Thus, during the rise of the current it is 
less strong at the centre than at the boundary. As regards the manner 
of inward propagation, it takes place according to the same laws as the 
propagation of magnetic force and current into cores from an enveloping 
coil, which I have described in considerable detail in The Electriciun 
[vol. I., Art. xxviii. ; see especially § 20]. The retardation depends 
upon the conductivity, upon the inductivity, and upon the section, 
under similar boundary-conditions. If the conductivity be high enough, 
or the inductivity, or the section, be large enough to make the central 
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current appreciably less than the boundary-current during the greater 
part of the time of rise of the current, there will be an apparent reduc- 
tion in the time- constant. Go to an extreme case very rapid short 
currents, and large retardation to inward transmission. Here we have 
the current in layers, strong on the boundary, weak in the middle. 
Clearly then, if we wish to regard the wire as a mere linear circuit, 
which it is not, and as we can only do to a first approximation, we 
should remove the central part of the wire—that is, increase its resist- 
ance, regarded as a line, or reduce its time-constant. This will happen 
the sooner, the greater the inductivity and the conductivity, as the sec- 
tion is continuously increased. It is only thin wires that can be treated 
us mere lines, and even they, if the speed be only great enough, must 
be treated as solid conductors. I ought also to mention that the influ- 
ence of external conductors, as of the return conductor, is of importance, 
sometimes of very great importance, in modifying the distribution of 
current in the transient state. I have had for years in manuscript some 
solutions relating to round wires, and hope to publish them soon. 

“ As a general assistance to those who go by old methods, a rising 
current inducing an opposite current in itself and in parallel conductors, 
this may be useful. Parallel currents are said to attract or repel, 
according as the currents are together or opposed. This is, however, 
mechanical force on the conductors. The distribution of current is not 
affected by it. But when currents are increasing or decreasing, there is 
an apparent attraction or repulsion between them. Oppositely-going 
currents repel when they are decreasing and attract when they are 
increasing, Thus, send a current into a loop, one wire the return to 
the other, both being close together. During the rise of the current it 
will be denser on the sides of the wires nearest one another than on the 
remote sides. ...” 

An iron wire, through which rapid reversals are sent, should afterwards 
be found, by reason of its magnetic retentiveness, niagnetized in con- 
centric cylindrical shells, of alternately positive and negative magnetiza- 
tion. This would only occur superficially. The thickness of the layers 
would give information regarding the amount of retardation, from which 
the inductivity could be deduced. The case is similar to that of the 
superficial. layers of magnetization produced in a core placed in a coil 
through which reversals are sent, the magnetization being then, however, 
longitudinal instead of circular. 

The linear theory is departed from in the most extreme manner, 
when the return-current closely envelops the wire. The theory of the 
rise of the current in this case I have given before [vol. II., p. 44], and 
also the case of the return-current at any distance [Vol. II., p. 50]. The 
investigation following in this paper is more comprchensive, taking into 
account both electrostatic and magnetic induction, working down to the 
magnetic theory on the one hand, and approximating towards the 
electrostatic theory (long submarine cable) on the other; with this 
difference, that inertia is not so wholly ignorable in the long-line case as 
is elastic yielding in the case of a short wire. Nor is the variation of 
current-density wholly ignorable. 
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New (Duplex) Method of Treating the Electromagnetic Equations. 
The Flux of Energy. 


But first as regards the transfer of energy in the electromagnetic 
field. This is a very important matter theoretically. It is a necessity 
of a rationally intelligible scheme (even if it be only on paper) that the 
transfer of energy should be explicitly definable. It is the absence of 
this definiteness that makes the German methods so repulsive to a plain 
man who likes to see where he is going and what he is doing, and hates 
metaphysics in science. 

I found that I had been anticipated by Prof. Poynting [Phù. Trans., 
1884] in the deduction of the transfer-of-energy formula appropriate to 
Maxwell's electromagnetic scheme, in the main. It is, therefore, only 
as having given the equation of activity in a more general form, the 
most general that Maxwell’s scheme admits of, and having deduced it 
in a simple manner, that I can attach myself to the matter. In connec- 
tion with it, however, there is another matter of some importance, viz., 
the use of a certain fundamental equation. That I should have been 
able to arrive at the most general form, taking into account intrinsic 
magnetization, as well as not confining myself to media homogeneous 
and isotropic as regards the three quantities conductivity, inductivity, 
and dielectric capacity, in a simple and direct manner, without any 
volume-integrations or complications, arose from my method of treatin 
the general equations. I here sketch out the scheme, in the form 

ive it. 
ý Let H, be the magnetic force and T the current. (Thick letters hero 
for vectors. The later investigation is wholly scalar.) Then, “ curl” 
denoting the well-known rotatory operator, Maxwell’s fundamental 


current-equation is 
curl Hos l! (1) 


and is his definition of electric current in terms of magnetic force. It 
necessitates closure of the electric current, and, at a surface, tangential 
continuity of Hi and normal continuity of T. The electric current may 
be conductive, or the variation of the elastic “displacement,” say 


r=C+D, 


where C is the conduction-current, and D the displacement, linear func- 
tions of the electric force E, thus, 


C=AE,, D =cE,/4z; 


k being the conductivity, and c the dielectric capacity (or c/4m the con- 
denser-capacity per unit-volume). Equation (1) thus connects the 
electric and the magnetic forces one way. But this is not enough to 
make a complete system. A second relation between Ei and H, is 
wanted. 

Maxwell’s second relation is. his equation of electric force in terms of 
two highly artificial quantities, a vector and a scalar potential, say A and 


P, thus 
IT T 0]oĩ˙’- ⁵ Z8 (2) 


ON THE SELF-INDUCTION OF WIRES. PART I. 173 


ignoring impressed force for the present. From A we get down to H, 


again, thus, 
curl A =B, B= AH,; 


B being the magnetic induction, and the inductivity. (Here we 
ignore intrinsic magnetization. ) 

The equation (2) is arrived at through a rather complex investigation. 
From these equations are deduced the general equations of electromag- 
netic disturbances ‘in vol. ii., art. 783. They contain both A and 
One or other must go before we can practically work the equations, 
which are, Independently of this, rather unmanageable, although they 
are not really general, for impressed forces are omitted, and the intrinsic 
magnetization must be zero, and the medium isotropic. Again—and this 
is an objection of some magnitude—the two potentials A and P, if given 
everywhere, are not sufficient to specify the state of the electromagnetic 
field. Try it; and fail. | 

Even without using these complex general equations referred to, but 
those on which they are based, (1) and (2), the very artificial nature of 
A and P greatly obscures and complicates many investigations. Not 
being able to work practically in terms of A and P in a general manner, 
and yet knowing there was nothing absolutely wrong, I went to the 
root of the evil, and cured it, thus: 

As a companion to equation (1) use this, 


-curl E =47rG@; ........... e (3) 


where G is the magnetic current, or B/4r. That this may be derived 
at once from (2) is obvious. But what is of greater importance in view 
of the difficult establishment of (2), is that (3) can be got immediately 
independently, and that (2) is its consequence. Equation (3) is, in fact, 
the mathematical expression of the Faraday law of induction, that the 
electromotive force of induction in any closed circuit is to be measured 
by the rate of decrease of the induction through it. 

Now make (1) and (3) the fundamental equations, and ignore (2) 
altogethor, except for special purposes. There are several great advan- 
tages in the use of (3). First, the abolition of the two potentials. 
Next, we are brought into immediate contact with EI and Hi, which 
have physical significance in really defining the state of the medium 
anywhere (k, , and c of course to be known), which A and P do not, 
and cannot, even if given over all space. Thirdly, by reason of the 
close parallelism between (1) and (3), electric force being related to 
magnetic current, as magnetic force to electric current, we are enabled 
to perceive easily many important relations which are not at all obvious 
when the potentials A and P are used, and (3) ignored. Fourthly, we 
are enabled with considerable ease, if we have obtained solutions relating 
to variable states in which the lines of EI and H, are related in one way, 
to at once get the solutions of problems of quite different physical mean- 
ing, in which EI and H, or quantities directly related to them, change 
places. For example, the variation of magnetic force in a core placed in 
a coil, and of electric current in a round wire ; and many others. 

That the advantages attending the uso of (3) as a fundamental equa- 
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tion are nat imaginary, I have repeatedly verified. The establishment 
of the general equation of. activity, however, which I now reproduce 
[vol. 1., p. 449], shows that (3) is really the proper and natural funda- 
mental equation to use. But we must first introduce impressed forces, 
allowing energy to be taken in by the electric and magnetic currents. 
In (1) and (3), E, and H, are not the effective electric and magnetic 
forces concerned in producing the fluxes conduction- current, displace- 
ment, and induction, but require impressed forces, say e and h, to be 
added. Let E= II +e, and H=H,+h; then we shall have 


B= nH, C =k, D=cH/4r, oo... q (4) 
as the three linear relations between forces and fluxes ; two equations, 
r=C+5, d= B/ ar . (5) 


showing the structure of the currents; and two equations of cross- 
connection, 
curl (H -h)=4rT, oense. (6) 


- cur] (E- e) = ATC (7) 


Next, let Q be the dissipativity, U the electric energy, and T the mag- 
netic energy per unit volume, defined thus: 


Q=EC, U=4ED, T= 2HB/ ar... (8) 


(according to the notation of scalar products used in my paper in the 
Philosophical Magazine, June, 1885 [vol. ii., p. 4]; c, A and p are in 
general the operators appropriate to linear connection between forces 
and fluxes). Then we get the full equation of activity at once, by 
multiplying (6) by E, and (7) by H, and adding the results. It is 


el +hG =ET + HG + div V(E - e)(H — h)/4z, 
=Q+U+T+div V(E -e)(H- el 


where div stands for divergence, the negative of Maxwell’s convergence. 
The left side showing the energy taken in per second per unit volume 
by reason of impressed forces, and QO UT being expended on the 
spot in heating, and in increasing the electric and magnetic energies, we 
see that V(E -e)(H - h)/4m is the vector flux of energy per unit area 
per second, or the energy-current density. The appropriateness of (7) 
as a companion to (6) is very clearly shown. 

The scheme expressed by (4), (5), (6), (7) is, however, in one respect 
too gencral. The magnetic current is closed, by (7); but that does not 
necessitate the closure of the magnetic induction, which is necessary to 
avoid having unipolar magnets. Hence 


diy BSO cea (10) 


is required to meet facts, in addition to (4), (5), (6), (7). There is no 
magnetic conduction-current with dissipation of energy, analogous to 
the electric conduction-current. 

As regards the meanings of 6 and h, in the light of dynamics they 
define themselves in the equation of activity; that is, so far as the 
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mere measure of impressed forces is concerned, apart from physical 
causation. Thus, 6 is the amount of energy taken in by the electro- 
magnetic field per second per unit volume per unit electric current, and 
h is similarly related to magnetic current. Mader e have to be included 
the recognised voltaic and thermoelectric forces. But besides them, e 
has to include the impressed electric force due to motion in a magnetic 
field, or VvB, if v is the vector velocity, necessitating a mechanical 
force VTB. It has also to include intrinsic electrization, the state 
which is set up in solid dielectrics under the continued application of 
electric force. Thus, 
J =ce/4r 


connects the intensity of intrinsic electrization J with the correspond- 
ing @. 
can find only two kinds of h. First, due to motion in an electric 
field, viz., 41 VDv, necessitating a mechanical force 4rVDG ; and, 
secondly, much more importantly, intrinsic magnetization I, connected 
with the corresponding h thus, 
I= ph/4r. 

As regards potentials, there are, to match the two electric potentials 
A and P, two magnetic potentials, say Z and Q; Q being the single- 
valued scalar magnetic potential, and Z the vector-potential of the 
magnetic current, some of whose properties in relation to dielectric and 
conductive displacement I have worked out in the paper referred to 
before. : 

As regards the general equations of disturbances, like Maxwell’s (7), 
chapter xx. vol. ii., they are far more a hindrance than an assistance in 
general investigations. But when we come to a special investigation, 
and need to know the forms of the functions involved, then we may 
eliminate either E or H between (6) and (7), and use the suitable 
coordinates. 


Application of the General Equations to a Round Wire with Coaxial Return- 
Tube. The Differential Equations and Normal Solutions. Arbitrary 
Initial State. 


We may make use of the above equations at the start, in passing to 
the question of the propagation of disturbances along a wire, after 
which the investigation will be wholly scalar. Put e=0 in (7); then 
we see that we cannot alter the magnetic force at a point without 
giving rotation to the electric force. Now, as in a steady state the 
electric force has no rotation (away from the seat of impressed force), it 
follows that under no circumstances (except by artificial arrangements 
of impressed force) can we set up the steady state in a conductor 
strictly according to the linear theory. We Hoy approximate to it very 
closely throughout the greater part of the variable period, but it will be 
widely departed from in the very early stages. 

Let there be a straight round wire of radius a, conductivity i, 
inductivity u, and dielectric capacity c,; surrounded up to radius a, 
by a dielectric of conductivity 4% inductivity , and dielectric capacity 
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ez; in its turn surrounded to radius a, by a conductor of , h and cg. 
This might be carried on to any extent; but we stop at r=a,, r being 
distance from the axis of the wire, as the outer conductor is to be the 
return to the inner wire. 

Let the magnetic lines be such as would be produced by longitudinal 
impressed electric force, viz. circles in planes perpendicular to the axis 
of the wire, and centred thereon. Let H be the intensity of mag- 
netic force at distance r from the axis, and distance z along it from a 
fixed point. Use (6), with h=0, to find the electric current. It has 
two components, say T longitudinal, or parallel to z, and y radial, or 
parallel to r, given by 


ld dH 
2 SE vapedeeenutees 11 
ArT 755 rH, dry 42 (11) 
We have also E= pl’, if p is a generalised resistivity, or 
pi=k+ 4 lh) (12) 


Now use equation (7), with e=0,. The curl of the longitudinal and 
of the radial electric force are both circular, like H, giving 


; T d 
Han 92 e 
H o( a (13) 
In this use (11), and we get the H equation, which is 
did aH 3 77 
ey r dr H Hell. 6595995995952 %„%%„ 6 „%60ßö (14) 


The suffixes ,, 2 and , are to be used, according as the wire, dielectric, 
or sheath, is in question. 

In a normal state of free subsidence, d/dt=p, a constant. Let also 
d?/d2? = —m*, where m? is a constant, depending upon the terminal 
conditions. Also, let 


-S=4drpukp+ pep Hm. ..... FCC (15) 
d 1 d, 277 . 
Then (14) becomes r dp ts JJ%%%ßC Veto tememe beard (16) 


which is the equation of the J,(sr) and its complementary function, 
which call Ki (sr). Thus, for reference, 


8272 847 4 


Jö) =1 “ox * 2242 7 

Roe a a eos _ 8272 8474 
K= e (- Se B) 

272 4 (17) 

K (sr) = J ,(sr) log sr + 55 - (l+ pee +. 
- 27 2242 
roaa N . , iaf 3 8? 
K (sr) = : Te aaa + J, (sr) log s 1 0 „„ 
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We have therefore the following sets of solutions, in the wire, 
dielectric, and sheath respectively, the As and B's being constants :— 


H, = A,J,(8,r) cos (mz + O), 
dary, = Aim sin (mz + Ae, 
4rT, = A,J)(8,7r)s, cos (mz + G), 
H, = {4 (83r) + BK (83r) } cos (mz + G), 
day, = {473 (83r) + BK (sor) }m sin (mz +0), .. .. (18) 
4 T. = [Aer + B, Ks r) Je cos (mz + 0), 
H, = {4 (sr) + BK (sar) } cos (m + Oe, 
dary, = {A J, (83r) + BK (ser) }m sin (mz + O)e*, 
41 T, A)) + ByKo(8gr) Joa 008 (m + Oe. 

To harmonise these, we have the boundary conditions of continuity 
of tangential electric and magnetic forces, and of normal electric and 
Magnoni currents (or of magnetic induction). Thus, y,=y, and 
Pl’, = pT at r=a, give us 

(4/4) Ko - JKI) (89%) = Fy (8,4) Ko( 89%) 
— (P8 Paa era Ki), . . .. (19) 
(B/ ,)(J, Ky - JKI) ( = (p,8)/ 277 olh (S2) 
— J (8141) (za). 
As there is to be no current beyond the sheath, y,=0, or H,=0, at 
rma, This gives 
B= -4 ben. e (20) 


This, and the conditions y; = yp and T =P z, at r=a@,, give us 
J 
(A, + BKI) (sin,) = 4000 10342) — a Kii). 


(Pass Ps8 A gy + B Ko) (S2) = A +f elt) = L bee K ra ; 


whence, eliminating 4, by division, and putting for 4, and B, their 
values in terms of .4,, through (19), we obtain the determinantal equa- 
tion of the p’s for a particular value of mꝰ. It is 


Paty Jar) KI( ae). — J (895) K (894g) 

P383 e Jia Ky (5505) — J1 (883) K (8883) 
J y(8,4,) K (89) — (P181 P83) I5) KC AAT) 76 

+ K,(s 
(P481/Pg8q J 081% (890) - J (810) ols —.— olan) a.. (22) 
en ere E E rn 124) + Ay (3,29) 
N the dots indicate repetition of the fraction immediately over 
them. | 
Before 3 to practical simplifications, we may in outline 
continue the process of finding the complete solution to correspond to 
any given initial state. The m’s must be found from the terminal 
conditions. Suppose, for example, that the wire, of length l, forms a 
closed circuit, and that the sheath and the dielectric are similarly 
H.E.P.—VOL, II. M 


(21) 
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closed on themselves. Then, clearly, we shall have Fourier periodic 
series, with 
m=0, 2 / l, 41 / l, 6 / l, ete. 

If, again, we desire to make the sheath the return to the wire, with- 
out external resistance, join them at the end z=0 by a conducting- 
plate of no resistance, placed perpendicular to the axis; and do the 
same at the other end, where z=}. This will make 

y=0 at z=0, and at z=ł; 
will make the 6’s vanish, and make 
m = 0, ril, 2r/l, 37/l, ete. 
Each of these m's has its infinite series of p's, by the equation (22). 

Now, as regards the initial state, the electric field and the magnetic 
field must be both given. For, although the quantity H, fully 
expressed, alone settles the complete state of the system after the first 
moment, yet at the first moment (when the previously acting impressed 
forces finally cease) the electric field and the magnetic field are inde- 
pendent. e energy which is dissipated according to Joule’s law has 
two sources, the electric and the magnetic energies. Now we may, b 
longitudinal impressed force, set up a certain distribution of magnetic 
energy, without electric energy. , having set up a certain magnetic 
and a certain electric field by a particular distribution of impressed 
force, we may alter it in various ways, so as to keep the magnetic field 
the same whilst we vary the electric field. So both fields require to be 
known, or equivalent information given. 

We may then decompose them into the proper normal systems by 
means of the universal conjugate property derived from the equation of 
activity, that of the equality of the mutual electric energy of two com- 

lete normal systems to their mutual magnetic energy Qa L, p. 523. 
hus, if U,, and 7,, are the doubles of the complete electric an 
magnetic energies of any normal system, and Joi is the mutual electric 
energy of the initial electric field and the normal electric field in ques- 
tion, and 701 is the mutual magnetic energy of the initial magnetic field 

and the normal magnetic field, we shall have 


!:! nenn (23) 
: 117 711 


as the expression for the value of the coefficient A1, which settles the 
actual size of the normal system in question. Equal roots require 
further investigation. This would complete the theoretical treatment. 
It is best to use the electric and magnetic forces as initial data in the 
general case. As regards potentials, we cannot express the electric 
energy in terms of merely the electric potential and the electrification, 
but require to use also the vector-potential Z and the magnetic current. 


Simplifications. Thin Return Tube of Constant Resistance. Also Return 
of no Resistance. 


Now there are several important practical simplifications. Suppose, 
first, that the thickness of the sheath is only a small fraction of its 


ON THE SELF-INDUCTION OF WIRES. PART I. 179 


distance from the axis. Then it may be treated as if it were infinitely 
thin, making the sheath a linear conductor; of course its resistance 
may remain the same as if of finite thickness. Let a, be the very small 
thickness of the sheath, then the big fraction on the left side of (22) 
will become 

(J + 890,J,)K, (Ao + 24191739 TERE J Ko = JK (5 a.) EERS 1 ; 
(Jy + 884,2) KI (Ay + 33d. K) Ji 8, JaK,- JK, 850, 
wherein J, and K, are derived from J, and KX, as the latter are derived 
from J, and K, So the left side of (22) will become 


so ee ee ee een (24) 
P382 , 721482 

The inductivity of the sheath is now of no importance. Being on the 

outer edge of the magnetic field, the thinness of the sheath makes its 

contribution to the magnetic energy be diminished indefinitely. 

Again, in important practical cases, the resistance of the return is 
next to nothing in comparison with that of the wire. Then put p,=0 
in (22). This makes the left side vanish, and then we sweep away the 
denominator on the right side, and get the determinantal or differential 
40 Fale) Eam) - ele gn sE lam) 

o- eee eee eee Lee LJ (Saz) + KO(sza2). . 425 

G181/ b) Tod) 1(8381) — JI(1410 Voz ene e 

Although we may have the return of gaan! no resistance and yet of 
low conductivity (as in the case of the earth), yet it cannot be quite 
zero without infinite conductivity, which is what is here assumed. The 
result is that we shut out the return-conductor from participation, 
except superficially, in the phenomena. (25) will result from the 
condition pz = O, or T. = O, at r=a,; that is, no tangential current, 
or electric force, in the dielectric close to the sheath. If there could be 
any, it would involve infinite current-density in the sheath. As it is, 
there is none, and the return-current has become a mere abstraction, to 
be measured by the tangential magnetic force divided by 4r, and turned 
round through a right angle on the inner boundary of the sheath. In 
a similar manner, if we make the wire infinitely conducting (or of in- 
finitely great inductivity * either) the wire will be shut out. en the 
EATA and electric fields are confined to the dielectric only, and we 

have purely wave-propagation, unless it be a conductor as well. 

Now, with the return of no resistance, let the dielectric be non- 
conducting and the wire non-dielectric, or ci = O, k,=0. The most 
important simplification arises from the smallness of 3% For we have 


-= 8$ = pcp? mz. 


* [The case, parenthetically mentioned, of infinite inductivity, though resem- 
bling that of infinite conductivity in excluding magnetic disturbances from the 
body of the conductors, differs widely from it in other respects. Considering here 
only the effect on a train of waves sent along the conductors, the effect of increas- 
ing conductivity with constant inductivity is a tendency to surface-concentration 
and also to a state of perfect slip, without attenuation. But the effect of increas- 
ing inductivity is a tendency to surface-concentration together with large attenua- 
tion in transit. The S. H. solutions will give more details on this point.] 
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If the length / of the line is a large multiple of the test transverse 
length a, we are concerned with, m? is made a small quantity—very 
small when the line is miles in length, except in case of the insignificant 
terms involving large multiples of r in m=nzw/l. Again, (ur) d is the 
speed of light through the dielectric: so that unless p be extravagantly 
large mcp? is exceedingly small also Thus, with moderate distance of 
return-current, 5, is in general exceedingly small. 

Therefore, in the expressions (17), take first terms only, making 


Jo (Sar) = 1, J, (sr) = $507, 


ines 8 
Kolar) = log 8,7, K (8 r) - (r). ( 
These, used in (25), bring it down to 
Sy R ; 
Pee AJ (8,4) Trka g (1%) „ (27) 


concerning which, so far as substantial accuracy is concerned, the only 
assumption made is that the return has no resistance. 
We have now the following complete normal system :— 


H, = AJ,(8,r) cos (mz + )*, 
Airy, = AJ,(s,r)m sin (mz + )“, 
ArT, = AJ)(8,r)s, cos (mz d), 

H, = B(sjr)~' cos (ma + Mer, 
dary, = B(szr)'m sin (mz + Oe, 
471‘, = B log(a,/r) cos(mz+ Se, 


where B = As Ho:) + log (a/). 

The longitudinal current and electric force in the dielectric vary as 
the logarithm of the ratio a,/7, vanishing at =. The radial com- 

nents vary inversely as the distance. Numerically considered, the 
fonigitudinal electric force is negligible against the radial, which is 
important as causing the electrostatic retardation on long lines. But, 
theoretically, the longitudinal component of the electric force is ve 
important when we look to the physical actions that take place, as it 
determines the passage of energy from the dielectric, its seat of trans- 
mission along the wire, into the conductor, where it is dissipated. 

Regarding (28), however, it is to be remarked that, on account of the 
approximations, the dielectric solutions do not satisfy the fundamental 
equation (6). Applying it, we get T= O. But the other fundamental 
(7) is satisfied. To satisfy (6), take 


K (sar) = — (er) + 25% (log sz - 1) : 
leading to the determinantal equation 
a aP l 24.1 
log » Jy(8,%) abe I + 3a, (log a, + ) ' 


and requiring us to substitute 
(sèr)! + dr log (0% ) + Jr 
for (r) 1 in the H, and y; formule in (28). Then (6) is nearly 


e 28) 


—— ar o . 
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satisfied, and is quite satisfied if we change the last term in the last 
expression to fr. But the other fundamental is violated. 


Ignored Dielectric Displacement. Magnetic Theory of Establishment of 
Current ina Wire. Viscous Fluid Analogy. 


Now take m=0 in (27), making „ = u, p, and bringing (27) 
down to 


js aJ (sa) = — Evil), ee (29) 
where Jo- 2p,log (a,/a,), 


the coefficient of self-induction of the surface-current, and 
Ro z (mkia) A 

the resistance of the wire, both per unit length of wire; so that L/ Ne 
is the time-constant of the lincar theory, on the supposition that the 
resistance of the wire fully operates, although the current is confined 
to the surface. This case of m=O is appropriate when the line is so 
short that the electrostatic induction is really negligible in its effects on 
the wire-current. In fact we shall arrive at (29) from purely electro- 
magnetic considerations, with c=0 everywhere. But it is also the 
proper equation in the m=0 case when the electrostatic retardation 
is not negligible. It must be taken into account, for instance, in the 
subsidence of an initially steady current, independently of the electro- 
atatic charge. 

Expanding (29) in powers of p, by means of 47 ar = - p p/ Ro, we get 


15% 10%) - ( ) N (30) 


Taking first powers only, we get 

l . — po) = (m + Lo)/Bo ; 
which is ter than the linear-theory time-constant of the wire by the 
amount ba JR, since $y, is the inductance per unit length of wire 


when the return-current is upon its surface. 

But taking second powers as well, we get, if L = $y, + Ly 

D R and 3½½/ o, 

of which the first is exactly the linear-theory value. The real time- 
constant of the first normal system of current, therefore, exceeds the 
linear-theory value by an amount which is less than 3y,/R,, when the 
return is so distant, or the retardation (#,4,a;*) of the wire is so small 
that a steady current subsides with very nearly uniform current- 
density, being very slightly less at the boundary than at the axis. It 
is not, however, to be inferred that the subsidence of the “current in 
the wire” is delayed. It is accelerated, at least at first. 

Equation (29) may be written 


(my Ly J (8181) N14 (ih eeen Senna (31) 
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the appropriate form when a full investigation is desired. Draw the 
curves y, = right member, and y, = left member, the abscissa being siai. 
Their intersections will give the values of 8,a, satisfying (31). The 
first root has been already considered, when / Lo is very small. The 
rest, under the same circumstances, will be nearly those of J,(s,a,) = O. 
But if the wire is of iron, / Lo may be very large, and there will 
be no approach to the linear theory. Many normal systems must 
be taken into account to get numerical solutions. Similarly if the 
sheath be close to the wire, whether it be magnetic or not. 

Electrostatic charge being ignored, join the wire and sheath to make 
a closed circuit, in which insert a steady impressed force e at time = O. 
Let T be the current at distance r from the axis at time . (There is 
no y now.) The rise of T to the final steady value, say T. is given by 


2 Jas rer 
Felila) -a NI nh ⁰⁰mwĩ—A!— - peewee 32 
{ Dua J (saal + S1 * (32) 


where ọ = L,a,/2m,. The values of 3a, are to be got by (31). 
The total current C, or the current in the wire, in ordinary language, 
rises thus to its final value C,:— k 


Q\2 e” 
= = S — ) — ... —[— —j—r([LN.. (33 
C of Elz) TFs? a} (33) 
The boundary-condition of T is that, at 2 ai, 
744-0 therefore Josa) =s. jeans (34) 
dr Jı 


Considering the first term only in the summation in (33), as may be 
done when the linear theory is nearly followed, that is, after the first 
stage of the rise, put - p~?! = (L+ II) / Ro, where L, must be very small 
compared with L; then 

Gal ra a 
U B+ mL tte) 

When the current is started, by a steady impressed force in the coil- 
circuit, in a long solenoidal coil of small thickness, containing a solid 
conducting core, the magnetic force in the core rises in the same manner 
as the current in the wire, according to (32); because the boundary- 
condition of the magnetic force is of the same form as (34), 9 being 
then a function of the number of windings, etc. 

There is also the water-pipe analogy, which is always turning up. 
This I have before made use of [vol. I., p. 384]. Water in a round 
pipe is started from rest and set into a state of steady motion by the 
sudden and continued application of a steady longitudinal dragging or 
shearing-force applied to its boundary, according to the equation (32). 
This analogy is useful because every one is familiar with tho setting 
of water in motion by friction on its boundary, transmitted inward. by 
viscosity. 

Graphically representing (32), abscisse tho time, and ordinates T, at 
the centre, intermediate points, and the boundary, by what we may 
call the arrival-curves of the current, and comparing them with 

I = Ta(öl - , 
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the linear-theory arrival-curve at all parts of the wire, we may notice 
these characteristics. The current rises much more rapidly at the 
boundary than according to the linear theory, at first, but much more 
slowly in the later stages. Going inward from the boundary we find 
that an inflection is produced in the arrival-curve near its commence- 
ment ; the rapid rise being delayed for an appreciable interval of time. 
This dead period is, of course, very marked at the axis of the wire, 
there being practically no current at all there until a certain time has 
elapsed. at the central part of the wire is nearly inoperative when 
rapid reversals are sent is easily understood from this, or perbaps more 
easily by the use of the water-pipe analogue. Some curves of (32), for 
two special values of 9, I have already given [vol. I., p. 398; vol. IL, 
p. 58}. 


Magnetic Theory of S.H. Variations of Impressed Voltage and 
resulting Current. 


Let there be a simple-harmonic impressed force ¢ sin nt in the circuit 
of wire and sheath, with no external resistance, making a total circuit- 
resistance R. (I translate the core-solution into the wire-solution.) 
The boundary condition is 


e sin nt ar 
= — —à 4666656 „ „ toone %% % %%% %%% 0 „ 6 dese 35 
rar ( (2 


and the solution is 


r- (Py UHP M+ QN) sin nt (V- Q, M) cos nt) ; 186) 


Rrar 
where M and N are the following functions, 
M =} (zri) + Moi), } 
N =i i) - ir i), 
i standing for V — 1, and z for V4rp kn. Also 
P=M+qM", OE NY ON. . .. (38) 


the / denoting differentiation tor. In (36), M and N have the values 
at ee r, and Po, Oo the values at r=a,, the boundary. 
e have 


Pe 4+ Œ= M? + N? + 29(MM' + NN’) + (MP + N”). 
If y = (zr)* = (4r kr?n)?, we have the following series :— 


ro A — . 29 — 
1 N 17201 368 (1 210 12(1 Mr Tl“ 


3y 33y 3$y 339 
u. T N (1. 43630 8100 214201 71618501 +...,}(40) 


9% (,, 84% 57 ( 12165 8520 
MM’ + NN 1050 + gam) + oats 111601 + 18220 | + 
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These are suitable for calculating the amplitude of Tor of C when y is 
not a very large quantity. The wire-current C is given by 
„ ea (M+ NAB. _ tan -1 ON! + PM’ 4l 
C= p. O ein ( tan Pu G) .. (41) 
where P, C, M, N, M’, M have the boundary values. As for Mand N 
themselves, their expansions are 


„ 
y? yt yt ee 
2 25426 27776787100 


But these series are quite unsuitable when y is very large. Then 
use the approximate formulæ 


-C- CN. 


e (43) 
20 -C- 
which make, if f = yt, 
M NI. ol IVI) i , 
M4 M= fe Viſzrrrr, 4422 q . (44) 


MM’ + NN! = V rA. 


In the extreme, very high frequency, or large retardation, or both 
combined, making y very great, the amplitude of the wire-current C 
tends to be represented by 

„%% T AEE T (45) 


showing that tho current is stronger than according to the linear theory, 
and far stronger in the case of an iron wire, or very close return. 

The amplitude of the. current-density at the axis, under the same 
circumstances, with r=a, in f, is 


al 2 5 e 646) 


which is of course excessively small. On the other hand, the boundary 
current-density amplitude is 


è 
A (en) EE EEE (47) 


which may be greater than the linear-theory amplitude. 

Analogous to this, the amplitude of the current in a coil due to a S. H. 
im force in the coil-circuit is greatly increased by allowing digki- 
pation of energy by conduction in a core placed in the coil, when the 
corresponding y is great, a large core, high inductivity, etc. ; that is, the 
inertia or retarding-power of the electromagnet is greatly reduced, so 
far as the coil-current is concerned. This 1s, 1n a great measure, done 
away with by dividing the core to stop the electric currents, when the 
linear theory is approximated to. 
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If y= 1600, the axial is about one-fourteenth of the boundary-current 
amplitude. To get this in a thick copper wire of 1 centim. radius, a 
frequency of about 850 waves per second would be required. Bat in 
an iron rod of the same size, if we take Ai = 500, only about 81 waves 
per second would suffice. 

Returning to the former expressions, if we go only as far as n°, the 
amplitude C, of the wire-current is given by CO /f; where the 
square of R”, which is the “apparent resistance,” or the impedance, per 
unit length of wire, is given by 


ot pha Inte ET. PREV, RT gh IN. 

If D- 10) 48.90% 66) , (48) 
where 9 "R,)’, and N and L have the former meanings. 

When aa the total current is under investigation, the method 
followed b rd Rayleigh (Phil. Mag., May, 1886) possesses advan- 
tages. I find it difficult, however, to understand how the increased 
resistance can become of serious moment. For, above a certain fre- 
quency, the current-amplitude is increased ; whilst, below that frequency, 
its reduction, from that given by the linear theory, appears to be, in 
copper wires, quite insignificant in general [vol. 11., p. 67}. 


Part II. 


Extension of General Theory to two Coaxial Conducting Tubes. 


In Part I. the inner conductor was solid. Let now the central 
portion be removed, making it a hollow tube of outer radius a, and 
inner a, The reason for this modification is that the theory of a tube 
is not the same when the return-conductor is outside as when it is 
inside it; that is to say, it depends upon the position of the dielectric, 
the primary seat of the transfer of energy. e expression for Hi, the 
magnetic force at distance r from the axis, will now be 

Hi = {7 (81r) - (Jy) Ky) (8149) (8:7) } AI — ——.(49) 
instead of the former 4,J,(8,r), of the first of equations (18); if we 
impose the condition HI = O at the inner boundary of the wire (as we 
may still call the inner tube). This means that there is to be no 
current from r= 0 to r =a; we therefore ignore the minute longitudinal 
dielectric-current in this space, just as we ignored that beyond r=a, 
previously. If we wish to necessitate that this shall be rigidly true, 
we may suppose that within r=a,, and beyond:r=a,, we have not 
merely k=0, but also c=0, thus preventing current, either conducting 
or dielectric. In any case, with only k=0, the dielectric disturbance 
must be exceedingly small. On this point I may mention that my 
brother, Mr. A. W. Heaviside, experimenting with a wire and outer 
tube for the return, using a (for telegraphic purposes) very strong 
current, rapidly interrupted, and a sensitive telephone in circuit with a 
parallel outer wire, could not detect the least sign of any inductive 
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action outside the tube, at least when the source of energy (the battery) 
was kept at a distance from the telephone. In explanation of the last 
remark, we need only consider that, although the transfer of energy is 
from the battery along the tubular space between the wire and return, 
yet, before getting to this confined space, there is a spreading out of 
the disturbances, so that in the neighbourhood of the battery the disk 
of a telephone may be strongly influenced by the variations of the 
magnetic field. On the other hand, the induction between parallel 
wires whose circuits aro completed through the earth, is perceptible 
with the telephone at hundreds of miles distance, or practically at 
distance, if the proper means be taken which theory points out. His 
direct experiments have, so far, only gone as far as forty miles, quite 
recently ; but this distance may easily be extended. 
Corresponding to (49) we shall have 


4 TI = 81 {Jo(s1r) - (I/ Ki) s1aο KO), Al (50) 


omitting, in both, the z and f factors. Now, to obtain the corresponding 
development of the general equation (22), we have only to change the 
J (514) in it to the quantity in the (] in (50), and the J;(s,,) to that in 
the (J in (49), with r=a, in both cases 


Electrical Interpretation of the Differential Equations. Practical Simplifica- 
tion in Terms of Voltage V and Current C. 


The method by which (22) was got was the simplest possible, reducing 
to mere algebra the work that would otherwise involve much thinking 
out; and, in particular, avoiding some extremely difficult reasoning 
relating to potentials, scalar and vector, that would occur were they 
considered ab initio. But, having got (22), the interpretation is com- 
paratively easy. Starting with the inner tube, (49) is the general 
solution of (14), with the limitation H,=0 at r=a,; if, in s, given by 

-83 = rpk p ＋ m, 
we let p mean d/dt and m? mean - d?/dz?, instead of the constants in a 
normal system of subsidence, and let 4, be an arbitrary function of 


z and 1. Similarly, (50) gives us the connection between Ti and 4j. 
From it we may sec what 4, means. For, put r=a, in (50); then, 


since 
(JK, - Ji Ko) (c) - i, 
we see that A, = —42a,K,(s,4))0 o 


if To is the current-density at r=a). When the tube is solid, 
A,=4rI,/s,. But, without 1 Ay (49) and (50) connect H, 
and I, directly, when 4, is eliminated by division. Also, H, = Ci x (2/r), 

if C, be the total longitudinal current from r= a to r, hence 
T. I. 4008) - (K) Koi) 
o ( eee | Ce : 


connects the current-density and the integral current. 
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Now pass to the outer tube. Quite similarly, remembering that 
H,=0 at r=a,, we shall arrive at 


. e Tosar) — (J /E N60) (sar) 
ARS . 5 wel 
connecting I, the longitudinal current-density at distance r in the 
outer tube, with C,, the curront through the circle of radius r in the 
plane perpendicular to the axis. 

Next, let there be longitudinal impressed electric forces in the wire 
and return, of uniform intensities ei and e over the sections of the two 
conductors. We shall have 


pT, =at Ep Pal g= eg T EL UO[ (53) 


if Ei and E, are the longitudinal electric forces of the field.“ 
Therefore 


ei eg =emp TD, — Plg- (EI E) ..cceecececeeee 5 · (54) 


where e is the impressed force per unit length in the circuit at the place 
considered: the positive direction in the circuit being along the wire in 
the direction of increasing 2, and oppositely in the return. 

If we take r=a, in (51), and r=a, in (52), and use them in (54), 
then, since C, becomes C, the wire-current, and C, becomes the same 
plus the longitudinal dielectric-current, we see that if we ae to ignore 
the latter, and can put EI - E, in terms of C, (64) will become an 
equation between e and C. . 

To obtain the required FE, - Ez, consider a rectangular circuit in a 
88 through the axis, two of whose sides are of unit 

ength parallel to z at distances a, and a, from the axis, —22 

and the other two sides parallel to 7, and calculate the 

EMF. of the field in this circuit in the direction of the 

circular arrow. If z be positive from left to right, the ( ) 
itive direction of the magnetic force through the circuit 

is upward through the paper. Therefore, if V be the line- 

integral of the radial electric force from rea, to r=a,, 

so that dV/dz is the part of the EKM. F. in the rectangular r=a, 

circuit due to the radial force, we shall have — 2 


E- F. = JA, ar 
2 1 


by the Faraday law, or equation (7)] H, being the magnetic force in the 
dielectric. This being 2C/r, on account of our neglect of Ta, we get, on 
performing the integration, - L,C, on the right side, where Lo is the 
FF inductance of the dielectric per unit length. This 
rings (54) to 
AV 0, Pity, Jolt) - CLK led) Kober 
Jer a Pii Ci) Wal RANS AHS) 
7 4 Lv a * 5 1 . 
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which, for brevity, write thus, 


.- LO RUCH RC. . . . 
where RY and fy define themselves in (55). They are generalised 
resistances of wire and return respectively; per unit length. But of 
their structure, later. Equation (56) is what we get from (22) by 
treating 8,7 as a small quantity and using (26); remembering also the 
extension from a solid to a hollow wire. 

By more complex reasoning we may similarly put the right member 
of (54) in terms of C without the neglect of T., and arrive at (22) itself, 
in a form similar to (55) or (56). But we may get it from (22) at once 
by a proper arrangement of the terms. It becomes 


o= (Ry R + pa i) C. e (57) 
0¹ 0¹ 


Here R? and N are as before, whilst Roi and Ra are similar expressions 
for the dielectric, on the assumption that H= O at r=a, or at r=a, 
respectively; thus, 


Rit = + P22 T82) - (J/K s0) Ko(5y4y) 


21 J, eeooce ww eee 555 3 K, „„ 62 
Rua — P22 J (89) a IRI (S283) Ko( zul) 
5 241 J, s...’ 2225 05555555õ KI „6 22 „60 


Ii has a different structure, being given by 


22 * ) -/ Ko) (S K (sm) 
03 5 — ; 


27701 1 „„ „„ „„ „% „%%% %%% % %%% %„%%„%%71.“T K, EEEE E] 


In these take s,r small; they will become 
npr P3 > 
ka = Boa mas di, a?) ’ 
that is, if p, be imagined to be resistivity, the steady resistance per 


unit length of the dielectric tube (fully, p, is the reciprocal of k, + ¢,p/47) ; 
and, with k, = O, 


rn 89 Jo * ＋ 2 
03 cp Sa oP īp 
if S is the electric capacity por unit length, such that L,S=p,c,. Then, 
introducing e, (57) reduces to 
e (Lo m/ Sp RY + H) C . (58) 


which is really the same as (56). For, by continuity, or by the second 
of (11), 


8 75 2 a1 = ra = Sp (59) 


if o is the time-integral of the radial current at r=a,, or, in other 
words, the electrification surface-density there, when the conductors 
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are non-dielectric. (There is equal o at the r=a, surface.) Therefore 
L BC MO dN 
Sp az? = Sp dz’ Ceo reer Reese „ „46446 
which establishes the equivalence. 

Particular attention to the meaning of the quantity V is needed. It 
is the line-integral of the radial force in the-dielectric from =a, to 
rea, Or it may be defined by 

SV = 2ra,c = Q, 

if Q be the charge per unit length of wire. But it is not the electric 
potential at the surface of the wire. It is not even the excess of the 
potential at the wire-boundary over that at the inner boundary of the 
return. For, as it is the line-integral of the electric force from end to 
end of the tubes of displacoment, it includes the line-integral of the 
electric force of inertia. It has, however, the obvious property of 
allowing us to express the electric energy in the dielectric in the ‘Rs 
of a surface-integral, thus, ¿Vo per unit area of wire-surface, or $Q per 
unit length of wire, ins of by a volume-integration throughout the 
dielectric. Hence the utility of /. The possibility of this property 
depends upon the comparative insignificance of the Be 

in the dielectric, which we ignore. It may happen, however, that the 
longitudinal displacement is far ter than the radial; but then it 

ill be of so little moment that the problem could be taken to be a 
puroly electromagnetic one. We 78 not use V at all, (58) being the 
equation between ¢ and C without it. It is, however, useful in electro- 
static problems, for the above-mentioned reason. Again, instead of V, 
we may use a or C, which are definitely localized. 

The physical interpretation of the force - dV/dz, in terms of Maxwell’s 
inimitable dielectric theory, is sufficiently clear, especially when we assist 
ourselves by imagining the dielectric displacement to be a real displace- 
ment, elastically resisted, or any similar elastically resisted generalized 
displacement of a vector character. When there is current from the 
wire into the dielectric there is necessarily a back electric force in it 
due to the elastic displacement ; and if it vary in amount along the wire, 
its variation constitutes a longitudinal electric force. : 

(58) being a differential equation previously, let m? be a constant in it. 
Then RY and Ry may be thus expressed :— 


RY = K + Lip, N = Rg + Lip, cc . (61) 


where Ri and R4 Li and IA are functions of p*. The utility of this 
notation arises from Ri cte. 5 constants in simple-harmoni- 
cally vibrating systems. Let ems V., and C, be the corresponding 
quantities for the particular m; then, by (56), 


0n- Em Lap. + (Bla . L. c. + M. L. Yo. —.—462) 
or e- LL P)O ms ees (63) 
where Rl. = Rin + Ra. Ly = Lyt Il. IE.. . (64) 
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B and I, are fanctions of p*. Therefore, by (62), summing up, 
ė — V (65) 


Now, although R4 and I are really different functions of p? for 
every different value of m, since they contain m, yet if, in changing 
from one m to another, through a great many mes, from m O upward, 
they should not materially change, we may regard R4 and L. as havin 
the m =0 expressions, as in the purely electromagnetic case, and denote 
them by R’ and I simply. Then (65) becomes 


-- e 

simply. The equation of V is now 

_de (NT Ly; (67) 

. at dA „ 

and that of C, being 

e, (R. + L. p+ / Sp) C CO.. lB(B V cee (68) 
in the m case, that of C becomes now simply 

aC 
Spe + Ta” (Ro LD SpPCCOCO ... (69) 


The assumption above made is, in general, justifiable. 


Previous Ways of treating the subject of Propagation along Wires. 


Let us now compare these equations with the principal ways that 
have been peeo T enpe to express the conditions of propagation 
a 


of signals along wires. for simplicity, leave out the impressed force e. 
First, we have Ohm's system, which may be thus written :— 
47 dC _ d? 
4 = EC e od 7 RS. (70) 


Here the first equation expresses Ohm’s law. C is the wire-current, R 
the resistance per unit length, and V is a quantity whose meaning is 
rather indistinct in Ohm's memoir, but which would be now called the 
potential. The second equation is of continuity. Misled by an entirely 
erroneous analogy, Ohm supposed electricity could accumulate in the 
wire in a manner expressed by the second of (70), wherein S therefore 
depends upon a specific quality of the conductor. The third equation 
results from the two 5 and shows that “, or C, or Q=SV diffuse 
themselves through the wire as heat does by difference of temperature 
when there is no gurface-loss. This system has at present only historical 
interest. The most remarkable thing about it is the getting of equations 
correct in form, at least approximately, by entirely erroneous reasonin 
The matter was not set straight till a generation later, when Sir W. 
Thomson arrived at a system which is formally the same as (70), but in 
which V ìs precisely defined, whilst S changes its meaning entirely y 
is now to be the electrostatic potential, and S is the electrostatic capacity 
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of the condenser formed by the opposed surfaces of the wire and return 
with dielectric between. The continuity of the current in the wire is 
asserted ; but it can be discontinuous at its surface, where electricity 
accumulates and charges the condenser. In short, we simply unite 
Ohm’s law (with continuity of current in the conductor) and the similar 
condenser law. The return is supposed to have no resistance, and V = 0 
at its 5 i 

The next obvious step is to bring the electric force of inertia into 
the Ohm’s law equation, and make the. corresponding change in that 
of V> that is, if we decide to accept the law of quail tncom peseaibility 
of electricity in the conductor, which is implied by the second of 
(70), when Sir W. Thomson’s meanings of S and V are accepted. 

irchhoff seems to have been the first to take inertia into account, 
arriving at an equation which is reducible to the form 

dV |dz? = (R + Lp)SpV. 

I am, unfortunately, not acquainted with his views regarding the con- 
tinuity of the current, so that, translated into physical ideas, his equa- 
tion may not be conformable to Maxwell’s ideas, even as regards the 
conductor. Also, as his estimation of the quantity L was founded upon 
Weber’s hypothesis, it may possibly turn out to be different in value 
from that in the next following system. In ignorance of Kirchhoff’s 
investigation, I made the necessary change of bringing in the electric 
force of inertia in a paper On the Extra Current” (Phil. Mag., 
August, 1876), [Art. Xiv., vol. I., p. 53] getting this system, 

-F (NI) 40 =S, ËY =(R+Lp)SpV, (71) 

dz i dz f dz? i 

wherein everything is the same as in Sir W. Thomson’s system, with 
the addition of the electric force of inertia - LpC, where L is the co- 
efficient of self-induction, or, as I now prefer to call it [vol. II., p. 28], 
the inductance, per unit length of the wire, according to Maxwell's 
system, being numerically equal to twice the energy, per unit length of 
wire, of the unit current in the wire, uniformly distributed. 

The system (71) is amply sufficient for all ordinary purposes, with 
exceptions.to be later mentioned. It applies to short lines as well as to 
long ones; whereas the omission of L reducing (71) to (70), renders 
the system quite inapplicable to lines of moderate length, as the influ- 
ence of S tends to diminish as the line is shortened, relatively to that of 
L. An easily-made extension of (71) is to regard R as the sum of the 
steady resistances of wire and return, and V as the quantity Q/S, Q 
being the charge per unit length of wire. Nor are we, in this approxi- 
mate Da (71), obliged to have the return equidistant from the 
wire. It may, for instance, be the earth, or a parallel wire, with the 
corresponding changes in the formulæ for the electric capacity and 
inductance. 

But there are extreme cases when (71) is not sufficient. For example, 
an iron wire, unless very fino, by reason of its high inductivity ; a very 
thick copper wire, by reason of thickness and high conductivity ; or, a 
very close return-current, in which case, no matter how fine a wire may 
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be, there is extreme departure from uniformity of current-distribution 
in the variable period ; or, extremely rapid reversals of current, for, no 
matter what the conductors may be, by sufficiently increasing the fre- 
quency we approximate to surface-conduction. ; 

We must then, in the system (71), with the extension of meaning of 
R and just mentioned, change R and L to R' and L, as in (67), and 
other equations. In a S. H. problem, this simply changes R and L from 
certain constants to others, depending on the frequency. But, in 
general, it would, I imagine, be of no use developing Hi etc. in powers of 
p, so that we must regard (f + Lip) etc. merely as a convenient abbrevia- 
tion for the Ry etc. defined by (56) and Ea. 

A further refinement is to recognise the differences between R’ and 
L’ in one m system and another, instead of assuming m=0 in RA. And 
lastly, to obtain a complete development, and exact solutions of Max- 
well's equations, so as to be able to fully trace the transfer of energy 
from source to sink, fall back upon (57), or (22), and the normal 
systems (18) of Part I. : 


The Effective Resistance and Inductance of Tubes. 


Now, as regards our obtaining the expansions of Hi etc. in powers of 
P, we have to expand the numerators and the denominators of Rr and 
Ry in powers of p perform the divisions, and then separate into odd 
and even powers. When the wire is solid, the division is merely of 

zJ,(z) by J (z), a comparatively easy matter. The solid wire R’ and 

expansions were given by Lord Rayleigh (Phi. Mag., May, 1886). 
I should mention that my abbreviated notation was suggested by his. 
But in the tubular case, the work is very heavy, so, on account of pos- 
sible mistakes, I go only as far as p*, or three terms in the quotient. 
The work does not need to be done separately for the inner and the 
outer tube, as a simple change converts one R/ or I’ into the other. 
Thus, in the case of the inner tube, we shall Lave 


3 4 4 
R= 1 2 naf ı 2% „ ag 2a log (ai / ao) 


eee] o 


ar(ar — as). 
iz kra’ 1_ 3% a a 
LI (A 17a; jE 145 + 2 1060. ada — am} ards Site, 0-09 Se wells (73) 
where n? is written for - p°, for the S. H. application. 


As for Lj, it is simply the inductance of the tube per unit length (of 
the tube only), as may be at once verified by the square-of-force method. 
The first correction depends upon p*. But Hi gives us the first correc- 
tion to R, which is the steady resistance, so it is of some use. To 
obtain R; and L; from these, change Ri to N p, and k, to my and kg, a, 
to dg, and a, to a, Or, more simply, (72) and (73) being the tube- 
formule when the return is outside it, if we simply exchange do and a, 
we shall get the formule for the same tube when the return is inside it. 
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If the tube is thin, there is little change made by thus shifting the 
locality of the return. But if a,/a, be large, there is a large change. 
This will be readily understood by considering the case of a wire whose 
return is outside it, and of great bulk. Although the steady resistance 
of the return may be very low, yet the percentage correction will be 
very large, compared with that for the wire. 

aking a,/a, = 2 only, we shall find 


| Ri = RiII + (whan)? 012 
when the return is outside, and 


Ri = R [1L + (rk afun)? x 503] 
= R [1 + (rk amn)? x 031), 


when the return is inside. In the case of a solid wire, the decimals are 
‘083, so that whilst the correction is reduced, in this a,/a,=2 oxample, 
the reduction is far greater when the return is outside than when it is 


inside. 

The high-frequency tube-formuls are readily obtained. Those for 
the inner tube are the same as for a solid wire, and those for the outer 
tube depend not on its bulk, but on its inner radius. That is, in both 
casos it is the extent of surface that is in question, next the dielectric, 
from which the current is transmitted into the conductors. Let 
G,(z) =(2/r)K(z), and G,(z) = (2% ) Ki( r); then, when z is very large, 


Jolt) = “i ae (74) 
Jig) - Ge) =(sin 2 - cos 2) + (wz). 


Use these in the R fraction, and put in the exponential form. We 


shall obtain 

RY = (oisri) (2 ai). 
But $8 t = (rk pja, therefore Ff =(s,p, pirat}. 
Also, p= -n?, therefore = (in) (l +i) = (In) + p(n’), 


so that, finally, Ri = AD U- n (75) 


where g=n/2m is the frequency. To get Rj and I, change the x and p 
of course, and also a, to d. 

It is clear that the thinner the tube, the greater must be the fre- 
quency before these formule can be applicable. For the steady 
resistance is increased indefinitely by reducing the thickness of the 
tube, whilst the high-frequency resistance is independent of the steady 
resistance, and must be much greater than it. In (75) then, g must be 
great enough to make R/ several times R, itself very large when the 
tube is very thin. Consequently thin tubes, as is otherwise clear, may 
be treated as linear conductors, subject to the equations (71), with no 
corrections, except under extreme circumstances. The L may be taken 
as Lo, except in the case of iron. 

H.E.P.—VOL. II. N 
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Train of Waves due to S. H. Impressed Voltage. Practical Solution. 


I will now give the S. H. solution in the general case, subject to (58). 
Let there be any distribution of ¢ (longitudinal, and of uniform 
intensity over 55 Expand it in the Fourier series appro- 
priate to the terminal conditions at 2 - 0 and I. For definiteness, let 
wire and return be joined direct, without any terminal resistances. 
Then, ¢ zin né being e at distance 2, the proper expansion is 

60 = 600 + 601 008 1,8 + eo COB Maz ., 
where m, = /i, m. = 2 /I, etc. (It should be remembered that e is the 
ei — ¢, of (54) and (53). Shifting impressed force from the wire to the 
return, with a simultaneous reversal of its direction, makes no difference 
in 6. Thus two es directed the same way in space, of equal amounts, 
and in the same plane s=constant, one in the inner, the other in the 
outer conductor, cancel. This will clearly become de from as the 
distance of the return from the wire is increased.) en, in the equa- 


tion 
en = (Ba + LL p)C,, + Sp) C. 
RC. + (L. - m?/Sn*) pO m 
we know e,; whilst Ra and Li, are constants. The complete solution 
is 3 by adding together the separate solutions for e, ĉn, etc., 
and is 
| ſœ ein (nt — %) N Com sin (nt — 6, ) cos mz 
0 I e Lt TT TT l (d e a, oO) 
where the summation includes all the m's, and 
tan On (L. m*/Sn?)n + EI. 
A practical case is, no impressed force anywhere except at z= O, one end 
of the line, where it is V, sin nt. Then, imagining it to be V,/s, from 
gmQ to =z, and zero elsewhere, and diminishing z, indefinitely, the 
expansion required is 
7/21 = (Vo/t)(1 + 22 cos jrz/ i), 
J going from 1, 2, . . to œ. This makes the current-solution become 
_ “of sin(nt— 0) sin (nt — %) cos mz 
É acre DRE (I~ asap oe CD 
If the line is short, neg ee the summation altogether, unless the fre- 
quency is excessive. Now (77) may perhaps be put in a finite form 
when Ra is allowed to be different from R/, though I do not see how to 
do it. But when R. = R/ and L. =I it can of course be done, for 
we may then use the finite solutions of (66) and (67). Thus, given 
V= V sin nt at 2-0, and no impressed force elsewhere, find V and C 
everywhere subject to (66) and (67) with e=0, and V=0 at z=}. 
Let 


P = ($Sn)¥{ (24 Len?) i- L/n}, 

a ee 1 jè + ) ——— ũ—qðͥL (78) 
tan 0, = sin 201 + ( cos 2Q!), } . (79 
tan 0, =(L/nP — R'Q) + (R'P + L'nQ); kesoi eBeeeesees ) 
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then the finite V and C solutions are 


Ja V e-™ein(nt - Qa) + „ bee ae 90% 0 ) (80) 


„ 

á Poa l . 
sin (nt + Qz — 0, + % TF sin (n- Qz- 0, + ,) (81) 
P(e" + 2 cos 2000 j 

If we expand the last in cosines of mz we shall obtain (77), with R = R. 

There are three waves ; the first is what would represent the solution 

if the line were of infinite length ; but, being of finite length, there is a 

reflected wave (the “ term), and another reflected at z= O, the third 

and least important. 

The amplitude of C anywhere is 


„ Gn) EE- 4 t- 4 2 cos 200 2) }t 


(R2 + Linh en 2 cos 207 
At the distant (z =l) end it is 
_ ( aN : 
c= Vom rant an 2 cos 2070 WJ 682) 


Effects of Quasi- Resonance. Fluctuations in the Impedance. 


I have already spoken of the apparent resistance of a line as its 
impedance (from impede). The steady impedance is the resistance. 
The short-line impedance is (R? Linz) i or (N + Vain?) il, at the fre- 
quency n / 21, according as current-density differences are, or are not, 
ignorable. The im ce according to the latter formula increases 
with the frequency, but is greater or less than that of the former 
formula (linear theory) according as the frequency is below or above a 
certain value. 

But if the frequency is sufficiently increased, even on a short line, 
the formula ceases to represent the impedance, whilst, if the line be 
long, it will not do so at any frequency except zero. According to (82), 
we have 


V, _ (R+ Lins) ‘ee. 
T -g A +e _ 9 cos 200) , . (83) 


as the distant-end impedance of the line. That is, we have extended 
the meaning of impedance, as we must (or else have a new word), since 
the current- amplitude varies as we pass from beginning to end of the 
line. (83) will, roughly speaking, on the average, ave the greatest 
value of the impedance. It is what the resistance of the line would 
have to be in order that when an S.H. impressed force acts at one end, 
the current-amplitude at the distant-end should be, without any 
magnetic and electrostatic induction, what it really is. The distant-end 
impedance may easily be less than the impedance according to the 
magnetic reckoning. What is more remarkable, however, is that it 
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may be much less than the steady resistance of the line. This is due 
to the to-and-fro reflection of the dielectric waves, which is a pheno- 
menon similar to resonance. 

To show this, take R’ =0 in the first place, which requires the con- 
ductors to be of infinite conductivity. Then L’=L,, the dielectric 
inductance. We shall have, by (83) and (78), 


5% CO- Lov sin (nd/vh)))))y)) (84) 
where v = (Los) i = (uc) -d, the speed of waves through the dielectric 
when undissipated. “tthe sine is to be taken positive always. If 
n/v=m, 2, etc., the impedance is zero, and the current-amplitude 


infinite. Here nl/v = x means that the period of a wave equals the time 
takon to travel to the distant end and back again. This accounts for 
the infinite accumulation, which is, of course, quite unrealizable. 

Now, giving resistance to the line, it is clear that although the 
im nce can never vanish, it will be subject to maxima and minima 


values as the speed increases continuously, itself increasing, on the 
whole. We may transform (83) to 


VIC, 
= (RR + LPn*)il [ (5) sim(5) + (5) 504! = (5) + = 5000 + I) 


4 6 n 10 8 1 
1 06.5507 a +64) + sasalo) (ITT) - n , (85) 
1 85 „in, and (N Lay 


The factor outside the [] is the 5 impedance ; and, if we 
take only the first term within the [ ], we shall obtain the former infinite- 


conductivity formula (84). The effect of resistance is shown by the 
terms containing h. 


With this v and & notation (83) becomes 
VC, = iI + h)t{ ee + e — 2 cos QR Svcs cteesvacc (86) 
where 
Ql = (nl/ (JT +h + 1h + 9, 
Pl = (nl V +h - 1)t + /2, 
Choose Q so that 2Q/ = 2x, and let h=1. This requires ml/y = 2-85. 
Then 
% (o = IL . 2c. 2j, 
= 60°6 17 ohms, 
if we take r=30!° cm.=30 ohms. This implies L/ = 
dielectric air. Without making use of See ees e = 
may suppose that the conductors are thin tubes. Therefore 
Impedance _ 60:6 Z’. 10° 
Resistance RT About 285 
by making use of the above values of A and nl 'v’, 
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But taking 2Q/ = $x, or one fourth of the above value. Then 
7./ C.- 281) ohms, 


Im ce 4 
sad — = abont $ 


Thus the amplitude of the current, from being less thdn the steady 
strength in the last case, becomes 42 per cent. greater than the steady 
current by quadrupling /, and keeping h=1. We have evidently 

from somewhere near the first maximum to the first minimum 

value of the impedance. These a suit lines of any length, if we 
choese the resistances, etc., popa y. The following will show how the 
above apply N member that 1 ohm per kilom. = 10 per 
em. Then, if Ii = length of line in kilom., 

If R = 10, and J= 1, n- 10, and J, = 856, 

„N= 10, „ /. 10, „a- 10 „ - 8568, 

„ N= 10% „ V= l, , t=10, „ II- 86, 


„N = 10%, „ I/ 10, „ n=:10, „ II = 8656, 
„A= 10, „ I= 100, „ n=10%, „ - 8668, 
55 N = 105, ” I= l, 9 n= 106, 77 l = 8°5, 
” R = 10°, 99 V= 10, » n= 10, 55 h= 85, 

» Wel, „ = 100, „ n= 10, „ l =856, 


„= 100 „ = 10, „ - 10, „ 1-88. 


The resistances vary from n to 100 ohms per kilom., the inductances 
from 1 to 100 per em., the frequencies from 10% r to 105 21, and the 
lengths from 8˙5 to 8568 kilom. In all cases 3 is the ratio of the 
distance-end impedance to the resistance. The common value of ni, is 
856800. 

In the other case, ni/v’ has one fourth of the value just used, so that, 
with the same N and J“, Ii has values one fourth of those in the above 
series. 

Telephonic currents are so rapidly undulatory (it is the upper tones 
that go to make articulation, and convert mumblings and murmurs into 
something like human speech) that it is evident there must be a con- 
siderable amount of this dielectric resonance, if a tone last through the 
time of several wave-periods. | 


Derivation of Details from the Solution for the Total Current. 


Having got the solution for C, the wire-current, we may obtain those 
for H, T, and y from it. Thus, H, being the same as (2/r)C,, where C, 
is the longitudinal current through the circle of radius r, we may first 
derive C, or H, from C, and then derive T and y from either by (11). 
Thus, make use of (49) and (50), and the value of 41 there given. 
Then we shall obtain 


=” Ar) eee . a. (87) 
a1 J,(3,4,) (JI Ki) (s K, (8,4) 
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where, in the s,, p and m? are to be ddt and —d?/dz*. Similarly for 
the return-tube. 

In a comprehensive investigation, the C-solution would be only a 
special result. As this special result is more easily got by itself, it might 
appear that there would be some saving of labour by first getting the C- 
solution and then deriving the general from it. But this does not stand 
examination; the work has to be done, whether we derive the special 
results from the general, or conversely. 

In the solid-wire case 


o.= 75") o 


a,J,(s,4,) ’ 
or 


-- W- Inc be- of) INN ki phim -ab) 42a) 


1 ; 
+ 112923207 pkp + Amꝰ) sr ar) (“ brꝛar + Tas)} +.. te 
Or, use the M and M functions of Part I., equations (42). For we 


ve 
Mair) = (M + i Meeri), 


where s,ri# takes the place of the y in those equations. M contains the 
even, and M the odd powers of (p +m?/tru k). 


We have also 
T. T r 3 20 r) C, 
r. Fea, J. 10h 
To being Tat 1-0; and, since by the first of these, 
T., =J,(s,a,)1, 
connects the boundary and axial current-densities, we see that. the ratio 


of their amplitudes in the S.H. case is 
(M? + N2)s, 


using the r=a, expressions, with m O. 


Note on the Investigation of Simple-Harmonic States. (July, 1892.) 


[I have been asked by more than one correspondent how the above 
solutions (80) and (81) are obtained, and therefore add some details, 
giving the working rather fully, as it will serve to show the procedure 
in other cases. 

We have an impressed force acting at one spot, and desire to know 
the effect produced there and elsewhere. The first step is to form the 
differential equation connecting the impressed force with the effect pro- 
duced. Now we have 


d Vidz = (K N SY Ip) Fi... (14) 
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in the line generally, if we introduce K the leakage-conductance per 
unit length (as in Parts IV. and V.), and therefore 

Vah ꝙß§öÜ % ˙- % (2A) 
where 4 and B are undetermined. To suit the present case, we find 
them by the terminal conditions 


V=0 at z=, therefore OH. A +". B, 
V=e at z=, therefore e= A+B; 
which give 4 and B and develop (2a) to 


S -7-9 
V= e444 (34) 
This is the differential equation connecting V at z with e at 2 0, the 
latter being any function of the time. It may also be regarded as the 
solution of the problem ot finding V due to e. For the march of V is 
strictly connected with that of e through the operator in (3A) and by 
nothing else, all indefiniteness having Teen removed by the previous 
work. But, whilst (3a) is the solution, it is (usually) in a very con- 
densed form, needing development to more immediately interpretable 
forms. If, however, F be constant, as happens when p=0, (3A) needs 
no development. I$ then represents the ultimate steady state of V due 
to steady e. But the primitive solution in general requires a deal 
of oe Thus, if we wish to find the ultimate simple- onic 
state of due to simple-harmonic e of frequency n/27, we know that 
u, or p=nt, making F= P+ Qi, where P and Q are given in the 
text (when K=0). This substitution made in (34) will make it be 
convertible to the simple form 
Vwi (DOPE wnissiiawensdceccdeassviveaisere. (4a) 


expressing fully when e is given fully in any amplitude and phase. 
The work is now to turn (34) to (44). First put F=P+ Qi, then (34) 
becomes, when the real and imaginary parts in the numerator and 
denominator are separated, 
V 2 .. cos Q(t — 2) + i(t- e-) gin - 2) (BA) 
e (e cos Ql + i(e + 7) sin si 
To rationalise the denominator, multiply it and the numerator by the 
denominator with the sign of i changed, producing 


7 eee ee ee 


e „ Mi (...+....) sin 
„5; ¼⁰mꝶ² e catirs (+...) sin 
r e eee 
+ [e ce QI (T 5.00 n (6a) 


This is in rational form, since t=p/n. But it can be simplified. The 
denominator, say D, is evidently 
Derr — 2608 BQ, ʒ (7A) 
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and we may easily reduce (64) to 
2 E 6 er- (4) con 2000 


rein Qe( - (e sin 20 
+i cos Qz( + (e - ein 2000 
1 ein 32 e- (e) cos 2000 |p . (84) 


the full solution with e simple-harmonic, but left arbitrary in amplitude 
and phase. If it is V sin né, then the terms in the first two lines of 
(84) receive sin né as a factor, whilst the next two lines receive cos nt 
(by the operation of the differentiator i on ¢), giving the result, after 
rearrangement, 


2 l ein 201. C cos(nt + Qz) — «-* coe(nt - Q2) | 


-cos 20 ... sin(....... y+ . sin . )] 
+ ene” gin(nt — Qs) + er in(nt + Q2)}. 88885 (9a) 


This differs in form from (80), which was arranged to show the solution 
for an infinitely long line (obtainable by the same process, only greatly 
san prea explicitly, with the additions caused by the reflection at 
z=} and the subsequent complex minor reflections at beginning and 
end of the line. To get (80) from (9A) observe the form of D in (74), 
and add and substract from (9A) terms so as to isolate the solution for 
an infinitely long line. Thus 


V= V ain(nt — Qz) + vgs cosl + Qz) — ~ ™cos(nt — Q2) | 


$F PE ein(.. ..) . Bi (. .. . } (108) 


The transition to the shorter form (80) is now obvious, by taking 


6 cos 204 : sin 207 
cos 6. e sin 6. 1 . (114) 
Some of the above work may be saved, perhaps, by taking e= Ve at 
the beginning, that is, a special complex form of impressed force. The 
result is a ae solution, divisible into one due to V cos nt and 
another due to V, sin nt, either of which may be selected, or any com- 
bination made. But I find the above method more generally useful. 

We may derive C from V thus, 
de N / Lp d 

late 


Wilp Rave ae ee (124) 


This process may be applied to the final form of solution for V or to 
any previous form, as the primitive (34). The easiest way will depend 
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on circumstances. Similarly we may derive the V-solution from the 


C-solution, by 

AC . _ K-Sp dO, (134) 
K + Sp Kirn dag 
The above details will also serve to illustrate the working of the 
problem in Part V., for it is the same 8 as above, but with 
arbitrary terminal connections (instead of short- circuits), and is done 
in the same way. Its complexity arises from the reactions between the 
terminal apparatus and the main circuit.] 


PAR r III. 
Remarks on the Expansion of Arbitrary Functions in Series. 


The subject of the decomposition of an arbitrary function into the sum 
of functions of special types has many fascinations. No student of 
mathematical physics, if he possess any soul at all, can fail to recognise 
the poetry that pervades this branch of mathematics. The great work 
of Fourier is full of it, although there only the mere fringe of the 
subject is reached. For that very reason, and because the solutions can 
be fully realised, the poetry is more plainly evident than in cases of 
greater complexity. Another remarkable thing to be observed is the 
way the principle of conservation of energy and its transfer, or the 
equation cf activity, governs the whole subject, in dynamical applica- 
tions, as regards the possibility of effecting certain expansions, the 
forms of the functions involved, the manner of effecting the expansions, 
and the possible nature of the “terminal conditions which may be 


imposed. 

Special proofs of the possibility of certain expansions are sometimes 
very vexatious. ae Beak frequently long, complex, difficult to follow, 
unconvincing, and, after all, que special ; whilst there is an infinite 
number of functions equally deserving. Something is clearly wanted 
of a quite general nature, and simple in ite generality, to cover the 
whole field. This will, I believe, be ultimately found in the principle 
of energy, at least as regards the functions of mathematical physics. 
But ia the present place only a small part of the question will be 
touched upon, with special reference to the physical problem of the 
propagation of electromagnetic disturbances through a dielectric tube, 
bounded by conductors. 

It will be, perhaps, in the recollection of some readers that Professor 
Sylvester, a few years since, in the course of his learned paper on the 
Bipotential, poked fun at Professor Maxwell for having, in his investi- 
gation of the conjugate properties by complete spherical- 
surface harmonics, made use of Greens Theorem coneerning the mutual 
energy of two electrified systems. He said (in effect, for the quotation 
is from memory) that one might as well prove the rule of three by the 
laws of hydrostatics—or something similar to that. In the second 
edition of his treatise, Prof. Maxwell made some remarks that appear 
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to be meant for a reply to this; to the effect that although names, 
involving physical ideas, are given to certain quantities, yet, as the 
reasoning is purely mathematical, the physicist has a right to assist 
himself by the physical ideas. 

Certainly ; but there is much more in it than that. For not only the 
conjugate properties of spherical harmonics, but those of all other 
functions of the fluctuating character, which present themselves in 
physical problems, including the infinitely undiscoverable, are involved 
in the principle of energy, and are most simply and immediately proved 
by it, and predicted beforehand. We may indeed get rid of the prin- 
ciple of energy, and treat the matter as a question of the properties of 
quadratic functions ; a method which may commend itself to the pure 
mathematician. But by the use of the principle of energy, and assisted 
by the physical ideas involved, we are enabled to go straight to the 
mark at once, and avoid the unnecessary complexities connected with 
the use of the special functions in question, which may be so great as to 
wholly prevent the recognition of the properties which, through the 
principle of energy, are necessitated. 


The Conjugate Property U,,=T,, in a Dynamical System with Linear 
Connections. 

Considering only a dynamical system in which the forces of reaction 
are proportional to displacements, and the forces of resistance to 
velocities, there are three important quantities—the potential energy, 
the kinetic energy, and the dissipativity, say U, 7, and Q, which are 
quadratic functions of the variables or their velocities. When there is 
no kinetic energy, the conjugate properties of normal systems are U,,=0 
and Q,,=0; these standing for the mutual potential energy and the 
mutual dissipativity of a pair of normal systems. When there is no 
potential energy, we have 7,,=0 and Q,,=0. When there is no 
dissipation of energy, U,,=0 and 7,,=0. And in general, U= Tip 
which covers all eases, and has two equivalents, 3012 T U,,=0, and 
$2:.+7;,=9; for, as the mutual potential and kinetic energies are 
equal, the mutual dissipativity is derived half from each. 

Let the variables be 2, Z} .., their velocities vi =£, ..., and the 
equations of motion 

Fi- (An + By p+ Cup) + (419+ BiP + Chop") ay +... 
Fy = (An + Bap + Cy ') + (A gg + Buap + Copp? )g K , f . . (88) 


where Fi, Fp» . ., are impressed forces, and p stands for d/dt. Forming 
the equation of total activity, we obtain 


L Fy OT (89) 
where 
2U = Au + 2A 9%, ＋ Af T , 
Q= Buf + 212 + Bots 1 1 (90) 
2T = Ci + 20121¹ + Ci +.... 
So far will define, in the briefest manner, U, 7, Q, and activity. 


ON THE SELF-INDUCTION OF WIRES. PART IIL 203 


Now let the F’s vanish, so that no energy can be communicated to 
the system, whilst it can only leave it irreversibly, through Q Then 
let pi, pz be any two values of p satisfying (88) regarded as 1 
Let Oi, Li, T, belong to the system pi existing alone; then, by (89) 
and (90), 

0=Q,+0,4+7, oœ 0-1 251( Ui Ti); 
But when existing simultaneously, so that 
where Ui Tip Qie depend upon products from both systems, thus :— 
Qig = 2{ BH + Ban, + By (4% +04) . . .), 
J Anzi A Ai (T + 2H) ., 
Tam Cunt + Canth T Cia (vi ＋ vf) T. ., 
the accents distinguishing one system from the other, we shall find, by 
forming the equations of mutual activity 2 Fv .., and 2 Fv=..., 
that is, with the Fs of one system, and the “s of the other, in turn, 
0 = $0,3 t+ ris 512 
0 = $Q, Ti LI + Delis; 
adding which, there results the equation of mutual activity, 


0 -i (vi Pe) Un: + 7100, or 0 = 127 tly; 
and, on subtraction, there results 


Om (p, — Da Tyg 712——— 42 (91) 
giving U= Tio if the ps are unequal. But this property is true 
heika the p's be equal or not; that is, U., = Tii when pi is a repeated 
root. I have before discussed various cases of the above, with special 
reference to the dynamical system expressed by Maxwell’s electro- 
magnetic equations. Vol. i, pp. 520 to 531.] 


Application to the General Electromagnetic Equations. 


The following applies to Maxwell's system, using the equations (4) 
to (10) of Part. I. vol. ii., p. 174}. A comparison with the above is 
instructive. Let EI, H, and E., H, be any two systems satisfying these 
equations, with no impressed forces, or 6=0,h=0. Then the energy 
entering the unit volume per second by the action of the first system on 
the second is 

conv VB,H,/4x = (Ei curl H, - H, curl II) / 41, 
— ET, + H,G, 
=B C, + BD, ＋ H, B/ . .. . (92) 
Similarly, by the action of the second system on the first, 


conv VII. Hi / 41 = B,C, +E D, +H yir. ooien. (93) 
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Addition gives the equation of mutual activity. And, subtracting (93) 
from (92), we find 


conv (VIH, VI, Hi) / 4 = (E,D, - B,D,) —(H,B, -H, B/; . (94) 
since E C, = E,4E, = = E,C,, if there be no rotatory power, or C be 
a symmetrical linear a of K. Similarly for D and E, and B and 
H. Hence, if the systems are normal, making d/dt=p, in one, and p, 
in the other, (94) becomes 


conv (VE, H, - VE,H,)/47 = (P2 - p, (B,D, - HI B/ 4). . (95) 
Therefore, by the well-known theorem of Convergence, if we inte- 
grate through any region, and U,» Tia be the mutual electric energy 
and the mutual magnetic energy of the two systems in that region, we 
obtain 
N Tec Ar Mr, . .. . (96) 
1 Pe 
where N is the unit normal drawn inward from the boundary of the 
region, over which the summation extends. And if the region include 
the whole space through which the systems extend, the right member 
will vanish, giving U,,= T,» when these are complete. 
From (96) we obtain, by differentiation, the value of twice the excess 
of the electric over the magnetic energy of a single normal system in 
any region; thus 


(U- T) XN (20% a vg) /a. e (97) 


This formula, or some special representative of the same, is very useful 
in saving labour jn investigations relating to normal systems of sub- 
sidence. 


Application to any Electromagnetic Arrangements subject to V = ZC. 


The quantity that appears in the numerator in (96) is the excess of 
the energy entering the region through its boundary per second by the 
action of the second system on the first, over that similarly entering 
due to the action of the first on the second system. Bearing this in 
mind, we can easily form the corresponding formula in a less general 
case. Sup for example, we have two fine-wire terminals, a and b, 
that are joined through any electromagnetic and electrostatic combina- 
tion which does not contain impressed forces, nor receives energy from 
without epr 1 of the current, say C, entering it at a and 
leaving it at 0. t also V be the excess of the potential of a over that 
of b. en VC is the energy-current, or the amount of energy added 
per second to the combination through the terminal connections with, 
necessarily, some other combination. (In the previous thick-letter 
vector investigation V was the symbol of vector product. There will, 
however, be no confusion with the following use of V, as in Part II., to 
express the line-integral of an electric force. One of the awkward 
things about the notation in Prof. Tait’s “ Quaternions is the employ- 
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ment of a number of most useful letters, as 8, T, U, V, K, wanted for 
other purposes, as mere symbols of operations, putting another barrier 
in the way of practically combining vector methods with ordinary 
scalar methods, besides the perpetual negative sign before scalar pro- 
ducts.) The combination need not be of mere linear circuits, in which 
differences of current-density are insensible ; there may, for example, be 
induction of currents in a mass of metal either connected conductively 
or not with a and b; but in any case it is nocessary that the arrange- 
ment should terminate in fine wires at a and b, in order that the two 
quantities V and C may suffice to specify, by their product, the energy 
current at the terminals. Even in this we completely ignore the 
dielectric currents and also the displacement, in the neighbourhood of 
the terminals, i.c., we assume c=0, to stop displacement. This is, of 
course, what is always done, unless specially allowed for. 

Now, supposing the structure of the combination to be given, we 
can always, by writing out the equations of its different parts, arrive 
at the characteristic equation connecting the terminal V and C. For 


instance, 
CCC (98) 


where Z is a function of d/dt. In the simplest case Z is a mere resist- 
ance. A common form of this equation is 
LVthVthV+...=9C+9,C+9.0+..., 
where the Fs and gs are constants. But there is no restriction to such 
simple forms. 1 that is „ is that the equation should be 
linear, so that Z may be a function of p. If, for example, (d Cſdi)s oc- 
curred, we could not do it. 
Now this combination must necessarily be joined on to another, 
however elementary, to make a complete system, unless V is to be zero 
always. The complete system, without impressed forces in it, has its 


proper normal modes of subsidence, corresponding to definite values 
of p. Consequently, by (96), 


Ua- Tig= (201 — VC) + (I- Po. 4 . (99) 


if J, Ci belong to pu and V,, C, to p, whilst the left member refers to 
the combination given by V= ZC. Or, 


71 V. Z-Z 
Uia- 712 = OC A - R ) + (p, - Pi) = CIC. , 100 
127 412 (7 65 P-P) 11 5 — p, (100) 
and the value of 2(U — T) in a single normal system is 
d AV G d 
2(U ) dp dp ae t O io oo ososoo 


In a similar manner we can write down the energy-differences 
for the complementary combination, whose equation is, say, V= YC; 
remembering that - VC is the energy entering it per second, we get 


Y-Y, dY ; 
C10. PETA and Cap respectively. 
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By addition, the complete U,, - 712 is 


CC, An o-; . . (102) 
1772 
and the complete 200-7) is 
dy. do 
ser Z), Or Cc? dy 6 % % % % % „e (103) 


where ¢=0, or F Z=0, is the determinantal equation of the complete 
system (both combinations which join on at a and b, where V and C are 
reckoned), expressed in such a form that every term in & is of the 
dimensions of a resistance. 


Determination of Size of Normal Systems of V and C to express Initial State. 
Complete Solutions obtainable with any Terminal Arrangements provided 
R, S, L are Constants. 


If the complete system depends ay upon a finite number of vari- 
ables, it is clear that the number of independent normal systems is also 
finite, and there is no difficulty whatever in understanding how any 
possible initial state is decomposable into the finite number of normal 
states ; nor is any proof needed that it is poesible to do it. The con- 
stant Æ, fixing the size of a particular normal system p, will be 
given by 


Joi - Tor . Ur- T1 _U,,-T, 
ad ray ae . 104 
Ai n 71 2(U,-7)) cr se (104) 
Py 


by the previous, if U,, be the mutual electric energy of the given 
initial state and the normal system, and T p» similarly, the mutual 
magnetic energy. 
And, when we increase the number of variables infinitely, and pass to 
rtial differential equations and continuously varying normal functions, 
it is, by continuity, equally clear that the decomposition of the initial 
state into the now infinite series of normal functions is not only possible, 
but necessary. Provided always, that we have the whole series of 
normal functions at command. Therein lies the difficulty, when there 
is any. 
In euch a case as the system (71) of Part II., involving the partial 
differential equation 
ay dV ay 
e 
wherein R, 8, and L are constants, to hold good between the limits 
z=(0 and z =, subject to 


V=uZC at 2-0, and V=Z,C at z=, 


there is no possible missing of the true normal functions which arise by 
treating d/dt as a constant; so that we can be sure of the possibility of 


. (108) 
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5 Thus, denoting RSp + LSp* by - m, we may take the 


V-function as 
u- in (mz+6), ........ FFC (106) 
and the corresponding normal C-function as 
= + PM f 
Wm + mê ds . (ma ＋ 6). 66992 (107) 
Here 0 will be determined by the terminal conditions 
, at 20, . i at 2 o. (108) 
w w 


and the complete V and C solutions are 
V =I Au”, Ce DAWEH sese. (109) 
at time ¢; where any 4 is to be found from the initial state, say V,, Co 


fanctions of z, by 
is Vou - LCD) 
V (110) 
ae 
provided there be no energy initially i in the terminal arrangements. If 
there be, we must make chy appara additions to the numerator, 


without changing the denominator of The expression to be used 
for u/w is, by (106) and (107), 


7 g'an (me + 0), e (111) 


remembering that m is a function of p. There are four components in 

the denominator of (110), as there are three electrical systems; viz., 

the arrangements, which can only receive energy from the 

Moris 4 Fi the line itself, which can Se or part with energy at 
en 


Complete Solutions obtainable when R, S, L are Functions of . though not 
ofp. Effect of Energy in Terminal Arrangements 


In a similar manner, if we make R, S, and L any single-valued 
functions of z, subject to the elementary ‘relations of (71), Part II., or 


~ 7 = RO+ LE, -, IS (112) 
getting this characteristic equation of C, 
i N 
ze =) =( R+L 40 a . (113) 


and, after putting w for C and p for A this equation for the current- 
function, 


2 -R Ipo. (114) 
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and finding the u-function by the second of (112), giving 


we see that the expansions of the initial states V, and Co can be effected, 
subject to the terminal conditions (108). For the normal potential- and 
current-functions will be perfectly definite (singularities, of course, to 
recelve special attention), given by (115) and (114), each as the sum of 
two independent functions, and the terminal conditions will settle in 
what ratio they must be taken. (109) and (110) will constitute the 
solution, except as regards the initial energy beyond the terminals. 

It is, however, remarkable, that we can often, perhaps universally 
find the expression for the part of the numerator of (110) to be added 
for the terminal arrangements, except as regards arbitrary multipliers, 
from the mere form of the Z-functions, without knowing in detail what 
electrical combinations they represent. This is to be done by first 
decomposing the expression for C?(dZ/dp) into the sum of squares, for 
instance, 


Z 
0 ri EA DDT), . (116) 
where ri, r.. are constants. The terminal arbitraries are then 
SAD), ZAf{p), etc.: calling these Ei, Ep ..., the additions to the 
numerator of (110) are 


(Zi + Eb). J. . . . .. (117) 


wherein the E's may have any values. This must be done separately 
for each terminal arrangement. The matter is best studied in the con- 
crete application, which I may consider under a separate heading. 

It is also remarkable that, as regards the obtaining of correct expan- 
sions of functions, there is no occasion to impose upon I, S, and L the 
physical necessity of being positive quantities, or real. This will be 
understandable by going a a finite number of variables, and then 
passing to continuous functions. [See Art. XX, vol. I., p. 141, for 
examples. | 


Case of Coaxial Tubes when the Current is Longitudinal. Also when the 
Electric Displacement ts Negligible. 


Let us now proceed to the far more difficult problems connected with 
propagation along a dielectric tube bounded by concentric conducting 
tubes, and examine how the preceding results apply, and in what cases 
we can be sure of getting correct solutions. Start with the general 
system, equations (11) to (14), Part L, with the extension mentioned 
at the commencement of Part II. from a solid to a tubular inner con- 
ductor. Suppose that the initial state is of purely longitudinal electric 
force, independent of z, so that the longitudinal E and circular H are 
functions of r only. How can we secure that they shall, in subsiding, 
remain functions of r only, so that any short length is representative of 
the whole? Since £ is to be longitudinal, there must be no longitudinal 
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energy current, or it must be entirely radial. Therefore no energy 
must be communicated to the system at z=0 or z=}, or leave it at 
those places. This seems to be securable in only five cases. Put 
infinitely 5 plates across the section at either or both ends of 
the line. This will make = 0 there, if V is the line- integral of the 
radial electric force across the dielectric. Or put nonconducting and 
non-dielectric plates there similarly. This will make C=0. Or, which 
is the fifth case, let the inner and the outer conductors be closed upon 
themselves. In any of these cases, the electric force will remain longi- 
tudinal during the subsidence, which will take place similarly all along 
the line. By (14), the equation of H will be 


dld ° 22 


and it is clear that the normal functions are quite definite, so that the 
expansion of the initial state of E and H can ie truly effected. In the 
already-given normal functions, take m= 0. 

But if we were to join the conductors at one end of the line through 
a resistance, we should, to some extent, upset this regular subsidence 
everywhere alike. For energy would leave the line; this would cause 
radial displacement, first at the end where the resistance was attached, 
and later all along the line. (By the line” is meant, for brevity, the 
system of tubes extending from z=0 to z Al.) 

Now in short-wire problems the electric energy is of insignificant 
importance, as compared with the magnetic. It fs usual to ignore it 
altogether. This we can do by assuming c= O. This necessitates 
equality of wire- and return-current, for one thing; but, more im- 
portantly, it prevents current leaving the conductors, so that C and AH, 
and I’ the current-density, are independent of z. There will be no 
radial electric force in the conductors, in which, therefore, the energy- 
current will be radial. But there will be radial force in the dielectric, 
and therefore longitudinal energy-current. Since the radial electric 
force and also the magnetic force in the dielectric vary inversely as the 
distance from the axis, the longitudinal energy-current density will vary 
inversely as the square of the distance. But, on account of symmetry, 
we are only concerned with its total amount over the complete section 
of the dielectric. This is 


p | + E. 2erdr= V0, e (118) 
4 Ja T 
if V is the line-integral of E, the radial force, and C the wire-current. 
It is clear, then, that we can now allow terminal connections of the 
form V/C=Z before used, and still have correct expansions of the 
initial magnetic field, giving correct subsidence-solutions. 

But it is simpler to ignore V altogether. For the equation of 


E.M.F. will be 
eo = (Zo + Z T Lp TI ＋INA)0C . (119) 


if e, is the total impressed force in the circuit, RY and Ry the wire and 
sheath-functions of equations (55) and (56), Part II., on the assumption 
H. E. P.— VOL. II o 
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m=0, and Zo Z, the terminal functions, such that V/C =Z, at z=}, 
and 0 at z=0. It does not matter how e, is distributed so far as 
the magnetic field and the current are concerned. Let it then be 
distributed in such a way as to do away with the radial electric field, 
for simplicity of reasoning. The simple-harmonic solution of (119) is 
obviously to be got by expanding Z, and Z, in the form R + Lp, where 
R and L are functions of ps, and adding them on to the BR’ + L/p) 
equivalent of (L,p + Ry + Ry), as in equation (66), Part IL 

Regarding the free subsidence, putting ¢,=0 in (119) gives us the 
determinantal equation of the p’s; and as the normal H-functions are 
definitely known, the expansion of the magnetic field can be effected. 
The influence of the terminal arrangements must not be forgotten in 
reckoning 4. 


Coaxial Tubes with Displacement allowed for. Failure to obtain Solutions in 
Terms of V and C, except when Terminal Conditions are VC =0, or 
when there are no Terminals, on account of the Longitudinal Energy- 
Flus in the Conductors. 


In coming, next, to the more general case of equation (56), but 
without restriction to exactly longitudinal current in the conductors, 
it is necessary to consider the transfer of energy more fully. In the 
dielectric the longitudinal energy-current is still VC. The rate of 
decrease of this quantity with z is to be accounted for by increase of 
electric and magnetic energy in the dielectric, and by the transfer of 
energy into the conductors which bound it. Thus, | 


f yo- _aV 40% 


But here, 
aC of . 
-z = and -g CEF, e (120) 
by (59) and (56), Part II., E and F being the longitudinal electric forces 
at the inner and outer boundaries of the dielectric (when there is no 
impressed force). So 


=S Tach EC = FU. .... 21) 


The first term on the right side is the rate of increase of the electric 
energy, the second term the rate of increase of the magnetic energy in 
the dielectric, the third is the energy entering the inner conductor per 
ent the fourth that entering the outer conductor; all per unit 
length. 

if the electric current in the conductors were exactly longitudinal, 
the energy-transfer in them would be exactly radial, and EC and - FC 
would be precisely equal to the Joule-heat per second plus the rate of 
increase of the magnetic energy, in the inner and outer conductor, 
respectively. But as there is a smal) radial current, there is also a 
small longitudinal transfer of energy in the conductors. Thus, E, and 
E, being the radial and longitudinal components of the electric force, 
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in the inner conductor, for example, the longitudinal and the radial 
components of the energy-current per unit area are 

E. I/ ar and £E,H/4x, 
the latter being inward. Their convergences are 
d EH zn d 1475 E 


d de’ 7 dr 4x? 
E. @H\ H dE, EH E, di H dE, 
* Goa) a ao. % aa 
H dE, HdE, 
or ET,- Tx dz’ and E. T. ＋ r d- 


if T. and T, are the components of the electric current-density. The 
sum of the first terms is leany the dissipativity per unit volume ; and 
that of the second terms is, by equation (13), Part. I, Hu / ar, the 
rate of increase of the magnetic energy. 

The longitudinal transfer of energy in either conductor per unit area 
is also expressed by - (4rk)"1H(dH/dz); or, by —(4rkpu)-)(dT,/d2) 
across the complete section, if T, temporarily denotes the magnetic 
energy in the conducter per unit length. 

Now let Ei, FI. Cp y, and £,, Fẹ Cp s refer to two distinct 
normal systems. Then, if we could neglect the longitudinal transfer in 
the conductors, we should have 


. 20105 750i) + (vi- Po, 4 4 4 (123) 
the left side referring to unit length of line; and, in the whole line, 
Uie- Tia [FC - Vai t (Pi 2) E (123) 
Similariy, for a single normal system, 
dm a V 
2(U - T) a dp 0 „ %%% „„ „%„%„%„%„„ „6 (124) 
per unit length; and, in the whole line, 
da VF 
= = 2.— 9»: 33533000 
72) -[ c f (125) 


0 

We have to see how far these are affected by the longitudinal transfer. 
We have 

T 45 VC, = SVV LCC + (E, - Fc, 


-f VC, = SVP, + LCC, + (EZ. Fi; 


therefore, if the systems are normal, 
(VC - P301) = (Py -PSPV LCC - (E1 - Fc G- Too. 


It will be found that we cannot make the parts depending upon E 
and F exactly represent the U.s- T, in the conductors except when 
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m? is the same in both systems pi and p, In that case, the parts 
(Z,),(H), and (E.) (H) of. the longitudinal transfer of energy in the 
conductors, depending upon the mutual action of the two systems, are 
equal; (E.) and (E.): being proportional to sin mz, and H, and H 
proportional to cos mz. So, in case , and p, are values of p belonging 
to the same m?, the influence of the longitudinal energy-transfer in the 
conductors goes out from (122) and (123), which are therefore true in 
spite of it. Similarly, provided the m’s can be settled independently 
of the p’s, equations (124) and (125) are true. 

Now the normal V and C functions, say u and w, as before, may be 
taken to be 


(david nan hM Kl kita) in (ms + K 


and the complete equations for the determination of m, 6, and p are 


m T m — mM . Fai 
5 Zo gee”) Ly 0= gp Bat Lap; (128) 
the first two of these being the terminal conditions, and R4 Lay being 
merely a convenient way of writing the real complex expressions ; 
(equation (68), with e, = O). It is clear that the only cases in which 
the m’s become clear of the p's are the before-mentioned five cases, 
equivalent to Z, and Z, being zero or infinite, and the line closed upon 
itself, which is a sort of combination of both. Considering only the 
four, they are summed up in this, YC = O at the terminals, or the line 
cut off from receiving or losing energy at the ends. We have then the 
series of m’s, O, t/l, 21 /, etc.; or 2 /, 2 /d, 2 /l, etc.; and every m? has 
its own infinite series of p's through the third equation (128). These, 
though very special, are certainly important cases, as well as being the 
most simple. We can definitely effect the expansions of the initial 
states in the normal functions, and obtain the complete solutions in 
every particular. 


Verification by Direct Integrations. A Special Initial State. 


Although rather laborious, it is well to verify the above results by 
direct integration of the proper expressions for the electric and magnetic 
energies of normal systems throughout the whole line. Thus, let 


dl d 


dr 7 . H + 1 HI O, where -si = 4p, ky p, +m, 
d 1 d . 2H =0 h 24 à 
4 p 4 Hz Ha-, where  -s}=4rmkpa+ m, 
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in the inner conductor. We shall find 
(sf - nf Hirde = 8r (C,T; - CT), 
t 


as H,=0=H, at r=a,; T, and T, being the longitudinal current 
densities at =. Similarly, for the outer conductor, 


G -h, s- (orf c, 
& 
if C,, C, still be the currents in the inner conductor; the accents 
merely meaning changes produced by the altered u and & in the outer 
conductor. e have H; =0 = Hj, at r = a, in this case. Then, thirdly, 
for the intermediate space, 
Err 0,0, x 4 log %, 
m 41 


Therefore the total mutual magnetic energy of the two distributions por 
unit length is 


one, , 2yrdr + P [=m 2rd + 8 Q. 2rd, 
41 J. 47). 40. 


which, by using the above expressions, becomes, provided mi = mj, 
LyC,Cy- AI- II., 
71 2 21 Ps 
E and F being I'/k, or the longitudinal electric forces at r=a, or 7 = a, 
But 
E - F= R'"C, 
where R” = the R? + R? of equation (56), Part II.; and 
0= Ip R= . R +p 
Sp Sp 
80 (126) becomes 
(c. 8 Cr?) +(p,-p), or O0, (1272) 


ee (126a) 


The mutual electric energy is obviously SV|V, per unit length. By 
summation with respect to z from 0 to }, subject to VC =0 at both ends, 
we verify that the total mutual magnetic energy equals the total 
mutual electric energy. The value of 27 in a single normal system is, 
by (126a) and the next equation, 


3, nek" 2 (12 d , 
L,C? +C 752 C ae ＋ LI )yůh)jʒʒ ere (128a) 
per unit length; and that of 2 U is SF?. Hence, per unit length, 
2 U- T) -S or R4 Ly). oeoo (129) 
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In this use V =u and C= u, equations (126), and we shall obtain, for 
the complete energy-difference in the whole line, 


_f% . P A pra L= 
foam) — 405 tE I) M „ q (130) 


which is the expanded form of 
du dw d yu : 
“el, „ L-), 
as may be verified by performing the differentiations, using the expres- 
sion for w/w in (127), remembering that m? in it is a function of p; or, 
more explicitly, put = Sp(R’ Ly) for m, and then differentiate to 73 
Given, then, the initial state to be V= V., a function of z, and H = Ho, 
in the inner conductor, H, in the dielectric, and H, in the outer con- 
ductor, functions of r and 2, and that the system is left without 
za apap force, subject to VC =0 at both ends, the state at time t later 
ill be given by 
V=? Au”, C= Awe; 
the summations to include every p, with similar expressions for H, T, 
y, etc., the magnetic force and two components of current, by substitut- 
ing for u or w the proper corresponding normal functions; the coefficient 
A being given by the fraction whose denominator is the expression M 
in (130), and whose numerator is the excess of the mutual electric 
energy of the initial and the normal system over their mutual magnetic 
energy, expressed by 


50 V, ein (mz + Od 
0 

n f cos (mz + G) def [Hasler + [palate + ["psteaCtar}, (131) 
0 ao 41 42 


where C = 20 16140 (/ Ki) (51%) K. N) 3 


and ( is the same with r put for a, and C$ is the same with r put 
for ai, @, for ad, and s; for sj. It should not be forgotten that in the 
case m = O, the denominator (130) requires to be doubled, 3“ becoming 
J. Also that R“, or R’ + Lp, contains m?, and must not be the m=0 
expression for the same. 

o check, take the initial state to be ¢(1-—2/l), with no magnetic 
force, and let T= O at both ends. We find immediately, by (130) and 
(131), that at time ¢, 


2/ Syn?) ext 

FE ET este) 8 132) 
(CTA 
dp\S 


where the m’s are to be 7/I, 27/l, 3r/l, ote; the first summation being 
with respect to m, and the second for the p’s of a particular m. 
But, initially, 
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Therefore we must have agp 
m 
1-2 N 
E Lr) 
Simplified, it makes this theorem :— 
1 d¢ 
0207 4% 
if the ps are the roots of (p) = O. This is correct, 


-l 
9 


The Effect of Longitudinal Impressed Electric Force in the Circuit. 
The Condenser Method. 


To determine the effect of longitudinal impressed force, keeping to 
the case of uniform intensity over the cross-section of either conductor. 
Let a steady impressed force of integral amount ¢ be introduced in 
the line at distance 21; it may be partly in one and partly in the other 
conductor, as in Part II. By elementary methods, we can find the 
steady state of F, C it will set up. If, then, we remove e» we can, by 
the preceding, find the transient state that will result. Let V, be the 

y state of set up, and Vi what it becomes at time f after removal 
of ed; then V, - Vi represents the state at time ¢ after ed is put on. So, 
if 2 Au represent the V set up by the unit impressed force at 21, 


V= %- 6,2 Au 


will give the distribution of V at time ¢ after e, is put on, being zero 
when ¢=0, and V, when =œ. No zero value of p is admissible here. 

From this we deduce that the effect of es, lasting from ¢=#, to 
t= i dt, at the later time t, is 


—2 Aupeit,e*-" ; 


therefore, by time-integration, the effect due to an impressed force es at 
one spot, variable with the time, starting at time 4, is 


V=- >> dupe | aye Maly 
to 


in which e is a function of $. 
By integrating along the fine, we find the effect of a continuously dis- 
tributed impressed force, e per unit length, to be 


V=- > uef ACE er, sade vontoes (133) 
0 Je 
wherein e is a function of both 21 and 11, and starts at time 10; whilst 4 
is a function of 2, the position of the elementary impressed force edz,. 
To find A as a function of z,, we might, since & Au is the V set up by 
unit e at 21, expand this state by the former process of integration. 
But the following method, n unnecessary for the present purpose, 
has the advantage of being applicable to cases in which VC is not zero 
at the terminals, but V= ZC instead. It is clear that the integration 
process, including the energy in the terminal apparatus, would be very 
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lengthy, and would require a detailed knowledge of the terminal com- 
binations. This is avoided by replacing the impressed force at 21 by a 
charged condenser; when, clearly, the integration is confined to one 
spot. Let Si be the capacity, and Vo the difference of potential, of 
a condenser inserted at 21. If we increase 81 5 it becomes 
mathematically equivalent to an impressed force Vy, without the con- 
denser. 

Suppose 2 Awe” is the current at z at time f after the introduction 
of the condenser, of finite capacity; then, since - Si is the current 
leaving the condenser, or the current at 2, we have 


SV = Auer, 
w, being the value of w at z. The expansion of V, is therefore 
Vo= - 2 Au, Sip, 
initially ; and the mutual potential energy of the initial charge of the 
condenser and of the normal w’ corresponding to w must be 
8, V- 085) = - Vaip. 


But since there is, initially, electric energy only at 21, and magnetic 
energy nowhere at all, the only term in the numerator of 4 will be 
that due to the condenser, or this — V,w{/p; hence 


A=- Vw / pH, 


where M is the 2(U - of of the complete normal system, as modified by 
the presence of the condenser, is the value of 4 in V = L Auer, making 
V= -V (ullplf) uber, 
expressing the effect at time ¢ after the introduction of the condenser, 
and due to its initial charge. 
So far S, has been finite, and consequently u“, w, M, and p depend 
on its capacity as well as on the line and terminal conditions. But on 


infinitely increasing its capacity, u’ and w become u and w, the same as 
if the condenser were non-existent. Therefore 


V= -Ep (wy |pM)ue™ . . (134) 


expresses the effect due to the steady impressed force V, at 21, at time f 
after it was started. This will have a term corresponding to a zero p 
(due to the infinite increase of Si in the previous problem), expressing 
the final state. Hence, leaving out this term, the summation (134), 
with sign changed, and ¢=0, expresses the final state itself. us, 


taking V,=1, 
Z Au=20,u/pM 


is the expansion required to be applied to (133). Put 4 =w,/pM in it, 
and it becomes 


V= ~- > ( “| fine C (135) 


fully expressing the effect at z, f, due to the impressed force e, a function 
of z and 11, starting at time 1d. To obtain the current, change u to w 


ON THE SELF-INDUCTION OF WIRES. PART III. 217 


outside the double integral. The M, when the condition VC = O at the 
ends is imposed, is that of (130); the u and w expressions those of (126). 
But if we regard S, R’, and L’ as constants (or functions of, z), then 
(135) holds good when terminal conditions V=ZC are imposed, pro- 
vided the impressed force be in the line only, as supposed in (135). 


Special Cases of Impressed Force. 


When the impressed force is steady, and is confined to the place 
2 0, and is of integral amount e, (135) gives 


V = eo & uwjpM -ez ue /.. (136) 


w, being the value of w at z = 0, as the effect at time f after starting en. 

e summation expresses the state finally arrived at. 

Again, in (135) let the impressed force be a simple-harmonic function 
of the time. I have y given the solution in this case, so far as 
the formula for C is concerned, in the case V=0 at both ends, in 
equation (76), Part II., which may be derived from (135) by using in 
it w instead of u at its commencement, putting e = eo sin nt, and effecting 
some reductions. The V-formula may be got in a similar manner to 
that used in getting (76), but it is instructive to derive it from (135), as 
showing the inner meaning of that formula, Let e= ¢, sin (nt +a) in it, 
where e, is a function of z Effect the f integration, with ¢,=0 for 
simplicity. The result is 


Du. /p sin a n cos a 
4 > M E + nè Jf sds, 


u / v sin (nt +a) +ncos(ni+a 
+ ee are. ren (137) 

The first summation cancels the second at the first moment, and 
ultimately vanishes, leaving the second part to represent the final 
periodic solution. Take a= 0; and use the u, w, M expressions of (126) 
and (130), and let ¢,, stand for m? + Sp(Ra + Lap), so that ¢,=0 
gives the p's for a particular m?. Then we obtain, (with V=0 at both 
ends), 


cos maf cos M2, . pz, . (p sin nt + n cos nt) 
EEES, 1 AT EEEE A 


d 
yV = 
4 10% (p + n) 
cos mz} cos mz . eo sin nt. dz, 
d 2 f, y 
N r (138) 
(x-2) dp 


because d?/d##?= n. But, if e = È em the equation of V. is 
— 6. V. 4e sin nt, 
da 
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(by (60) and (63), Part IL), so that 


1:4, d Ew BiN NÉ 
V a= * þa dz = /A Nag j 66669 9 9 9 ꝙ 3 * (139) 
( Y 

by a well-known algebraical theorem, the summation being with t 

to the p's which are the roots of ¢,,=0, considered as algebraic. e 
have also 

2 i 40 
= 7 D008 maf eos mz, ade, . (140) 


the summation being with respect to m. 

Uniting (139) and (140), there results the previous equation (138), 
in- which the summation is with respect to all the p's belon ing to 
the m’s. In the case m=0, the 2% must be halved. In the form of a 
summation with respect to m, similar to (77) for C, the corresponding 
V-solution is 

Va- 27, Dm sin mz{ (La- m?/Sn?)n sin nt + R? cos ni} 
Snl RÈ + (L. — m?/Sn?)?n? 
the impressed force being V, sin nt, at z=0. This, on the assumption 
H = H, L. =I, will be found to be the expansion of the form (80), 
Part II. 


How to make a Practical Working System of V and C Connections. 


Now to make some remarks on the impossibility of joining on ter- 
minal apparatus without altering the normal functions, the terminal 
arrangements being made to impose conditions of the form V=ZC. It 
is clear, in the first place, that if the quantity VC at z=0 and 21 
really represents the energy-transfer in or out of the line at those 
places, then the equation 


4,= .. |) eee 
d f/u i 

2 4 — 
E dp \w 2) |, 


will be valid, provided u and w be the correct normal functions. But 
to make VU be the energy-transfer at the ends, requires us to stop the 
longitudinal transfer in the conductors there, or make the current in 
the conductors longitudinal. This condition is violated when the 
current-function w is proportional to cos (mz ＋ 6), as in the previous, 
except in the special cases, because the radial current y in the conduc- 
tors is proportional to sin (mz ＋ 0), and y has to vanish. Not in the 
dielectric, but merely in the conductors. 

We can ensure that VC is the energy-transfer at the ends, by coating 
the conductors over their exposed sections with infinitely conducting 
material, and joining the terminal apparatus on to the latter. The 
current in the conductors will be made strictly longitudinal, close up to 
the infinitely conducting material, and y will vanish in the conductors. 
But y in the dielectric ut the same place will be continuous with the 
radial surface-current on the infinitely conducting ends, due to the 
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sudden discontinuity in the magnetic force. Thus the energy- transfer, 
at the ends, is confined to the dielectric. 

It is clear, however, that the normal current-functions in the two 
conductors must be such as to have no radial components at the ter- 
minals, so that they cannot be what have been used, such that d?/dz? = 
constant. They require alteration, of sensible amount, it may be, only 
near the terminals, but, theoretically, all along the line. It would 
therefore appear that only the five cases of V=0 at either or both ends, 
or C =0 ditto, or the line closed upon itself, admit of full solution in the 
above manner. The only practical way out of the difficulty is to 
abolish the radial electric current in the conductors, making (66) the 
equation of V, and VC the longitudinal energy-transfer, with full appli- 
cability of the V= ZC terminal conditions. 


PART IV. 


Practical Working System in terms of V and C admitting of Terminal 
Conditions of the Form V = ZC. 


As mentioned at the close of Part III., it would appear that the only 
practicable way of making a workable system, which will allow us to 
introduce the terminal conditions that always occur in practice, in the 
form of linear differential equations connecting C and V, the current 
and potential-difference at the terminals, is to abolish the very small 
radial « component of current in the conductors. This does not involve 
the abolition of the radial dielectric current which produces the electric 
displacement, or alter the equation of continuity to which the total 


current in the wires is subject. The dielectric current, which is SV per 
unit length of line, and which must be physically continuous with the 
radial current in the conductors at their boundaries, may, when the 
latter is abolished, be imagined to be Joined on to that part of the longi- 
tudinal current in the conductors that goes out of existence by some 
secret method with which we are not concerned. 

We assume, therefore, that the propagation of magnetic induction and 
electric current into the conductors takes place, at any part of the line, 
as if it were taking place in the same manner at the same moment at all 
parte (as when the dielectric displacement is ignored, making it only a 
question of inertia and resistance), instead of its being in different 
stages of progress at the same moment in different parts of the line. 
This requires that a small fraction of its length, along which the change 
in C is insensible, shall be a large multiple of the radius of the wire. 
The current may be widely different in strength at places distant, say, 
a mile, and yet the variation in a few yards be so small that this 
section, 80 far as the propagation of magnetic induction into it is con- 
cerned, may be regarded as independent of the rest of the line; the 
variation of the boundary magnetic-force, or of C, fully determining the 
internal state of the conductors, exactly as it would do were there no 
electrostatic induction. 
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In a copper wire, in which = l, and k= 1/1700, the value of the 
quantity 4xpkp is p/135. On the other hand, the quantity m in 
— 8 =4rpkp+m* has values O, x/l, 2x/t, etc., or a similar series, in 
which / is the length of the line in centimetres, so that jx/I is a minute 
fraction, unless j be excessively large. But then it would: correspond to 
an utterly insignificant normal system. We may therefore take 


— 8? Aru. 

It will be as well to repeat the system that results, from Part II. 
The line-integral of the radial electric force across the dielectric being 
V, from the inner to the outer conductor (concentric tubes), and the 
line-integral of the magnetic force round the inner conductor being 
4 C, so that C is the total current in it, accompanied by an oppositely 
directed current of equal strength in the outer conductor, V and C are 
connected by two equations, one of continuity of C, the other the 
equation of electric force, thus 


d „ 
-& = 8h, e- Lð RICH HC .. (141) 


Here e is impressed force, S the electric capacity, and L, the inductance 
of the dielectric, all per unit length of line; and R? and R? are certain 
functions of d/dt ad constants such that RC and — RYC are the longi- 
tudinal electric forces of the field at the inner and outer boundaries of 
the dielectric, which, when only the first differential coefficient dC/dt is 
counted, become 


RaR+hy -E. Lag 


respectively, where Ri, LI, and Rp L, are the steady resistances and 
1 of the two conductors. 


Extension to a Pair of Parallel Wires, or to a Single Wire. 


The forms of R and RY are known when the conductors are concen- 
tric circular tubes, of which the inner may be solid, making it an 
ordinary round wire. Now if the return- conductor be a parallel wire or 
tube externally placed, it is clear that we may regard R7 and Ry as 
known in the same manner, provided their distance apart be sufficiently 
great to make the departure of the distribution of current in them from 
symmetry insensible. We have merely to remember that it is now the 
inner boundary of the return-tube that corresponds to the former outer 
boundary, i. e. when it surrounded the inner wire concentrically. 

The quantity V will still be the line-integral of the electric force 
across the dielectric by any path that keeps in one plane perpendicular 
to the axes of the conductors, in which plane lie the lines of magnetic 
force. Also, the product VC will still represent the total longitudinal 
transfer of energy per second in the dielectric at that plane, or, in short, 
the energy-current. As regards the modified forms of S and Lo, there 
is, in strictness, some little difficulty, on account of the dielectric being 
necessarily bounded by other conductors than the pair under considera- 
tion, in which others energy is wasted, to a certain extent. This can 
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only be allowed for by the equations of mutual induction of the various 
conductors, which are not now in question. But if our pair, for instance, 
be suspended alone at a uniform height above the ground, so that only 
the very small dissipation of energy in the earth interferes, it would 
seem, so far as the wire-current is concerned, to be an unnecessary re- 
finement to take the earth into consideration. There are, then, two or 
three practical courses open to us ; as to suppose the earth to be a per- 
fect nonconductor and behave as if it were replaced by air, or to treat it 
as a perfect conductor. In neither case there be dissipation of 
energy except in our looped wires, which have no connection with the 
earth, but there will be a different estimation of the 5 Lo and 
S required. For, when we suppose the earth is perfectly conducting, we 
shut it out from the magnetic field as well as from the olectric field. 
The electric capacity S is that of the condenser formed by the two wires 
and intermediate dielectric, as modified by the presence of the earth 
(the method of images gives the formula at once), and the value of L, 
is such that LS = pc = v73, where v is the velocity of undissipated waves 
throngh the dielectric ; that is, as before, Lo is simply the inductance of 
the dielectric, per unit length of line. On the ground, there will be 
both electrification and electric current, due to the discontinuity in the 
electric displacement and the magnetic force respectively; but with 
these we have no concern. In the other case, with extension of the 
magnetic and electric fields, the product L,S still equals v2. Neither 
course is quite satisfactory ; perhaps it would be best to sacrifice con- 
sistency and let the magnetic field extend unimpeded into the earth, 
considered as nonconducting, with consequently no electric current and 
waste of energy, whilst, as regards the external electric field, we treat it 
as a conductor. We must compromise in some way, unless we take the 
earth into account fully as an ordinary conductor. Similarly, if the 
line consist of a single wire whose circuit is completed through the 
earth, by regarding it as infinitely conducting we replace the true 
variably distributed return-current by a surface-current, and, termi- 
nating the magnetic field there, have LS =v}; but if we allow the 
magnetic field to extend into it, though with insignificant loss of energy 
by electric current, we shall no longer have this property. 


Effect of Perfect Conductivity of Parallel Straight Conductors. Lines of 
Electric and Magnetic Force strictly Orthogonal, irrespective of Form 
of Section of Conductors. Constant Speed of Propagation. 


The property is intimately connected with the influence of perfect 
conductivity on the state of the dielectric. For perfect conductivit 
will make the lines of electric force normal to the conducting bound- 
aries, will make them cut perpendicularly the magnetic-force lines, 
which lie in the planes z= const. and are tangential at the boundaries, 
and will make LS = v, irrespective of the shape of section of the con- 
ductors. Now, at the first moment of putting on an impressed force, 
wires always behave as if they were infinitely conducting, so that, by 
the above, the initial effect is simply a dielectric disturbance, travelling 
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along the dielectric, guided by the conductors, with velocity v, irre- 
spective of the form of section. Of course dissipation of energy in the 
conductors immediately begins, and finally completely alters the state 
of things, which would be, in the absence of dissipation, the to-and-fro 
passage of a wave through the dielectric for ever. Except the extension 
to other than round conductors, this does not add to the knowledge 
already derived from their study. The effect of alternating currents in 
tending to become mere surface-currents as the frequency is raised 
(Part I.) may be derived from, or furnish itself a proof of, the property 
above mentioned—that at the first moment there is merely a dielectric 
disturbance. For in rapid alternations of impressed force, we are con- 
tinually stopping the establishment of the steady state at ite very com- 
mencement, bad substituting the establishment of a steady state of the 
opposite kind, to be itself immediately stopped, and so on. 

en the dielectric is unbounded—not enclosed within conductors— 
there is also the outward propagation of disturbances to be considered ; 
but it would appear, by general reasoning, that this is, relatively to the 


main effect, or propagation parallel to the wires, a secondary phe- 
nomenon. 


Extension of the Practical System to Heterogeneous Circuits, with Con- 
stants” varying from place to place. Examination of Energy Pro- 
perttes. 

It is clear that the same pene apply to conductors having other 
forms of section than circular, when V and C are made the variables, 
provided the functions RY and Fy can be properly determined. The 
quantity VC being in all cases the energy-current, its rate of decrease as 
we pass along the line is accounted for (as in Part III.), thus, by making 
use of (141), with e- O, 


- O- EElm . (42) 


that is, in increasing the electric and magnetic energies in the dielectric, 
and in transfer of energy into the conductors, to the amounts CH C and 
CRC per second respectively; which are, in their turn, accounted for 
by the rate of increase of the magnetic energy, and the dissipativity, or 
Joule-heat per second in the two conductors; or 


CRC=Q F. CO- . (143) 


Q being the dissipativity and T the magnetic energy per unit length of 
conductor. 

These equations (143) must therefore contain the enlarged definition 
of the meaning of the functions RY and Rg. For it is no longer true 
that ET C is, as it was in the tubular case, the longitudinal electric 
force at the boundary of the conductor to which Ry belongs. It is a 
sort of mean value of the longitudinal electric force. Thus, we must 
have 


EH 
f T ORG, ain (144) 
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if E be the longitudinal electric force and H the component of the 
magnetic force along the line of integration, which is the circuital 
boundary of the section of the conductor perpendicular to its length. 
But no extension of the meaning of V is required from that last stated. 

Let us, then, assume that R” and R can be found, their actual dis- 
covery being the subject of independent investigation. We can always 
fall back upon round wires or tubes if required. They are functions of 
d/dt and constants, if the line is homogeneous. But, as we have got 
rid of the radial component of current in the conductors, and its diffi- 
culties, the constancy of the constants in H and RY (as the conductivity 
and the inductivity, or the steady resistance, or the diameter) need no 
longer be preserved. Provided the conductors may be regarded as 
homogeneous along any few yards of length, they may be of widely 
different resistances, etc., at places miles apart. Then RY, RY become 
functions of z as well as of d/di, and & a function of 2. Let our system be 


dV : 
— = , e- KRC, e (145) 


where both R” and S” are functions of d/dt and 2. As regards S”, it is 
simply ey when the dielectric is quite nonconducting. But when 
leakage is allowed for, it becomes K+ S(d/dt), where K is the con- 
ductance, or reciprocal of the resistance, of the dielectric across from 
one conductor to the other. Then both K and S are functions of 2. 
The conduction-current is KV, and the displacement-current SV, whilst 
their sum, or 8, is the true current across the dielectric per unit 
length of line. We have now, by (145), with e=0, 


- (VC) =VS'V L,. K AAV CRC. (140 


The additional quantity KV? is the dissipativity in the dielectric per 

unit length, whilst now CR’C includes the whole magnetic-energy 

increase, and the dissipativity (rate of dissipation of energy) in the 

conductors. 

Rai 71, Ci, and V,, C, be two systems satisfying (145) with e=0. 
en 


d y d ’ ' 
Li- VS V CC, — (M241) = VS V+ C,R'C,; 
from which we see that if the systems be normal, d/dt becoming pi and 

P, respectively, we shall have 
d i 
2 TIC * 770i =(P -pd SV; -2 bc. — L147) 


R? and RY being what R” becomes with pi and p, for d/dt. As the 
quantity in the () is the U,,-7,, of Part III., and the first term is 
U,» we see that the mutual magnetic energy is 


Ta= Cie e SB . (148) 
The division by pi - p, can be effected, and the right member of (148) 


put in the form 
CS0) & Ca FN ꝛ). 
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When this is done, we can find the mutual magnetic energy of any 
magnetic field (proper to our system) and a normal field, in terms of 
the total current in the wire and its differential coefficients with respect 
to t; so that, in the expansion of an arbitrary initial state, C, C, C, etc., 
aah the data of the magnetic energy, instead of the magnetic field 
itse 

We see also, from (148), that if 7 be the magnetic energy of any 
normal system per unit length of line, then 


=- 2G" 
2T = C2 dy 829 „6 „6 6 „6 „„ 6 (149) 
and therefore, if Q be the dissipativity in the conductors, 
dq R" 
= r = = 2 rAd = 7777 6 20 ae 
Q=nn-t e( 545 (150) 


Now consider the connection of the two solutions for the normal 
functions. Since the equation of C in general is, by (145), 


d / 1 dC\ prn 
als 40 7B" . (151) 
the normal C-function, say w, is to be got from 
d / I d p 
uy 42) Fu e (152) 


with d/dt=p in R” and S”, making them functions of z and p. Let X 
and Y bo the two solutions, making 


// ²ͤ AA (153) 


where g is a constant. The normal V/ function, say u, is got from w by 
the first of (145), giving 


1 dw 1 
u= r dz 55 A T), Cee rec 9 9555 (154) 
if X’ =dXjdz, Y' =d¥/dz. 


In X and Y, which together make up the w in (153), p has the same 
value. Therefore, in (147), supposing Ci to be X and C, to be Y, we 
have disappearance of the right member, making 


- (VC, - VCI) O, or 7102 VC, = constant, 


or XY’ - YX’ = S" x constant = AS”, say, ........ (155) 
leading to the well-known equation 
hS” 
Y= xj Ide, 


connecting the two solutions of the class of equations (152); which we 
see expresses the reciprocity of the mutual activities of the two parts 
into which we may divide the electromagnetic state represented by a 
single normal solution. 
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Also, by (147), integrating with respect to z from 0 to i, 
Sufis — 7.5. ver =a al —. 56) 
0 ofl” 2 


either member of which represents the complete U,,-7',, of the line. 
The negative of this quantity, as in Part IIL, is the correspondin 
Us- Tu in the terminal arrangements; so that the value of 2(U - T) 
in a complete normal system, including the apparatus, is 


— = 3 — dR" = 2 sdo 
20-7) f Sude- | arda- 4h, (187) 


if V/C=Z, at 2-1 and Z, at s=0, (these being functions of p and 
constants), and w,, 1, are the values of w at z=} and 0. Or, which is 


the same, 
u 8 
3 e 128 - 2) |, See ee (158) 


The Solution for V and C due to an Arbitrary Distribution of e, subject 
to any Terminal Conditions. 


There is naturally some difficulty in expressing the state at time £ 


in this form :— 
V=2 Aue, C=? Aw”, 
due to an arbitrary initial state, on account of the difficulty connected 


with 
(Ry - Ri) + (Pı - Ps) 

and the unstated form of R”. But when the initial state is such as can 
be set up by any steadily-acting distribution of longitudinal impressed 
force (e an arbitrary function of z), so that whilst V is arbitrary, C is 
only in a very limited sense arbitrary, and C, C, etc., are initially zero, 
and certain definite distributions of electric and magnetic energy in the 
terminal apparatus are also necessarily involved ; in this case we may 
readily find the full solutions, and therefore also determine the effect of 
any distribution of e varying anyhow with the time. In fact, by the 
condenser-method of Part III., we shall arrive at the solution (135) ; 
we have merely to employ the present u and w, and let M be the value 
of the right member of (158). The following establishment, however, 
is quite direct, and less mixed up with physical considerations. 

o determine how V and C rise from zero everywhere to the final 
state due to a steadily-acting arbitrary distribution of e put on at 
the time ¢=0. Start with e at z=z, and none elsewhere, and let 
(X+)Y)A, and (A ＋ gi) Ai be the currents on the left (nearest z= 0) 
and right sides of the seat of impressed force. We have to find 95, Qy 
Ao, and A, The condition V=Z,C at z=0 gives us, by (153), 154), 


— (X6 9e) + So = Z Xa + 9e); 
therefore qo= - (X$+ SY Z, X) + (P+ S2, Po) (159) 
H.E.P.—VOL. II. P 
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Similarly, V= Z,C at z=}, gives us 

q= (AIT SYZ,X,) + (IT 82 Til. (160) 
Here the numbers , and 1 mean that the values of X, etc., and S” at 
z=0 and at z=} are to be taken. 


Now, at the place z=2,, the current is continuous, whilst the V rises 
by the amount e, suddenly in passing through it. These two con- 


ditions give us 
(Xa+ 90 72) A0 = (Xa+ 91.) Al, 
Se (AA ＋ 90 72) A0 = (A 9172) A, 


where the means that the values at 2 = 2, are to be taken. These 
determine 4, and 4, to be 


A. +q, Ya) or (A, ＋ 00 Pahe, 

A, or A1 - C ehe. 161 

o or i G- Keb Th ay (0 
Now use (155), making the denominator in (161) be (90 - 91) - We 

have then, if Co and Ci are the currents on the left and right sides of 

the seat of impressed force, 


0 (Age! MX + 9, Ys) c (X +a YX: + 90 L=) 162 
i (Qo — 97) = : MQ — N21 aa 
These are, when the p is throughout treated as d/dt, the ordinary 
differential equations of C, and C, arising out of the partial differential 
equation of C by subjecting it to the terminal conditions and to the 
impressed-force discontinuity. 
ow make use of the algebraical expansion * 


fpd -I f) (163) 
50 ) z de 665 6 ꝙq ½eqd \ 
j (p 7095 


»[The limitations to which this expansion is subject render its use in the above 
manner undesirable even when it gives correct results, and, of course, when it 
gives incorrect results, as when the initial O is not zero, the manner of application 
should necessarily be changed. We should rather proceed thus :—Let 


be the differential equation connecting C with e, where po stands for d/dt, and 
¢(p)=0 is the determinantal ace of the system, that is, (p) may be either 
the characteristic function in fully developed form, or the same multiplied by any 
function that does not conflict with its use in the determinantal equation. Then 
we shall have, by the algebraical theorem, 
1 1 

= 22... —ß—ßrͤ ——j qꝶ:gJñ.æ QA 2 2 

(Po) 2 Po- PD A 
where / means d¢/dp, and the summation includes all the roots of (p) = O. 
Therefore, by (1), using (2) and integrating, 


C= — — 1 FF 
W 5, pl No PS 3) 
e being zero before, and constant after (= O0. But also, by (2), 
dpal | | (4) 


Po = po S1 „% %%% % % , ———— — D — 


ON THE SELF-INDUCTION OF WIRES. PART IV. 227 


the summation being with respect to the p's which are the roots of 
¢(p)=0, without inquiring too curiously into its strict applicability, or 
troubling about equal roots. Here p, to be d/dt, and the p's the 


roots of 
G R492 910 O; 
so that (162) expands to 
Cm YZ+F KX+F) 2 
145090 917) at? 


where the single 9 takes the place of the previous 90 or g,, which have 
now i values, and C has the same expression on both sides of the 
seat of impressed force. But e, is constant with respect to é, whilst C 
is initially zero; hence 
e _ e(l- ) 
d|dt — p -p ” 


where ¢, means ¢ with p= O, so that (3) becomes 


1 ert 
C = e — + e — .. „ „ sen nseseeneeesseetenge reese se (5) 
Apo NO 5 
Now perform the operations indicated by A po) and we get 
aL YAP er, . 6 
N Te (6) 


where f, means f with p=0. (See also the investigation at the end of the (later) 
paper on Resistance and Conductance Operators.”) Here ¢/,/¢, is the final 
steady current, when there is such a thing. 

Thus, if we take ¢ = (o- gi, and use (6), (162) lead to 


C, = —2 p = O + 3, e I 9h99 * (7 
0 bo ) 2g ) 
C. = Ap 0 t Die, ° c! J vecsaseoccesoosso seeeseccecors (8) 


instead of (165). In the first terms the p =0 values must be taken, with 
% A, ＋ 91 Ta in (7), and = , ＋ 90 a in (8). 


Here g, and Gare not the same, but they are the same in the summation ; because 
then 6 0. e may write (165) thus :— 


= her. er, 11 9) 


where C, is the final steady current, to be got direct from the first or second of 
(162) as the case may be. Therefore (166) should be 


ou ggf. on, 
where C, is the final steady current at z due to the whole impressed force. 

In accordance with the above (167) is not always applicable, and in accordance 
with the text (168) is incorrect. But the substituted method of finding Co, viz. 
169), will do when (164) is applicable, and fail otherwise. The result (170), 

wever, is independent of this restriction, as it is immediately obtainable from 
the differential of boas (162). 

So up to (162) inclusive the text is correct. Then on to (170), (172), as the 
next clear results. Between these places modify the method as in the present 
note.) 
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which brings (164) to 
(X+q¥ )(X,+9Y,) 
= eet: Sal , — ei- H . 
22 eer (1 - e) (165) 
P dp 
which is the complete solution. By integration with respect to 2 we 
find the effect due to a steady arbitrary distribution of e put on at 
f=0; thus 
: V ewdz 
C= o BS), ETT >.. (166 
2t- e) (166) 


where ¢/=d¢/dp, and w is the normal current-function X+qY. To 
express the V-solution, turn the first w into u. The extension to e 
variable with t, as in Part III., is obvious. But as the only practical 
case of e variable with ¢ is the case of periodic e, whose solution can be 
got immediately from the . (162) by putting p? = n, constant, 
the extension is useless, Note that 90 and 91 are not equal in (162), 
and therefore in the periodic solution obtained from (162) direct they 
must be both used. 

The quantity - which occurs here is identical with the former 
complete 2(U — T) of the line and terminal apparatus of (157) or (158). 

Let C, be the finally-reached steady current. By (166) it is 


ap De E 167 
20 Pe i e 
To this apply (163), with p,=0. Then a finite expression for Co is 


= erde e (168) 


where w, and ¢, are what w and ¢ become when p- O in them. Or, 
rather, it would be so if 90 and q, taken as identical could be consistent 
with p=0. But this is not generally true, so that (168) is wrong. To 
suit our present purpose, we must write, by (162), 


Cox peer ates +Y fax 490 de + (XA 6) e- 91 Y)dz} 


DT) fan ede + wf 


enda P (169) 


the 90 being used in w,, and the 91 in . Now we can take p= 0, and 
get the correct formula to replace (168), viz 


2 =z fw elt + tof ende} Te (170) 
0 0 z 


the second meaning that p=0 in 10% and w,. 
If there is no leakage (K=0 in 8, Co becomes a constant, given by 


C= eee ¶ . has - Re +R}, e (171) 
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where the numerator is the total impressed force, and the denominator 
the total steady resistance; R, R, and Ri being what R”, - Z, and Z; 
become when p=0 in them. 

But when there is leakage (170) must be used ; it would require a 
very special distribution of impressed force to make C, the same every- 
where. To find the corresponding distribution of V, say V in the 
steady state, we have then 

l - aC /dz = K F, 0 


so that a single differentiation applied to (170) finds V, 
Knowing thus C, finitely, we may write (166) thus, 


C=C,- Dl- de.. N (172) 


where C, is given in (170). The summation here, with ¢=0, is there- 
fore the expansion of C. 

The internal state of the wire is to be got by multiplying the first w 
by such a function of r, distance from the axis, and of whatever other 
variables may be necessary, as satisfies the conditions relating to inward 
propagation of magnetic force, and whose value at the boundary is 
unity. In the simple case of a round solid wire, (172) becomes, by 
(87), Part IL, 


— ys a 
a, Jism) (- 

This gives C,, the current through the circle of radius r, less than a, 
the radius of the wire, Cẹ being the final value. The value of s, is 
(— 4r kp). Here of course we give to m, k, and a, their proper 
values for the particular value of z. As before remarked, they must 
only vary slowly along z. 

In the case of a wire of elliptical section it is naturally suggested 
that the closed curves taking the place of the concentric circles defined 
by r = constant in (173) are also ellipees ; and that in a wire of square 
section they vary between the square at the boundary and the circle at 
the axis. The propagation of current into a wire of rectangular sec- 
tion, to be considered later, may easily be investigated by means of 
Fourier-series, at least when the return-current closely envelops it. 


e“. 


Explicit Example of a Circuit of Varying Resistance, etc. Bessel Functions, 


As an explicit example of the previous, let us, to avoid introducing 
new functions, choose the electrical data so that the current-functions 
X and Y are the J, and K, functions. This can be done by letting R” 
be proportional and S” inversely proportional to the distance from 
one end of the line. Let there be no leakage, and 


R" = Riz, S=S,z7!; 
where S, is a constant, and NR» a function of d/dt, but not of z. The 
electromagnetic and electrostatic time-constants do not vary from one 
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part of the line to another. The equation of the current-fanction is 


l d / dw 
= = RY VCC 152 
r (5 Fo SD 3 ( a) 
from which we see that 
X=J{ fè), Y=Kjfz), where f=(- R Sp). 


But, owing to the infinite conductivity at the z=0 end of the line, 
making K fe) = there, we shall only be concerned with the J 
function, that is, on the left side of the impressed force, in the first 
place. Since V is made permanently zero at z= O, the terminal condi- 
tion there is nugatory. 80 


J fz), and 0) +9, Kol f2) ; 


u = ( f/Sp (J2), and u= ( FISIA fz) +n K f2)} ; 
on the left and right sides of an impressed force, say at 2 = 2. The 
value of 91, got from the V=Z,C condition at 2 =I, is 


(Seb -ZIAD 
n= ZKIA- Sep a 


-YE Jory 8 
ß % MK. -C-, (iS) 


and the C.sdlution (166) becomes * 
C= X - pd/)- Jol fez) i ( fdz (1 , oann (166a) 


where ¢= - q,/S,p, and q, is given by (160a). 

If we short-circuit at z=}, making Zi = O, we introduce peculiarities 
connected with the presence of the series of p’s belonging to f=0. 
The expression of 91 is then, by (160a), q, = — 4 Sl)/K\( fl). It seems 
rather singular that we should have anything to do with the K 
function, seeing that C and V are expanded in series of the J, an 
J, functions. But on performing the differentiation of ¢ with respect 
to p it turns out to be all right, the denominator in (166a) becoming 


d i on 
- pp! = - Yo Sl) Aor) 
in general; whilst in the f= O case, which makes ¢ = Rel, we have 


We have also 


The value of & when p= 0 in it is, by inspection of the expansions of 
J, and K, simply Rol, the steady resistance of the line; Ho being the 


* (In accordance with the remarks in the footnote on page 226, we should write 
the equation (166a) thus :— i 


C= Cyt Edel | PE, e, 


where O, is the expression for the steady current at z due to e.] 
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1 that Re becomes with p = O. We may therefore write (1 66a) 
us :— 


_f ez wf ed. Jo feedz * 
C= -5 E TA The 
. DY re DY 5 S. a f Grad 


where the first term is C the finally-reached current; the following 
summation, extending over the p’s belonging to f= O, is its expansion, 
and therefore cancels the first term at the first moment; and the third 
part is a double summation, extending over all the f’s except f = O, each 
f-term having its following infinite series of p-terms. This quantity 
(the third part) is zero initially as well as finally. If there were no 
elastic displacement permitted (S, = O), the solution would be repre- 
sented by the remainder of (17 2a), for we should then have C inde- 
pendent of z, and 


t I 
| edz = Í Rrdz.C =4RI0.C 
0 0 
for the differential equation of C, whose solution is plainly given by the 
first two terms. The third part of (172a) is therefore entirely due 
to the combined action of the electrostatic and magnetic induction. 
When the impressed force is entirely at z =l, and of such strength as 
to po the steady current Co, and if we take K? = R + Ip, where R 
and L are constants, there will be only two p’s to each f, given by 
2 80 R + ). The subsidence from the steady state, on removal 
of the imp orce, is represented by 


33 [ 
N ip e 2 Tf Sp 


where the summations range over the p's, not counting the p= — R/L 
whose C-term is exhibited separately; there is no corresponding V-term. : 
A comparatively simple solution of this nature may be of course inde- 
-pendently obtained in a more elementary manner. On the other hand, 
great power is gained by the use of more advanced symbolical methods, 
which, besides, seem to give us some view of the inner meaning of the 

sions and of the operations producing them, that is wanting in the 
treatment of a special problem on its own merits, by the easiest way 
that presents itself. 


Homogeneous Circuit. Fourier Functions. Expansion of Initial State to 
suit the Terminal Conditions. 


Leaving, now, the question of variable electrical constants, let the line 
be homogeneous from e to end, so that A and S” are functions 
of p, but not of 2. The normal current-functions are then simply 


X = cos ma, Y= sin mz, 
where m is the function of p given by - m? = H, so that 
wW = cos MZ + Q SiN ma, u = (m/S”) (sin mz - g cos mz). (174) 
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Let there be a single impressed force e at z=z,; then the differen- 
tial equations of the currents on the left and right sides of the same, 


corresponding to (162), will be 


sa ; cos Mz, + q, sin mz 
C, = (cos mz + 90 ein me) nS )( 49) 850 =a) 


cos MZ, + qo sin mz j 
(mo-a) * 


————(81625) 


where g, and 91 are given by 
3 __ (m/S”) sin ml - Z, cos ml 603 
fo me fi (m/) cos ml Zi sin ml” A 
As before, in the case of an arbitrary distribution of e we are led to the 
solution (165), wherein for w (and for u in the corresponding V-formula) 


use the expressions (174), in which g is to be the common value of the 
90 and gi of (160d), and 


= (m/) 91) O4 . (175) 
is the determinantal equation of the p’s. 


Use (170) to find the final steady current-distribution. Thus, now, 
C= [tco ms + 91 sin ma), (cos mz + g, sin ms)edz 
0 


+ (cos ms +g, sin m)| (cos ma + g sin ma)eda | + Hilo — 910, (176) 


in N m, J» gs and 8“ have the p=0 values. They are, if 
$=(-1) 
S” =K, m=(- RK} «gi say, 
if R is the steady resistance of line (both conductors), and K is the 
conductance of the insulator, both per unit length of line; 
qo =(K/m)R, = AR 

if Ro = effective steady resistance at the z=0 terminals, and 
i sin gli KR, cos gli 

g cos gli + KR, sin gli 
if R, = effective steady resistance at the z =} terminals. 

The expression on the right side of (176) is, of course, real in the 
exponential form, and the steady distribution of V is got by 

KV, = - dC dz. 


Using the thus-obtained expressions, we reach the (172) form of C- 
solution, and the corresponding 


2 * 
V= V,- Loam e (176a) 


The value of 9 here, got by differentiation with respect to p, may be 
written in many ways, of which one of the most useful, for expansions 
in Fourier series, is the following. Let 


w= (1 +g) cos(mz + 0); 


qı 
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do m d a/m Zi- _ 
eee Fates ( cash Zz) nf} 
I dmf % d /m Zb J 
72870087 6 5 le mt m ( IEZ) 1} A 
Corresponding to this, 


m 21-4, 
tan ml Fr Gay rZ g ( (178) 
finds the angles ml; it is got by the union of 
tan 0 = S" Z m, tan (ml + 0) =S"Z,/m, sesser (179) 


which are equivalent to (160b). 

For example, if we take R” = R, constant, thus abolishing inertia, 
and S” = Sp, no leakage, and S constant (R and S not containing p, that 
is to say), the expansion of V, (an arbitrary function of z) is [see dlso 
vol. I., p. 123, and p. 152] 


sin (mz + of V, sin (mz + 6)dz 
9 2, 


lf 4,4 m 2-a \ 
10 -. ) Sp C Sp) T Zl 
subject to (178). Here p= - m?/RS, so that the state of the line at 
time t after it was J, when left to itself, is got by multiplying each 
term in the expansion by . The corresponding current is given 
by RC- dV dz. But the solution thus got will usually only be 
correct, although (180) is correct, when there is, initially, no energy in 
the terminal apparatus. If there be, additional terms in the numerator 
of (180) are required, to be found by the energy-difference method of 
Part IIL They will not alter the value of the right member of (180) at 
all; they only come into effect after the subsidence has commenced. 
Similar remarks apply whatever be the nature of the line. It is, 
however, easy to arrange matters so that the energy in the terminal 
apparatus shall produce no effect in the line. For example, join the 
two conductors at one end of the line through two equal coils in 
parallel; if the currents in these coils be equal and similarly directed 
in the circuit they form by themselves, they will not, in subsiding, 
affect the line at all. 

Returning to (177), or other equivalent expression, it is to be 
observed that particular attention must be paid to the roots ml = O, 
which may occur, or to the series of roots p belonging to the m=0 case, 
when we are working down from the general to the special, and happen 
to bring in m=0. Take Z,=0 for instance, making, by (175) and 
(1605), 


$=- 2-5 tan mi, 
where m? = - SpR”. Then 


dp_ 42% tan mid, BR LI my (te 5) 181 
dp (45 70 25 (2 5 e ) 
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Now, as long as Z, is finite, m cannot vanish; but when Z, is zero, 
giving mi = any integral multiple of r, m=0 is one case. en we 
ave, when m is finite, 

dd IdR R dd Id, %. 9 

4 204% 5 „ d 7 2 pE (182) 
but when m is zero the middle term on the right of the preceding 
equation becomes finite, making 

d /dy =l(dR" /dp). 

The result is that the current-solution contains a term, or infinite 
series, apparently following a different law to the rest, with no corre- 
sponding terms in the V-solution. This merely means that the mean 
current subsides without causing any electric displacement across the 
dielectric, when the ends are short-circuited (7=0); so that if, in the 
first place, the current is steady, and there is no displacement, there 
will be none during the subsidence. 


Transition from the Case cf Resistance, Inertia, and Elastic Yielding 
to the same without Inertia. 


The transition from the combined inertia-and-elasticity solutions to 
elasticity alone is very curious. Thus, let Z=0 at both ends, and 
R" = R+ Lp, where R and L are constants not containing p. The rise 
of current due to e is shown by 


ſedz. (I- .) 2 T e COS mz dæ „ 
- Derne Brip Uee (183) 


the m's in the summation being /, 27/I, etc. ; and each having two 


p's, given by 
0 =m? + RSp + LSp*. 

The m=0 part is exhibited separately, and is what the solution would 
be if e were a constant (owing to the constancy of R). But, whatever e 
be, as a function of z, the summation comes to nothing initially, on 
account of the doubleness of the p's, just as in (172a) the double 
summation vanishes by reason of every p-summation vanishing when 
¢=0. 

Now, in (183), let L be exceedingly small. The two p’s approximate 
to —m?/RS, the electrostatic one, and to - R/L, the magnetic one, 
which goes up to œ , the storehouse for roots. The current then rises 
thus :— 


Cad. (1 -i 2 emt 
C f 7 % Leos maf e oe na de. ( e~ BIL) 


= 0 >) cvs maf e cos mz dz. (I-) (184) 
0 


But the first line on the right side is equivalent to 
(/ R)I -e, 
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and here the exponential term vanishes instantly, on L being made 
exactly zero, so that (184) becomes 


1 e 2 — 
= N 11 5 
C i eos maf e cos mz dz. (I- %), (185) 


except at the very first moment, when it gives C= /t, which is quite 
wrong, although the preceding formula, giving C=0 at the first 
moment, is correct. Or, (185) is equivalent to 


0-40 
R\ dz?’ 


from which inertia has disappeared. Here V is given by (188) below. 
The process amounts to taking one half the terms of the summation in 
(183), and joining them on to the preceding term to make up e/R, 
which is quite arbitrary. An alternative form of (185) is 


r 
C= pile + = 2 cos male cos mdz, eT "8, . . (186) 


On the other hand, there is no such peculiarity connected with the 
V-solution in the act of abolishing inertia. The m =0 term is 


l/m . i ; 
— Pal Šp sin mef et); which =0, 
because m is zero and p finite. Therefore V rises thus, 


* 
2 U sin ve ecos madz 
V= EEEIEE AE EE 
l >; — Sp( li + 2Lp) ( 
before abolition of inertia. But as Z is made zero, the denominator 


becomes in? for the electrostatic p, and œ for the other; thus one half 
the terms vanish, leaving 


2 asin mzf' Lei 
v="> K cos me dell = , . .. (188) 


M 


„„ ree (187) 


when L=0, without any of the curious manipulation to which the 
current-formula was subjected. 


Transition from the Case of Resistance, Inertia, and Elastic Y: telding 
to the sume without Elastic Yielding. 


Next, let us consider the transition from the combined elasticity-and- 
inertia solution to inertia alone (of course with resistance in both cases, 
as in the preceding transition). It is usual to wholly ignore electro- 
static induction in investigations relating to linear circuits. This is 
equivalent to taking S= 0, stopping elastic displacement, and compelling 
the current to keep in the wires always, i. e. when the insulation is 
perfect, as will be here assumed. We then have, by (145), 
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By sarap. ie second of these with respect to s we get rid of V. 


and obtain the differential equation of C, 
faz- {f Rrdz+Z, - 2. o- GO, $Y, oinn (190) 
0 0 


whence follows this manner of rise of tho current, when e is steady 
and put on everywhere at the time ¢=0, reaching the final value Co, 


-.- (- A f. 64 . .. (191) 


¢, = 0 finding the p's. We can find V at distance z by integrating the 
second of (189) with respect to z from 0 to z; thus, | 


2 f edz + 2 z f Reds) OF ees (192) 


wherein C is to be the right member of (191). This finds V by 
differentiations with respect to ¢ performed on C. In the final state 
put Ry for R", and — R, for Z., steady resistances. J will usually 
vary with the time until the steady state is reached ; but if the line is 
homogeneous, with only the two constants R and L, and if also Z, and 
Zi are zero, V will be independent of t, and instantly assume its final 
distribution. 5 
Then, on these assumptions, we shall have 


C= 1 (l-e™), y. f ais— (F), eds, ,...(198) 


showing tho current to rise independently of the distribution of e, and 
V to have its final distribution from the first moment, which, when the 
impressed force is wholly at s=0, of amount e, is @(1-—2/l). This 
infinitely rapid propagation of V is common-sense according to the 
prescribed conditions, but absolute nonsense physically considered, 
especially in view of the transfer of energy. The question then arises, 
How does F really set itself up, when the line is so short that the 
current rises sensibly according to the magnetic theory: 

To examine this, let the line-constants be R, S, L (independent of 

dt), and Z,=Z,=0. Put on , at s=0 at time ¢=0. Vand C will 
rise thus (a special case of (183) and (187)), 


Rm't 
2L’ 


--- ö 
where m has the values ,I, 2, ete, and 
m- (mL RRS - 1) 
It is clear that when S is made to vanish, making m’=o, the 
current-vecillations wholly vanish, reducing the C-solution to the first 


of (193). Rut the F-oscillations remain in full force, though of in- 
finitely short period, and subside at a definite rate. This means that 


9 : ; 
C=! -C mt) f, cos mz sin 
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the mean value of V at any place has to be taken to represent its actual 
value, and this mean value is its final value. That is, if 7 denote the 
mean value about which V oscillates, we have 


V=e(1 -2/l)= Py 
Introduce LS v, where v is constant, making 
: m/ = 2mLv/R 
very nearly, when the line is short; then the second of (194) becomes 


si . 
Vm ofl -7)- F7" * J co met, . (198) 


which must very nearly show the subsidence of the oscillations. First 
ignore the subsidence-factor, replacing it by unity, then (195) represents 
a wave of. travelling to and fro at velocity v, as thus expressed, 


Vme, from 3-0 to z=e,) wh 
V=0 beyond 2 = u, } when ao 


When vf =/, the whole line is charged to =e. The wave then moves 
back in the same manner as it advanced, so that the state of things at 
time 1 / 4 7 is the same, until f reaches 2% , when we have V=0 as 
at first. This would be repeated over and over again if there were no 
resistance, which, through the exponential factor, causes the range of 
the oscillations of V at any place about the final value to diminish 
according to the time-constant 2Z/R. Also, the resistance has the 
effect of rounding off the abrupt discontinuity in the wave of V. 

I have given a fuller description of this case elsewhere [vol. I., p. 182}, 
and only bring it in here in connection with the interpretation accord- 
ing to my present views regarding the transfer of energy. As it is 
clear that this oscillatory phenomenon is, primarily, a dielectric phen- 
omenon, and only affects the conductor secondarily, it is nec 
that the L in the above should not at the beginning be the full L of 
dielectric and wires, but only L., that of the dielectric, making v the 
velocity of undissipated waves, although as the oscillations subside the 
velocity must diminish, tending towards v= (LS, which may, how- 
ever, be far from being reached, especially in the case of an iron wire. 
The nature of the dielectric wave is far more simply studied graphically 
than by means of Fourier series, on the assumption of infinite con- 
ductivity, which allows us to represent things by means of two oppo- 
sitely travelling waves. To this I may return in the next Part. 


On Telephony by Magnetic Influence between Distant Circuits. 


I will conclude the present Part with a brief outline of the reasoning 
which guided me six months ago, when my brother's experiments on 
induction between distant circuits (mentioned in Part II.) in the north 
of England commenced, to the conclusion that long-distance signalling 
(ie. hundreds of miles) . by induction, a conclusion which 
has been somewhat suppo by results, so far as the experiments have 


238 ELECTRICAL PAPERS. 


yet gone. Recognising the great complexity of the problem, and the 
difficulty of hitting the exact. conditions, I made no special calculations, 
but preferred to be guided by general considerations ; for, in the en- 
deavour to be precise when the data are uncertain and very variable, 
one is in great danger of swallowing the camel. 

One may be fairly well acquainted with electromagnetism, and also 
with the capabilities of the telephone, and yet receive tle idea of 
signalling by induction long distances with utter incredulity, or at 
least in the same way as one might accept the truth of the statement, 
that when one stamps one’s foot the universe is shaken to its founda- 
tions. Quite true, but insensible a few yards away. The incredulity 
will probably be based upon the notion of rapid decrease with distance 
of inductive effects. This, however, leaves out of consideration an im- 
portant element, namely the size of the circuits. 

The coefficients of electromagnetic induction of linear circuits are 
proportional to their linear dimensions. If, then, we increase the size 
of two circuits n times, and also their distance apart n times, the mutual 
inductance M is increased n times. Let R, and R, be the resistances 
of primary and secondary. The induced current (integral) in the 
secondary due to starting or stopping a current C, in the primary is 
C/ R, or Me / Ri N, if e, be the impressed force in the primary. Now 
iacreasing the linear dimemsions, and the distance, in the ratio n (with 
the same kind of wire) increases M, R, and R, all n times. So only 
e, remains to be increased n times to get the same secondary-current 
impulse. We can therefore ensure success in long-distance experiments 
on the basis of the success of short-distance experiments, with elements 
of uncertainty arising from new conditions coming into operation at the 
long distances. 

But practically the result must be far more favourable to the long 
than to the short distances than the above asserts. For no one, when 
multiplying the distance and size of circuits, say teh times, would think 
of putting ten telephones in circuit to keep rigidly to the rule. Thus 
it may be that only a slight increase of ei is required, on account of M 
being multiplied in a far greater ratio than the resistances, or the self- 
inductances. Thus, it is not uncommon for the & and L of a telephone 
to be 100 ohms and 12 million centim. These form the principal parts 
of the R and ZL of a circuit of moderate size, and of course do not in- 
crease when we enlarge the circuit. It is therefore certain that we can 
signal long distances on the above basis, with a margin in favour of the 
long distances, which will be large or small according as the circuits are 
sinall or large. 

Again, if ei in the primary be periodic, of frequency n/2z, the ratio of 
the amplitude of the cvrrent in the secondary to that in the primary 
will be Mn + (R2 + Lan2)l. 

Now, without any statement of the magnitude of the current in the 
primary, if it be largely in excess of requirements for signalling in the 


primary, so that bu part, say, would be sufficient for the purpose, then 
we shall have enough current in the secondary if the above ratio is only 
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te: But, without going to precise formule, it may be easily seen that 
the above ratio may be made quite a considerable fraction, in com- 
parison with Y, with closed metallic circuits whose linear dimensions 
and distance are increased in the same ratio. But we should expect a 
rapid decrease of effect when the mean distance between the circuits 
exceeds their diameter, keeping the circuits unchanged. (It should be 
understood that squares, circles, etc., are referred to.) 

The theory seems so very clear (though it is only the first approxi- 
mation to the theory), that it would be matter for wonder and special 
inquiry if we found that we could not signal long distances by induction 
between closed metallic circuits, starting on the basis of a short-distance 
experiment, and following up the theory. 

As a matter of fact, my brother found it was possible to s by 
telephone between two metallic circuits of 4 mile square, 3 mile between 
centres, using two bichros with the microphone. 

Now, coming to metallic lines whose circuits are closed through the 
earth, the theory is rendered far more difficult on account of there 
being a conduction-current from the primary to the secondary due 
to the earth’s imperfect conductivity. We therefore have, to say 
nothing of electrostatic induction, a superposition of effects due to 
induction and conduction, the latter being far more difficult to theo- 
retically estimate than the former. But the reasoning regarding the 
magnetic induction is not very greatly changed, although not 80 
favourable to long-distance signalling. the return-currents diffused 
themselves uniformly in all directions from the ends of the line, the 
same property of n-fold increase of M with n-fold lengthening of the 

ines and their distance would still be true. But the diffusion is one- 

sided only, and is even then only partial, especially when exceedingly 
rapid alternations of current take place. But we have the power of 
counterbalancing this by the multiplication of the variations of current 
in the primary that we can get by making and breaking the circuit, 
with a considerable battery-power if necessary, getting something 
enormous compared with the feeble variations of current in the micro- 
phonic circuit, or that can work a telephone. Electrostatic induction 
also comes in to assist, as it increases the activity of the battery, and 
therefore the current in the secondary also. 

But, as regards wires connected to earth, this does not profess to be 
more than the very roughest reasoning, though in my opinion quite 
plain enough to show that we may ascribe the signalling across 40 miles 
of country between lines about 50 miles long mainly to induction, as we 
should be necessitated to do if we carried the experiment further and 
closed the circuits metallically by roundabout courses, for then the 
plain arguments relating to induction will become valid. Experiments 
of this kind are of the greatest value from the theoretical point of view, 
and it is to be hoped that they will be greatly extended. 
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PART V. 


St. Venant’s Solutions relating to the Torsion of Prisms applied to the 
Problem of Magnetic Induction in Metal Rods, with the Electric 
Current longitudinal, and with close. fitting Return-Current. 


The mathematical difficulties in the way of the discovery of exact 
solutions of problems concerning the propagation of electromagnetic 
distutbances into wires of other than circular section —or, even if of 
circular section, when the return- current is not equidistantly distributed 
as regards the wire, or is not so distant that its influence on the dis- 
tribution of the wire-current throughout its section may be disregarded 
—are very considerable. As soon as we depart from the simple type 
of magnetic field which occurs in the case of a straight wire of circular 
section, we require at least two geometrical variables in place of the 
one, distance from the axis of the wire, which served before; and we 
may have to supplement the magnetic force of the current,” as usually 
understood, by a polar force, or a force which is the space-variation of 
a single-valued scalar, the magnetic potential, in order to make up the 
real magnetic force. 

There are, however, some simplified cases which can be fully solved, 
viz., when the external magnetic field, that in the dielectric, is abolished. 
by enclosing the wire in a sheath of infinite conductivity. It is true 
that we must practically separate the wire from the sheath by some 
thickness of dielectric, in order to be able to set up current in the 
circuit by means of impressed force, so that we cannot entirely abolish 
the external magnetic field; but we may approximate in a great 
measure to the state of things we want for purposes of investigation. 
The wire, of course, need not be a wire in the ordinary sense, but a 
large bar or prism. The electrostatic induction will be ignored, 
requiring the wire to be not of great length ; thus making the problem 
a magnetic one. 

Consider, then, a straight wire or rod or prism of any symmetrical 
form of section, so that, when a uniformly distributed current passes 
through it, its axis is the axis of the magnetic field, where the intensity 
of force is zero. Let a steady current exist in the wire, longitudinal 
of course, and let the return-conductor be a close-fitting infinitely- 
conducting sheath. This stops the magnetic field at the boundary of 
the wire. The sudden discontinuity of the boundary magnetic-force is 
then the measure and representative of the return-current. 

The magnetic energy per unit length is 3 LC, where C is the current 
in the wire and L the inductance per unit length. As regards the 
diminution of the L of a circuit in general, by spreading out the 
current, as in a strip, instead of concentrating it in a wire, that is a 
matter of elementary reasoning founded on the general structure of L. 
If we draw apart currents, keeping the currents constant, thus doing 
work against their mutual attraction, we diminish their energy at the 
same time by the amount of work done against the attraction. Thus 
the quantity $C? of a circuit is the amount of work that must be done 


ON THE SELF-INDUCTION OF WIRES PART V. 241 


to take a current to pieces, so to speak; that is, supposing it divided 
into infinitely fine filamentary closed currents, to separate them against 
their attractions to an infinite distance from one another. We do not 
need, therefore, any examination of special formule to see that the 
inductance of a flat strip is far less than that of a round wire of the 
same sectional area; their difference being proportional to the differ- 
ence of the amounts of the magnetic energy per unit current in the 
two cases. The inductance of a circuit can, similarly, be indefinitely 
increased by fining the wire; that of a mere line being infinitely great. 
But we can no more have a finite current in an infinitely thin wire 
than we can have a finite charge of electricity at a point, in which case 
the electrostatic energy would also be infinitely great, for a similar 
reason ; although by a useful and almost necessary convention we may 
fine-wire circuits as linear, whilst their inductances are finite. 

ow, as regards our enclosed rod with no external magnetic field, we 
can in several cases estimate L exactly, as the work is already done, in 
a different field of Physics. The nature of the problem is most simply 
stated in terms of vectors. Thus, let h be the vector magnetic force 
when the boundary of the section perpendicular to the length is circular, 
and H what it becomes with another form of boundary ; then 


H=h+F, and F- Vll. (aa) 


That is, the field of magnetic force differs from the simple circular type 
by a polar force F, whose potential is 2. This must be so because the 
curl of H and of b are identical, requiring the curl of F to be zero. To 
find F we have the datum that the magnetic force must be tangential 
to the boundary, and therefore have no normal component ; or, if N be 
the unit vector-normal drawn outward, 


is the boundary-condition. This gives F, when it is remembered that 
F must have no convergence within the wire. 

In another form, since we have h circular about the axis, and of 
intensity 2r7T, at distance r from it, the current-density being To; or 


h= 22rb Eby. A (3a) 


if r is the vector distance from the axis in a plane perpendicular to it, 
and k a unit vector parallel to the current ; we have 


hN = (2aT',)(NVkr) = (22T,)(rVNk) = - rT), 8 (4a) 
if s be length measured along the bounding curve, in the direction of 
the magnetic force. The boundary-condition (2a) therefore becomes, 
in terms of the magnetic potential, 


which, with V?Q =0, finds the magnetic potential. Here pi is length 
measured outward along the normal to the boundary. 
B. x. .— vol. Il. Q 
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Or, we may use the vector-potential A. It is parallel to the current, 
and consists of two parts; thus, 


Bice Bl a) OT (6a) 


where the second part on the right side is, except as 0 a constant, 
what it would be if the boundary were circular, its curl being ch. To 
find A’, let its tensor be 4’ ; then 


va! =, and A- ur oceccecccseesseees (7a) 


the latter being the boundary-condition, expressing that A is zero at 
the boundary. Comparing with (5a), we see that (7a) is the simpler. 
The magnetic energy per unit length of rod, say T, is 


T = > pH? /8m = uch + F) ̃ jj . (8a) 


the summation extending over the section. But 2 FHO, because F is 
polar and H is closed ; so that 


T =È ph?/Sr - È /r = È ph?/8r +E Ah / Sr... (9a) 
Or, in Cartesian coordinates, let H, and H, be the z and y com- 
ponents of the magnetic force H, z being parallel to the current; then 


H,=- aryl, -g H, = ral, -F Rare (10a) 


express (Ia), and (Sa) is represented by 
_ op thay pl du dd 
= gp (Hr + Hi) gloz (x? + 4°) — PE = 4). (IIa) 
the latter form expressing (9a). 
It will be observed that the mathematical conditions are identical 
with those existing in St. Venant's torsion problems. Thus, if x and $ 
are the y and z tangential strain-components in the plane z, y in a 


twisted prism, and y the longitudinal displacement along z, parallel to 
the Jength of the prism, we have 


The corresponding forces are n times as great, if n is the rigidity (loc. cit. 
equation (10) ); so that the energy per unit length is 


nZ (ar be) over section. . . . (13a) 
Also, to find y, we have 


V?y = O, apo de eee e re Vee tietaaee ed (14a) 


(loc. cit. equations (12) and (18)). Comparing (14a) with (5a), (1 2a) 
with (10a), and (13a) with the first of (1 Ia), we see that there is a 
perfect correspondence, except, of course, as regards the constants 
concerned. The lines of tangential stress in the torsion-problem and 
the lines of magnetic force in our problem are identical, and the energy 
is similarly reckoned. We may therefore make use of all St. Venant's 
results, 
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It will be sufficient here to point out that the ratio of the inductance 
of wires of different sections is the same as the ratio of their torsional 
rigidities. Thus, as L= zu in the case of a round wire, that of a wire 
of elliptical section, semiaxes a and ö, is L= nab / (a ＋ ö2); when the 
section is a square, it is 4417; when it is an equilateral triangle, 
"36274, etc. [Remember the limitation of close-fitting return, above 
mentioned.) That of a rectangle will be given later in the course of 
the following subsidence-solution. 


Subsidence of Initially Uniform Current in a Rod of Rectangular Section, 
with close: fitting Return-Current. 


Consider the subsidence from the initial state of steady flow to zero, 
when the impressed force that supported the current is removed, in a 
ptism of rectangular section. Let 2a and 25 be its sides, parallel to z 
and y e the origin being taken at the centre. Let Hi and 
H, be the z and y components of the magnetic force at the time f. Let 
E be the intensity of the magnetic-force vector E, which is parallel to 
z; then the two equations of induction ( (6), (7), Part I.), or 


curl H = 47T, — curl E = AH, 
are reduced to 
dE E 5 
— dy — HI, ax = pH, @eeecoeneseeseresense (15a) 
dH, dH. 
e eee = CCC 
e árkE = ATT; (16a) 


if T is the current-density, k the conductivity, p the inductivity. (I 
speak of the intensity of a force and of the “density” of a flux, 
believing a distinction desirable.) The equation of T is therefore 


(S de)r- EI (17a) 

of which an elementary solution is 
TS cos mg cos NY EM, accesses . . (18a) 
if 4 up = (ma a . ã (19a) 


At the boundary we have, during the subsidence, E= O, or '=0; 


therefore 
cos mz cosny=0 at the boundary, 


or cos ma = 0, eos b % (20a) 
or ma = gr, zr, ir, etc.; nb=ditto. The general solution is therefore 
the double summation over m and n, : 
[= 22 A cos mz cos ny e, 

if we find 4 to make the right member represent the initial state. 
This has to be T= T. a constant. Now 

1 = 2(2/ma) sin ma cos mz, from =-@ to +4, 

1 = 2(2/nb) sin nb cos ny, from y=-b to +b. 
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Hence the required solution is 


4 sin ma -me sin nb -2 


m 


: 4 sin ma sin nb 
** T o N s ma cos ny 8 (21a) 


From this derive the magnetic force by (15a). Thus 
eos > e ny 


1 ap 0 24? 
15 ae b 5 (22a) 
H,= =F iD, —5 sin ma sin mz cos MY nr 


The total current in the prism, say C, is given by 


a 64r 
2, Hyn- 20 Hyde,» TOSE 
40 ¥ Mya . 1 Liy d) ab „Dir 


by line- integration round the boundary. Or 


4 on 
C- ren (23a) 


if Co = 4ab To, the initial current in the prism. 

Since the current is longitudinal, and there is no potential-difference, 
the vector-potential is given by E- A; or, Æ being the tensor of A, 
A is got by dividing the general term in the T.solution (21a) by — pk; 
giving l l 

A= MASS ma sin nb 


r COS ME COB NY etfe 24a 
ab 4 mn(m? +n) 7 (24a) 


Since the magnetic energy is to be got by summing up the product 
3AT over the section, we find, by integrating the square of T, that the 
amount per unit length is 


_ QrpC 3 er 
Te a Enes n Pay hb (25a) 


By the square-of-the-force method the same result is reached, of 
course. We may also verify that Q+T=0 during the subsidence, Q 
being the dissipativity per unit length of prism. 

The steady inductance per unit length is the L in T =} LC, which 
(25a) becomes when f=; this gives 


L= 4 NN, 3 
(na) ꝛ (nb) K + be ay} 


The lines of magnetic current are also the lines of equal electric 
current-density. That is, a line drawn in the plane z, y through the 
points where T has the same value is a line of magnetic current. For 
if s be any line in the plane z, y, i 


7 component of AH perpendicular to 8, 


SNA (26a) 
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so that H is parallel to s, when dE Vds -O. The transfer of energy is, 
as usual, perpendicular to the lines of magnetic force and electric force. 

The above expression (26a) for L may be summed up either with 
respect to ma or to nb, but not to both, by any way I know. Thus, 
writing it 


~a 1 1 1 
L — Arp „5 2332 —82x2¶28282 (27a) 


we may effect the second summation, with respect to nb, regarding ma 
as constant in every term. Use the identity 


bap ee 2 > cos (in / 21) 
FF 14 Ge] Gn) PY 
where i has the values 1, 3, 5, etc. Take z=0, ir / 21 nb, h=(b/a)(ma), 
l=1, and apply to (27a), giving 


J b 
l fa 1 a 1 a_i 
L = 4 FO Tn Ra rag 1 a ee a TE 9 eee 28a 


where the quantity in the (] is the value of the second 2 in (27a). 
The first part of (28a) is again easily summed up, and the result is 


2b 
ajl la 1 e«™_] 

L tm a5 5 Dama) gal, . (29a) 
in which summation, we may repeat, ma has the values 37, 37, z, etc. 
The quantities a and b may be exchanged; that is, a/b changed to b/a, 
without altering the value of L. This follows by effecting the ma 
summation in (26a) instead of the nb, as was done. 

When the rod is made a flat sheet, or a/b is very small, we have 
L =}rp(a/b). 

Compare (29a) with Thomson and Tait’s equation (46) § 707, Part 
II. Turn the nab? outside the [] to nad’, and multiply the È by 2. 
These corrections have been pointed out by Ayrton and Perry. When 
made, the result is in agreement with the above (29a), allowing, of 
course, for changed multiplier. (I also observe that the —7 in their 
equation (44) should be +7, and the +7 in (45), (the second 7) should 
be — r.) Such little errors will find their way into mathematical 
treatises ; there is nothing astonishing in that; but a certain collateral 
circumstance renders the errors in their equation (46) worthy of being 
long remembered. For the distinguished authors pointedly called 
attention to the astonishing theorems in pure mathematics to be got by 
the exchange of a and b, such as rarely fall to the lot of pure mathe- 
maticians. They were miraculous. 


Effect of a Periodic Impressed Force acting at one end of a Telegraph Circuit 
with any Terminal Conditions. The General Solution. 


I now pass to a different problem, viz., the solution in the case of a 
periodic impressed force situated at one end. of a homogeneous line, 
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when subjected to any terminal conditions of the kind arising from the 
attachment of apparatus. The conditions that obtain in practice are 
very various, but valuable information may be arrived at from the 
study of the comparatively simple problem of a periodic impressed 
force, of which the full solution may always be found. In Part II. I 
gave the fully developed solution when the line has the three electrical 
constants R, L, and & (resistance, inductance, and electric capacity), of 
which the first two may be functions of the frequency, but without any 
allowance for the effect of terminal apparatus. If we take L= O we 
get the submarine-cable formula of Sir W. Thomson's theory; but, 
although the effect of Z on the amplitude of the current at the distant 
end becomes insignificant when the line is an Atlantic cable, its omis- 
sion would in general give quite misleading results. 

There are some à priori reasons against 0 the effect of the 
terminal apparatus. They complicate the formulæ considerably in the 
first place; next, they are various in arrangement, so that it might 
seem impracticable to formulate generally; and, again, in the case of a 
very long submarine cable, we may divide the expression of the current- 
amplitude into factors, one for the line and two more for the terminal 
apparatus, of which the first, for the line, is always the same, whilst 
the apparatus-factors vary, and are less important than the line-factor. 
But in other cases the terminal apparatus may be of far greater import- 
ance than the line, in their influence on the current-amplitude, whilst 
the resolution into independent factors is no longer possible. 

The only serious attempt to formulate the effect of the terminal 
apparatus with which I am acquainted is that of the late Mr. C. Hockin 
(Journal S. T. E. and E., vol. v. p. 432). His apparatus arrangement 
resembled that usually occurring then in connection with long bub- 
marine cables, including, of course, many derived simpler arrange- 
ments; and from his results much interesting information is obtainable. 
But the results are only applicable to long submarine cables, on account 
of the omission of the influence of the self-induction of the line. The 
work must, therefore, be done again in a more general manner. It is, 
besides, independently of this, not easy to adapt his formule, in so far 
as they show the influence of eine apparatus, to cases that cannot 
be derived from his. For instance, the effect of magnetic induction in 
the terminal arrangements was omitted. I have therefore thought it 
worth while to take a far more general case as regards the line, and at 
the same time have endeavoured to put it in such a form that it can be 
readily reduced to simpler cases, whilst at the same time the results 
apply to any terminal arrangements we choose to use. 

The general statement of the problem is this. A homogeneous line, 
of length l, whose steady resistance is R, inductance L, electric capacity 
S, and conductance of insulator K, all per unit length of line, is acted 
upon by an impressed force V, sin nt at one end, or in the wire attached 
to it; whilst any terminal arrangements exist. Find the effect pro- 
duced ; in particular, the amplitude of the current at the end remote 
from the impressed force. If the line consists of two parallel wires, R 
must be the sum of their resistances per unit length 
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Let C be the current in the line and V the potential-difference at 
distance z from the end where the impressed force is situated. Then 


dC d d „, 
(K 8% v. FG. .. (1b) 


are our fundamental line-equations. Here R” = R+ L(djdt) to a first 
approximation, and = R’ + L/(d/dt) in the periodic case, where R’ and 
Lare what R and L become at the given frequency. Let the terminal 


conditions be 
V=ZC at z=l are 25 
„ ab 260: end. SO 
so that V=Z,C would be the z=0 terminal condition if there were no 
a a: force. 

e solution is a special case of the second of (1625), Part IV., which 
we may quote, In it take 


S’=e K+ Sp, H= RTL U PV J . (3b) 
p meaning d/di so far. Also put z,=0, e = V sin nt, and 
-m =F? = (K+ Sp) (RTI H)) e q . (4b) 


and put the equation referred to in the exponential form. Thus, 

02 (FS + Z) + (F/S" -Z) nt 
FS + ZFS = = 2) (F/S" + 20% „ e 

This is the differential equation of C in the line. Now in F, S”, Zy 

and 1, let ddt: = -n?. It is then reducible to 


P4 4 (A'P! + BO (4 — 28 
Cm 47, gin nb = Fp ee ee ns, (61) 
Al+ Bry, 


giving the amplitude and phase-difference anywhere; and the ampli- 
tude is 


Cy = VAP + Bln?) P+ OMY. ee. (75) 
o P’ and Q are functions of z, whilst 4’ and B’ are constants. 
t 


where i- (-I), 
or p ni. 


Z= Ri + Lini, 
— Z, = Ri + Lini, 
The values of P and Q are 
P= ($H (EP + L(K? + S?n?) + (KR - Laney), — (95) 
a E PENS 2 
possessing the following properties, to be used later, 
P24.Q2?=(K24+S2n2)( R24 mony 


F =P i, | 


P2- G KR! - L'Sn?, 
220 (NS KL’). 
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The expressions of Hb, Ni, Lo I can only be stated when the terminal 
conditions are fully given. Their structure will be considered later. 
P and depend only upon the line. | 


Let 
A- Sn? RAL + RIL) + KKR LAL, 
B= Ln S- LiL{n*) + Rn R4 + LY, 11b 
e a ee (11b) 


b= Q(Ri + Ri) + POI + Lh). 


The effect of making the substitutions (85) in (55) is to express C in 
terms of the P, Q of (9b) and the 4, B, a, b of (110); thus :— 


C=[{ (P-LiSn*+ KRj)cosQl—+)~(Q+ RiSn+ KLin)sin Ql- s) Su- 


e CCC NC pu- 
Hif ( . . . sin C2) + ( . 4 . . Joos NC- 2) } cru 
oer ited Goo See eae Jeu 
* Po sin nt 

+ [ {a +a)ecos Ql — (A —a)e-P'cosQl—(B + b)c"sin Ql—(B—b)e-"sin Ql} 
Ti-). ee (B- 5). . ＋( Aa). . . ＋(A- ah. . . } | (122) 


The dots indicate repetition of what is immediately above them. Here 
we see the expressions for the four quantities 4’, B’, P/, Q of (6b), 
which we require. (125) therefore fully serves to find the phase-differ- 
ence, if required. I shall only develope the amplitude-expression (75). 
It becomes, by (1 25), 


. {( P+ Q) HE+ SWAR + Lin?) + 2Qn( RS + KL) +PER; ~ Sn?) } 
i EE E EEE AE PTE PAE e } 
+2 cos 200) { (P + Q?) - (K? + Sn? Ri? + Lin?) } 
— 4 ein 200 —2){ Pa(RIS + EL) + Sn KR) } | 

n +a)?+(B+b)?} Le- aB 5)e) 
= 2 cos 20“ (4e UN. d de) A sin 200. (Ab-) U. . . . . . (138) 

in terms of A, B, a, b of (110). 

Derivation of the General Formula for the Amplitude of Current 
at the End remote from the Impressed Force. 


This referring to any point between z=0 and J, a very Important 
simplification occurs when we take z=}. It reduces the numerator to 
2(P* ＋ ). It only remains to simplify the denominator as far as 


ON THE SELF-INDUCTION OF WIRES. PART V. 249 


possible, to show as explicitly as we can the effect of the terminal 
apparatus, which is at present buried away in the functions of 4, B, 
a, b occurring in (13b). 
First of all, we may show that the product of the coefficients of “ 
and e- equals one-fourth the square of the amplitude of the circular 
part in the denominator. This is an identity, independent of what 
A, B, a, bare. (130) therefore takes the form 


C = 2V (P? + Ge) = [ Ge" + H — 2(GH ) cos 2(Ql + 6) . (14b) 
The following are the expansions of the quantities occurring in the 


denominator of (13b) :— 
Let 


Then 

AHB =D (KTS Sn) IGT) + (RR - Le Lin-) (KR + L’Sn’) 
+2A(RILi + RL m (KIL - B'S), 

a? + = (NC RY + (Li+ Liny}, 

Aa ＋ Bb= (RT Ri) RP + L/nQ) + (14 + Li)n(L/nP - R'Q) . (65) 
+ (Her + HII) (KP SnQ) + (LE? + LiIo) n(KH - SN), 
Ab -aB = (H Ri)(R'Q - L'nP) + (Lor IL) n PLO) 
+ (E + RINER — SNP) - (Lell + Lyf) KP + Sng). 

These may be used direct in the denominator of (140), which is the 

same as that of (130). But Gand H may be each resolved into the 

product of two factors, each containing the apparatus-constants of one 

end only. Noting therefore that the @ in (140) is given by 

2(Ab- ah) 
Fa Roe ye cee 
whose numerator and denominator are given in (164) [the numerator 
being (GH) sin 20, and the denominator (EH) cos 26], it will clearly be 
of ean to develop these factors. First observe that the expansion 
of H is to be got from that of G, using Cals by merely turning P to 
- P and Q to - Q. We have therefore merely to split up one of them, 
say G. If we put i = O, LI = O in G it becomes 


I: ＋P＋ ) + (Le + LLE) + RL nE- RL). (18b) 


If, on the other hand, we put 7% = O, Lo- O in G, it becomes the same 
function of A, L{ as (18% is of %, Lo. It is then suggested that G is 
really the product of (18% into the similar function of Ji}, II; when 
the result is divided by 12 This may be verified by carrying out the 
operation described. But I should mention that it is not immediately 
evident, and requires some laborious transformations to establish it, 
making use of the three equations (100). When done, the final result 
is that (14b) becomes 


gz 2770 E f Le. 


Ia = R Lanz, [2= Re A Len, If RIA Ln. . (1 50) 


tan 20 = (17b) 


R24 Ln? 
[Ge He Hie - (6,6, H Hi)l cos (Q+ 00 H, (195) 
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wherein G, and H, contain only constants N to the apparatus 
at 2 = O, and G, and H, those belonging to 2 =I, besides the line- 
constants. Only one of the four need be written; thus 


6.1415 U + Q)I? + 2P(RIR! + L/ Lin?) + 20 (NL NI )|. (20b) 


From this get H, by changing the signs of P and Q. Then, to obtain 
G, and H, the corresponding functions for the z=} end, change Ii to 
u and Lf to L. These functions have the value unity when the line 
is short-circuited at the ends, (7,=0, Z,=0). They may therefore be 
referred to as the terminal functions. heir form is invariable. We 
only require to find the R’ and I, or the effective resistance and 
inductance of the terminal arrangements, and insert in (200) and its 
companions. 


The Effective Resistance and Inductance of the Terminal Arrangements. 


Thus, let the two conductors at the z=} end be joined through a 
coil. Then Kl is its resistance, L{ its inductance, the steady values, 
and the accents may be dropped, except under very unusual circum- 
stances, and J, is its impedance at the given frequency, when on short- 
circuit. But if the coil contain a core, especially if it be of iron, 
neither K, nor L, can have the steady values, on account of the 
induction of currents in the core. Their approximate values at a given 
frequency may be experimentally determined by means of the Wheat- 
stone Bridge. Of course #, and L) are really somewhat changed in a 
similar manner by allowing any induction between the coil and external 
conductors, the brass parts of a galvanometer, for instance; L going 
down and R going up, though this does not materially affect J. 

If, instead of a coil, it be a condenser of capacity S, that is inserted 


at z=/; then, since , 

C=SV=S)pP, 
we have Z,= (Sp)? = -/(S). 
Therefore take HI = O, and L= — (S,n?)-1. 


The condenser behaves, so far as the current is concerned, as a coil of 
no resistance and negative inductance, the latter decreasing as the 
frequency is raised, and as the capacity is increased; tending to become 
equivalent to a short-circuit, though this would require a great fre- 
quency in general, as the quasi-negative inductance is large. (Thus, 
n=100, S=10-=one microfarad, make Li = —10"% To make the 
inductance of a coil be 10" it must contain a very large number of 
turns of fine wire.) Thus, whilst the condenser stops slowly periodic 
or steady currents, it tends to readily pass rapidly periodic currents, a 
property which is very useful in telephony, as in Van Rysselberghe’s 
system. 

: On the other hand, the coil passes the slowly periodic, and tends to 
stop the rapidly periodic, a property which is also very useful in tele- 
phony. A very extensive application of this principle occurs in the 
system of telephonic intercommunication invented and carried out by 
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Mr. A. W. Heaviside, known as the Bridge System from the telephones 
at the various offices being connected up as bridges across from one to 
the other of the two conductors which form the line. Whilst all 
stations are in direct communication with one another, one important 
desideratum, there is no overhearing, which is another. For all 
stations except the two which are in correspondence at a certain time 
have electromagnets of high inductance inserted in their bridges, which 
electromagnets will not pass the rapid telephonic currents in appreci- 
able strength, so that it is nearly as if the non-working bridges were 
non-existent; and, in consequence, a far greater length of buried wire 
can be worked through than on the Sequence system, wherein the 
various stations have their apparatus in sequence with the line; whilst 
at the same time (in the Bridge system) a balance is preserved against 
inductive interferences. When the two stations have finished corre- 
5 they insert their own electromagnets in their bridges. As 
these electromagnets are used as call- instruments, responding to slowly 
periodic currents, we have the direct intercommunication. Of course 
there are various other details, but the above sufficiently describes the 
principle. 

As regards the property of the self- induction of a coil in stopping or 
greatly decreasing the amplitude of rapidly periodic currents, or acting 
as an insulation at the first moment of starting a current, its influence 
was entirely overlooked by most writers on telegraphic technics before 
1878, when I wrote on the subject [vol. I., p. H A knowledge of the 
important quantity (R? + L*n?), which is now the common property of 
all electrical schoolboys (especially by reason of the great impetus 
given to the spread of a scientific knowledge of electromagnetism by 
the commercial importance of the dynamo), was, before then, confined 
to a few theorists. 

If the coil R, L, and the condenser S, be in parallel, we have 


1 
C= (SP+ EFI)” 
ne V_R+{L- S (R + Ln?)}p 


C (ILS) (int 


which show the expressions of R and II. the second being the co- 
efficient of p, the first the rest. 

Similarly in other simple cases. And, in general, from the detailed 
nature of the combination inserted at the end of the line, write out the 
connections between the current and potential difference in each branch, 
and eliminate the intermediates so as to arrive at V=Z,C, the differ- 
ential equation of the combination, wherein Z, is a function of p or d/dt. 
Put p= —n’, and it takes the form Z, = R| + Lip, wherein K! and I 
are functions of the electrical constants and of n*, and are the required 
effective Rl and Li of the combination, to be used in (200), or rather, in 
its z=} equivalent G.. 

As regards the z=0 end, it is to be remarked that, owing to the 
current being reckoned positive the same way at both ends, when we 
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write V=Z,C as tke terminal equation, it is - Z, that corresponds to 
Z, Thus —Z,=2+Ljp, where, in the simplest case, Io and Lö are 
the resistance and inductance of a coil. 


Special Details concerning the above. Quickening Effect of Leakage. The 
Long-Cable Solution, with Magnetic Induction ignored. 


So far sufficiently describing how to develope the effective resistance 
and inductance expressions to be used in the terminal functions G and 
H, we may now notice some other peculiarities in connection with the 
solution (19b). First short-circuit the line at both ends, making the 
terminal functions unity, and 6=0. The solution then differs from 
that given in Part II., equation (82), in the presence of the quantity K, 
the former Sn now becoming (K?2+S?n?)t, whilst P and Q differ from 
the former P and Q of (78), Part II., by reason of K, whose evan- 
escence makes them identical. If we compare the old with the new 
P and Q, we find that 


L’ becomes L/ — KR’/Sn?, 
R’ becomes f&’+KL’/S, 
in passing from the old to the new. Then the function 
N ＋ L (R KL Sy. (L - RR Sni) in: N. . Lans 
FFV a Ce 
or is unaltered by the leakage. It follows that the equation (85), 


Part II., is still true, with leakage, if we make the changes (215) just 
mentioned in it, or put 


1 / „Kk. AS KL’? 
(L- ) A= . (228) 


instead of using the “ and h expressions of Part II. 
At the particular frequency given by n?= KR’/L’S, we shall have 
P=Q=($)i( 2? + L?n?)t( A? + Sn) -() R/S + EL n, . . (230) 


making 


V G nifi + 2.065 + CES ag sd + 0 . (245) 
05 6 * fo 1 
If we should regard the leakage as merely affecting the amplitude of 
the current at the distant end of a line, we should be overlooking an 
important thing, viz., its remarkable effect in accelerating changes in 
the current, and thereby lessening the distortion that a group of signals 
suffers in its transmission along the line. If there is only a sufficient 
strength of current received for signalling purposes, the signals can be 
far more distinct and rapid than with perfect insulation, as I have 
pointed out and illustrated in previous papers. Thus the theoretical 
desideratum for an Atlantic cable is not high, but low insulation—the 
lowest possible consistent with having enough current to work with. 
Any practical difficulties in the way form a separate question. 
Regarding this quickening effect, or partial abolition of electrostatic 
retardation, I have [vol. I., pp. 531 and 536] pushed it to its extreme 
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in the electromagnetic scheme of Maxwell. In a medium whose con- 
ductivity varies in any manner from point to point, possessed of 
dielectric capacity which varies in the same manner (so that their ratio, 
or the electrostatic time-constant, is everywhere the same), but destitute 
of magnetic inertia (A=, no magnetic energy), I have shown that 
electrostatic retardation is entirely done away with, except as regards 
imaginable preexisting electrification, which subsides everywhere accord- 
ing to the common time-constant, without true electric current, by the 
discharge of every elementary condenser through its own resistance. . 
This being over, if any impressed force act, varying in any manner in 
distribution and with the time, the corresponding current will every- 
where have the steady distribution appropriate to the impressed force 
at any moment, in spite of the electric displacement and energy ; and, 
on removal of the impressed force, there will be instantaneous dis- 
appearance of the current and the displacement. This seems impossible ; 
but the same theory applies to combinations of shunted condensers, 
arranged in a suitable manner, as described in the paper referred to. 

Of course this extreme state of things is quite imaginary, as we 
cannot really overlook the magnetic induction in such a case. If we 
regard it as the limiting form of a real problem, in which inertia occurs, 
to be afterwards made zero, we find that the instantaneous subsidence 
of the electrostatic problem becomes [with reflecting barriers] an 
oscillatory subsidence of infinite frequency but finite time-constant, 
about the mean value zero; which is mathematically equivalent to 
instantaneous non-oscillatory subsidence. 

The following will serve to show the relative importance of R, &, K, 
and L in determining the amplitude of periodic currents at the distant 
end of a long submarine cable, of fairly high insulation-resistance :— 


4 ohms per kilom. makes R= 404, 


: 1 
1 microf. „ r S= 7050 
100 megohms „ j K = 10. 


Here, it should be remembered, K is the conductance of the insulator 
per centim. The least possible value of L would be such that LS =v-?, 
where v= 30"; this would make L= only. But it is really much 
greater, requiring to be multiplied by the dielectric constant of the 
insulator in the first place, making L=2 say. It is still further 
increased by the wire, and considerably by the sheath and by the 
extension of the magnetic field beyond the sheath, to an extent which 
is very difficult to estimate, especially as it is a variable quantity; but 
it would seem never to become a very large number, as of course an 
iron wire for the conductor is out of the question. But leaving it 
unstated, we have, by (90), taking R’ = R, L/=L, 


1 n? J] 4  [n?\)\4 
P= (pH (160 + Lene (ib + gga) + (r00 age) f 


_ (3)! 3 J 722% 0/1 4 EY LN. 
10 (0160. + Lenei a + 16) + (400 4 . 
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Now en / Zr is the frequency, necessarily very low on an Atlantic cable. 
We see then that the first Ln? is quite negligible in its effect upon P, 
even when we allow L to increase greatly from the above L=2. The 
high insulation also makes the (RK - LSn?) part negligible, making 


approximately P=Qu(Inyh. 10-8 
= O (In). : 


P being a little greater than Q, at least when L is small. Now this is 
equivalent to taking L= O, K=0, when 
P00 orir tee her (255) 
reducing (195) to 
Co = 27% n / R) + {0,0 e7 + HH e — 2(G,G,H,H,) cos 21/1, (265) 
which is, except as regards the terminal functions I introduce, quite an 
old formula. It is what we get by regarding the line as having only 
resistance and electrostatic capacity. But, still regarding the line as an 
Atlantic or similar cable, worked nearly up to its limit of speed, Pl is 
large, say 10 at most, so that we may take this approximation to (265), 


C, = 2P Sn] Rie- Ox OT (27) 


where the first of the three factors is the line-factor, the second that 
due to the apparatus at the z=0 end, and the third to that at the 
z=} end of the line; thus, by (20b) and (250), with Z’=0 and = 
in the former, 


G=1+4 2 (2 Len) + 2P(R? L). 


6114 155 (2PR(R - Ln) + 2PURP + Liar). 

This reduction to (275) is of course not possible when the line is very 
far from being worked up to its possible limit; in fact, all three terms 
in the (] of (265), or, more generally, of (195), require to be used in 
general. For this reason a full examination of the effect of terminal 
apparatus is very laborious. Most interesting results may be got out 
of (195), especially as regards the relative importance of the line and 
terminal a gree at different speeds, complete reversals taking place 
as the speed is varied whilst the line and apparatus are kept the same. 
The general effect is that, as the speed is raised, the influence of the 
apparatus increases much faster than that of the line. For instance, to 
work a land-line of, say, 400 miles up to its limit, we must reduce the 
inertia of the instruments greatly to make it even possible. In fact, 
electromagnets seem unsuitable for the purpose, unless quite small, and 
chemical recording has probably a great future before it. But it 
would be too lengthy a digression to go into the necessarily trouble- 


some details. 
Some Properties of the Terminal Functions. 
The ee relates to some properties of the terminal function G, 


which have application when (275) is valid. Consider the G, of (28b). 
Let it be simply a coil that is in question. Then 77 is its resistance 
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and L, its inductance, dropping the accent. Keep the resistance con- 
stant, whilst varying the inductance so as to make G, a minimum, 
and therefore the current- amplitude a maximum. The required value 


of L is 
„CCC (295) 


depending only upon the line-constants and the frequency, independently 
of the resistance of the coil. Taking PI = 10, this makes LI = Ri/20n, 
where Al is the resistance of the line. The relation (295) makes 


_ 2PR, 272 Hr 
G,=4+ p + . 


If the coil had no inductance, but the same resistance, G, would have 
the same expression, but with 1 instead of $ in (305). The effect of 
the inductance has therefore increased the amplitude of the current, 
and it is conceivable that Gi could be made less than unity, though it 
may not be practicable. 

Now the G,/R, of (305) is a minimum, with i variable, when 
R=2PR,, and this will make G,=2, or make the terminal factor be 
Gr+=-7. Now if we vary the number of turns of wire in the coil, 
keeping it of the same size and shape, the magnetic force will vary as 
(R/ G), so it at first sight appears that R, = #/2P and L, R/ 2Pn make 
the magnetic-force a maximum for a fixed size and shape of coil. There 
is, however, a fallacy here, because varying the size of the wire as 
stated varies Li nearly in the same ratio as HI, whilst (30b) assumes LI 
to be a constant, given by (29b). It is perhaps conceivable to keep LI 
constant during the variation of R, by means of iron, and so get 
(R/G) to be a maximum; but then, on account of the iron, this 
quantity will not represent the magnetic force. 

If, on the other hand, we vary A, in the original G, of (285), keep- 
ing Li/ Ri constant (size and shape of coil fixed, size of wire variable), 
G/F, is made a minimum by 


Rèy Line = R/ 2 Pr, . (318) 


giving a definite resistance to the coil, of stated size and shape, to make 
the magnetic force a maximum. Now Gi becomes 


62 (Ei Lym), e. (325 


where L/R, has been constant. If this constant have the value n`}, 
we have G, 2 again, and HI, Li have the same values as before. There 
is thus some magic about G, = 2. 

Again, if the terminal arrangement consist of a coil R, I, and a 
condenser of capacity Si and conductance KI, joined in sequence, we 
shall have 


V/C = (R, +L,p)+(K,+5,p)", 


K. 8 
= 1 37 | eee eee 
(Kd 9*0 Kr Sr) N 
= Ri + Lip, Sa 
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if Ri, I are the effective resistance and inductance, to be used in G, 
making 


2P Ki ＋ Sin 
— te Kinga} 


1 RK, -S. In- | 
Kt Li K e eee (345 


Variation of Li alone makes G, a minimum when 
Sin R 

and if we take K, =0 N aie and not shunted), we have 

the value of G, given by (300) again, independent of the condenser. 

Similarly we can come round to the same G,=2 again. These rela- 

tions are singular enough, but it is difficult to give them more than a 

very limited practical application to the question of making the mag- 


netic force of the coil a maximum, although the (300) relation is not 
subject to any indefiniteness. 


Part VI. 


General Remarks on the Christie considered as an Induction Balance. 
Full-Sized and Reduced Copies. 


The most important as well as most frequent application of Mr. S. H. 
Christie’s differential arrangement, known at various times under the 
names of Wheatstone’s parallelogram, lozenge, balance, bridge, quad- 
rangle, and quadrilateral, is to balance the resistances ot four conductors, 
when supporting steady currents due to an impressed force in a fifth, 
and this is done by observing the absence of steady current in a sixth. 
But its use in other ways and for other purposes has not been neglected. 
Thus, Maxwell described three ways of using the Christie to obtain 
exact balances with transient currents (these will be mentioned later in 
connection with other methods); Sir W. Thomson has used it for 
balancing the capacities of condensers* ; ; and it has been used for other 
purposes. But the most extensive additional use has been probably in 
connection with duplex telegraphy ; and here, along with the Christie, 
we may include the analogous differential-coil system of balancing, which 
is in many respects a simplified form of the Christie. 

On the revival of duplex telegraphy some fifteen years ago, it was 
soon recognised that the line” required to be balanced by a similar 
line, or artificial line, not merely as regards its resistance, but also as 

regards its electrostatic capacity—approximately by a single condenser ; 
better by a series of smaller condensers separated by resistances ; and, 
best of all, by a more continuous distribution of electrostatic capacity 
along the artificial line. The effect of the unbalanced self induction 
was also observed. This general principle also became clearly recog- 
nised, at least by some,—that no matter how complex a line may be, 


* Journal S. T. E. and E., vol. 1., p. 394. 
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considered as an electrostatic and magnetic arrangement, it could be per- 
fectly balanced by means of a precisely similar independent arrange- 
ment ; that, in fact, the complex condition of a perfect balance is 
identity of the two lines throughout. The great comprehensiveness of 
this principle, together with its extreme simplicity, furnish a strong 
reason why it does not require formal demonstration. It is sufficient 
to merely state the nature of the case to see, from the absence of all 
reason to the contrary, that the principle is correct. 

Thus, if AB,C and AB, C [see figure on p. Ae be two identically 
similar independent lines (which of course includes similarity of 
environment in the electrical sense in similar parts), joined in parallel, 
having the A ends connected, and also the C ends, and we join A to C 
by an external independent conductor in which is an impressed force e, 
the two lines must, from their similarity, be equally influenced by it, so 
that similar parts, as B, in one line and B, in the other, must be in the 
same state at the same moment. In particular, their potentials must 
always be equal, so that, if the points B, and B, be joined by another 
conductor, there will be no current in it at any moment, so far as the 
above-mentioned impressed force is concerned, however it vary. The 
same applies when it is not mere variation of the impressed force e, but 
of the resistance of the branch in which it is placed. And, more gener- 
ally, B, and B, will be always at the same potential as regards disturb- 
ances originating in the independent electrical arrangement joining 
A to C externally, however complex it may be. 

There is, however, this point to be attended to, that might be over- 
looked at first. Connecting the bridge-conductor from B, to B, must 
not produce current in it from other causes than difference of potential ; 
for instance, there should be, at least in general, no induction between 
the bridge-wire and the lines, or some special relation will be required 
to keep a balance. This case might perhaps be virtually included under 
similarity of environment. 

If we had sufficiently sensitive methods of observation, the statement 
that one line must be an exact copy of the other would sometimes have 
to be taken literally. But the word copy may practically be often used 
to mean copy only as regards certain properties, either owing to the 
balance being independent of other properties, or owing to our inability 
to recognise the effects of differences in other properties. Thus, in the 
steady resistance-balance we only require AB, and AB, to have equal 
total resistances, and likewise B,C and B,C; resistances in sequence 
being additive. But evidently, if the balance is to be kept whilst B, 
and B, are shifted together from end to end of the two lines, the resist- 
ance must be similarly distributed along them. 

If, now, condensers be attached to the lines, imitating a submarine 
cable, though of discontinuous capacity, we require that the resistance 
of corresponding sections shall be equal, as well as the capacities of 
corresponding condensers, in order that we shall have balance in the 
variable period as well as in the steady state ; and the two properties, 
resistance and capacity, are the elements involved in making one line a 
copy of the other. 

H.E.P.—VOL. II. R 
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In case of magnetic induction again, if AB,C and AB,C each consist 
of a number of coils in sequence, they will balance if the coils are alike, 
each for each, in the two lines, and are similarly placed with respect to 
one another. But the lines will easily balance under simpler conditions, 
inductances being additive, like resistances ; and it is only necessary 
that the total self-inductions of AB, and AB, (including mutual induc- 
tion of their parts) be equal, and likewise of B.C and B,C. Again, if a 
coil a, in the branch AB, have another coil 5, in its neighbourhood (not 
in either line, but independent), and d, in the branch AB,, be a copy of 
ai, we can complete the balance by placing a coil b (which is a copy of 
b,) in the neighbourhood of the coil a sd that the action between a, 
and b is the same as that between a, and b, But it is not necessary 
for b, and b, to be copies of one another except in the two particulars 
of resistance and inductance; whilst as regards their positions with 
respect to a, and a, we only require the mutual inductance of «, and b, 
to equal that of % and b, 

On the other hand, if b, be not a coil of fine wire, but a piece of 
metal that is placed near the coil di, many more specifications are 
required to make a copy of it. The piece of metal is not a linear 
conductor; and, although no doubt only a small number (instead of an 
infinite number) of degrees of freedom allowed for, would be sufficient 
to make a practical balance, yet, as we have not the means of simply 
analyzing pieces of metal (like coils) into a few distinct elements, we 
must generally make a copy of bi by means of a similar piece, b, of the 
same metal, and place it with respect to a, as 0, is to ai, to secure a 
good balance. But very near balances may be sometimes obtained by 
using quite dissimilar pieces of metal, dissimilarly placed. 

So far, copy signifies equality in certain properties. But one line 
need be merely a reduced copy of the other. It is only when we 
inquire into what makes one line a reduced copy of another, that we 
require to examine fully the mathematical conditions of the case in 
question. In the state of steady flow the matter is simple enough. If 
AB, has n times the resistance of AB, then must B,C have n times the 
resistance of B,C to keep the potentials of B, and B, equal. If con- 
densers be connected to the lines, as before mentioned, we require, 
first, the resistance-balance of the last sentence applied to every section 
between a pair of condenscrs; and next, that the capacity of a condenser 
in the line AB,C shall be, not n times (as patented by Mr. Muirhead, I 
believe), but 1/n of the capacity of the corresponding condenser in the 
line AB,C vol. I., p. 25]. If the lines are representable by resistance, 
inductance, electrostatic capacity, and leakage-conductance (R, L, S, K of 
Parts IV. and V., per unit length), one line will be a reduced copy of the 
other if, when È and Z in the first line are n times those in the second, 
S and K in the second are n times those in the first, in similar parts. 


Conjugacy of Two Conductors in a Connected System. The Characteristic 
Function and its Properties. 
After these general remarks, and preliminary to a closer consideration 
of the Christie, let us briefly consider the general theory of the conjugacy 
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of a pair of conductors in a connected system, when an impressed force 
in either can cause no current in the other, either transient or per- 
manent. The direct way is to seek the full differential equation of the 
current in either, when under the influence of impressed force in the 
other alone. Let V= ZC be the differential equation of any one branch, 
C being the current in it, V the fall of potential in the direction of C, 
and Z the differential operator concerned, according to the notation of 
Parts III., IV., and V. If there be impressed force e in the branch, it 
becomes e+V=ZC. We have 2 V=0 in any circuit, by the potential- 
property; therefore 2¢=2ZZC in any circuit. Also the currents are 
connected by conditions of continuity at the junctions. These, together 
with the former circuit-equations, lead us to a set of equations :— 


FC, = fit +fi£ot -. 7 
FC, iel + Hez t 


C Cy . . . being the currents, and ei, e, ... the impressed forces in 
branches 1, 2, etc.; F being common to all, and it and the /’s being 
differential operators. e arrive at similar equations when the 
differential equation of a branch is not merely between the V and (“of 
that branch, but between those of many branches ; for instance, when 


ier eT eer ee (2c) 


is the form of the differential equation of branch 1. 
Now let there be impressed force e in one branch only, and C be the 
current in a second dropping the numbers as no longer necessary. We 


then have 
)%öÜö§Üẽꝙ (3c) 


Conjugacy is therefore secured by fe=0, making C independent of 
e. Therefore fe=0 is the complex condition of conjugacy. If, for 
example, 

JO de T ais Age „ (4c) 


where the a’s are constants, functions of the electrical constants con- 
cerned, then, to ensure conjugacy, we require G 
a, = O, a, , aa = O etc.. . (5c) 

separately; and if these a’s cannot all vanish together we cannot have 
conjugacy. anes 

What C may be then depends only upon tlie initial state of the 
system in subsiding, or upon other impressed forces that we have nothing 
to do with. As depending upon the initial state, the solution is 


))%)%%GCöͤ T0 (6c) 


the summation being with respect to the p’s which are the roots of 
F(p)=0, p being put for d/dt in F; and the A belonging to a certain p 
is to be obtained by the conjugate property of the equality of the 
mutual electric to the mutual magnetic energy of the normal systems of 


any pair of p’s. 
As depending upon e, the impressed force in the conductor which is 
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to b conjugate to the one in which the current is C, let e be zero before 
time ¢=0, and constant after. Then, by (3c), 


_Adjdte_ fp, mig vile 47 
C= hiadh T L — pF! e”) = Co >or EER CO) 
if Co is the final steady current, and F’=dF/dp, the summation being 


with respect to the p’s.* 
If there is a resistance-balance, a, = O, Co = O, and 


c- DAR. E T EE (8c) 


Now, subject to (4c), calculate the integral transient current :— 


=value of f(p)e/pF(p) when p=0, 
JB E EEN 8 (9c) 


if Fo is the p=0 value of F. If then a,=0 also, we prove that the 
integral transient current is zero. 
Supposing both a,=0, a, = O, then 


Ca SP e er. 


pE 
: WUD tH JI ty PP t 
therefore fon =), pF (12 ”)= > Eo e. , 

and therefore fa G . FF 10c 
o Jo 2 DF! Fo 

Thus, if a, - O also, we have 
af FVG (110 

0 0 

Similarly, if a,=0 also, then 

Í diſ dt ſ Cd G . (420 
0 0 0 


and so on. The physical interpretation of d = O and a,=0 is obvious, 
but after that it is less easy. 

If F contain inverse powers of p, the steady current may be zero. 
But in spite of that, it will be found that to secure perfect conjugacy 
for transient currents we must have a true resistance-balance, or that 
relation amongst the resistances which would make the steady current 
zero, if we were to allow the possibility of a steady current by changing 
the value of other electrical quantities concerned. I will give an 
example of this later. 

I have elsewhere [vo] 1., p. 412] pointed out these properties of the 


* [In these equations (7c) to (10c) modify as in the footnote on p. 226, vol. II., if 
necessary.] 
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function F, in the case where there is no mutual induction, or V=ZC 
is the form of the differential equation of a branch. Let n pointe be 
united by $n(n—1) conductors, whose conductances are K,,, Kig etc., 
it being the points that are numbered 1, 2, etc. Then the determinant 


Kiv Kiv wa Kin 
Kan Kon „ Kon FF (130) 


K. 1, K. a “seg Knn 


is zero, and its first minors are numerically equal, if any & with equal 
double suffixes be the negative of the sum of the real X’s in the same 
row or column.* Remove the last row and column, and call the deter- 
minant that is left F. It is the F required, and is the characteristic 
function of the combination, expressed in terms of the conductances. 
If every branch have self. induction, so that R+ L(d/dt) takes the place 
of Ki, then F=0 is the differential equation of the combination, 
without impressed forces; and F=0 is always the differential equation 
subject to the condition of no mutual induction. In the paper referred 
to cores are placed in the coils, giving a special form to K. 

When K is conductance merely, the characteristic function contains 
within itself expressions for the resistance between every two points in 
the combination, which can therefore be written down quite mechani- 
cally. For it is the sum of products each containing first powers of the 
K's, and therefore may be written 


% VTV (14¢) 


where A Y,, do not contain K, and X.a Tia do not contain KIZ. (It 
is to be understood that the diagonal K,,, K 22, ..., are got rid of.) 


Then Fi. = A/ Piz = resistance between points 1 and z} 
Ra = A’ P. as ” ” ” 2 and 3, 

etc., it being understood that these resistances are not Ki Rag etc., but 

the resistances complementary to them, the combined resistance of thé 


rest of the combination; thus, if ¢,, be the impressed force in the con- 
ductor 1, 2, the current (steady) in it is 


C, 5 (16c) 


eed iain aed | Sen ere ree nee eer 
Riot X/Y Rit Ks 


The proof by determinants is rather troublesome, using the Ks, but, in 
terms of their reciprocals, and extending the problem, it becomes simple 
enough. Thus, if we turn K to RI in F, and then clear of fractions, 
we may write F=0 as 
Ry Xi + Ys = 0, NAA ＋ Y, = 0, etc., 95965*» (1 7c) 
where A Yh, do not contain K; etc. From this we see that the 
differential equation of the current C,, in 1, 2, subject to eig only, is 
Cog rr (18c) 


* As in Maxwell, vol. I., art. 280. 
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if Ri, = Pi Ah. For this make the dimensions correct, and that is the 
only additional thing required, when we observe that it makes the 
steady current be 

Crag = Cio) tye (19c) 


so that Ie is the resistance complementary to 1. 

Although it is generally best to work in terms of resistances, yet 
there are times when conductances are preferable, and, to say nothing 
of conductors in parallel arc, the above is a case in point, as will be 
seen by the way the characteristic function is made up out of the K’s. 
There is also less work in another way. Thus, zu(n - 1) conductors 
uniting n points give 4(n —1)(n — 2) degrees of freedom to the currents. 
It is the least number of branches in which, when the currents in them 
are given, those in all the rest follow. Thus, if 10 conductors unite 
5 points, the currents in at least 6 conductors must be given, and no 
four of them should meet at one point. The remaining conductors are 
n-— l in number, or one less than the number of points, and u- 1 is the 
degree of the characteristic function in terms of the conductances. Now 
put F=0 in terms of the resistances, by multiplying by the product of 
all the resistances. It is then made of degree $(n-—1)(n— 2) in terms 
of the resistances, which is the number of current-freedoms. If n=4, 
the degree is the same, viz., three, whether in terms of conductances or 
resistances ; but if n = 5, it is of the sixth degree in terms of resistances 
and only of the fourth in terms of the conductances; and if n=6, it is 
of the tenth degree in terms of the resistances, but only of the fifth in 
terms of the conductances; and so on, so that F becomes greatly more 
complex in terms of resistances than conductances. 

When every branch has self-induction, Z = R + Lp, and the degree of 
pin F=0 is the number of freedoms, so that there are n — 1 fewer roots 
than the number of branches. It is the same when there is mutual 
induction. The missing roots belong to terms, in the solutions for 
subsidence from an arbitrary initial state, which instantaneously vanish, 
producing a jump from the initial state to another, which subsides in 
time. 

On the other hand, if every branch (without self-induction) is shunted 
by a condenser of capacity Si, Sz, etc., K becomes K+ Sp, so that the 
degree of p in F=0 is the same as that of K, or 4(n- I) (n- 2) fewer 
than the number of condensers. Vol. I., p. 540.] 


Theory of the Christie Balance of Self-Induction. 


Coming next to the Christie as a self-induction balance, let there be 
six conductors, I, 2, etc., uniting the four points A, Bi, B, C in the 
figure. ABI C and ABC are “the lines” referred to in the beginning. 
Let I be the resistance and JL the inductance of a branch in which the 
current is C, reckoned positive in the direction of the arrow, and the 
fall of potential V in the same direction; thus 1, LI, Vi, C, for the 
first branch. The six branches may be conjugate in pairs, thus: 1 and 
4, or 2 and 3, or 5 and 6. In the following 5 and 6 are selected always, 
the battery or other source being in 6, and the telephone or other 
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indicator in 5. Mutual inductances will be denoted by M; thus, 
M,C, is the electromotive impulse in 2 due to the stoppage of the 
current Ci in 1; similarly M,C, 

is the impulse in 1 due to stop- 
ping Ce. 

Deferring mutual induction for 
the present, though not confining 
self- induction to be of the mag- A 
netic kind only, but to include 
electrostatic if required, the condi- 
tion of conjugacy is that the poten- 
tials at Bi and B, be always equal. 
Therefore 

Vi=Vy, and ., = .; (200) 
so, if V= ZC, 


ZC Zi and 2.0, 2. .. (21c) 

But, by continuity, CI- C, and C=C, at every moment (including 
equality of all their diferential coefficients) ; 80 that (21c) becomes 

2101 202 Z0 C: [U U . ͥ (22c) 


J7%%ͤöͤ· ]... E (236) 


is the complex condition of conjugacy. This function is the f of the 
previous investigation. 

When the self. induction is of the magnetic kind, Z = R + Lp; so that, 
arranging f in powers of p, 
0 = (R R,- RyRy) + (RL, + R. LI RL; - R,L,)p + (LL, - LaLa) p' (24c) 
Therefore, if z= L/R, the time- constant of a branch, we have three 
conditions to satisfy, namely, 


consequently 


FFC (25c) 
CCC (26c) 
Lie hele, irha E a (270) 


‘‘ Tf the first condition is fulfilled, there will be no final current in 
5 when a steady impressed force is put in 6. This is the condition for 
a true resistance-balance. 

“Tf in addition to this, the second condition is also satisfied, the 
integral extra-current in 5 on making or breaking 6 is zero, besides 
the steady current being zero, (25c) and (26c) together therefore give 
an approximate induction-balance with a true resistance balance. 

“ If, in addition to (25c) and (260), the third condition is satisfied, 
the extra-current is zero at every moment during the transient state, 
and the balance is exact however the impressed force in 6 vary. 

“ Practically, take 

Ri= Ry ind i!; (28c) 


that is, let branches 1 and 2 be of equal resistance and inductance. 
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Then the second and third conditions become identical; and, to get 
perfect balance, we need only make 


Rah: end Lye e (29¢) 


“ This is the method I have generally used, reducing the three con- 
ditions to two, whilst preserving exactness. It is also the simplest 
method. The mutual induction, if any, of 1 and 2, or of 3 and 4, does 
not influence the balance when this ratio of equality R, = R, is employed 
(whether Li Iz or not).* So branches 1 and 2 may consist of two 
similar wires wound together on the same bobbin, to keep their 
temperatures equal.” [Vol. II., p. 33]. 

Of the eight quantities, four /’s and four L's, only five can be stated 
arbitrarily, of which not more than three may be 's, and not more 
than three may be L's. We may state the matter thus :—There must 
first be a resistance-balance. Then, if we give definite values to two 
of the L’s, the corresponding time-constants usually become fixed, and 
it is required that the other two time-constants shall be equal to them ; 
thus 

either i and ,, 
or else 2,=%, and Ly =. 


Thus the remaining two L's become usually fixed. In fact, elimi- 
nating 1% and L, from (260) by (25c) and (27c), the second condition 
may be written 

( )( - 23) =O. 

Suppose Ñ, H, R, given, then R, is fixed by (25c). Two of the 
inductances may then be given, fixing the corresponding time constants. 
If these inductances be Li and Iz, then we must have (unless x, = 2) 


Ly = Ty Ly = T4 
But if Li and L, be given, then we require (unless 21 = z,) 
T= Loy Tg = Uy. 

These two cases present a remarkable difference in one respect. The 
absence of current in 5 allowing us to remove 5 altogether, we see by 
(18c) that the differential equation of C is 

(Z, Z Ae A, ) 
e= ZT == -= Ce 
{2 £,+4,+2,+Z,J ” 
manipulating the Z’s like resistances. The absence of branch 5 thus 
reduces the number of free-subsidence systems to two. [In the last 


equation we may eliminate one of the Zs by (23c), and then again 
eliminate one of the remaining three Los.] Now, if we choose x, , 


we shall make 
(Li + L,)/(2, + Ry) (Lz + L,)/(R, + Ri), 


* The words in the () should be cancelled. The independence of Mia and Myy 
which is exact when II = La, La La, and sensibly true when the inequalities are 
small, becomes sensibly untrue when the inequalities Li- La and L, - L,. are great. 
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or the time-constants of the two branches 1+3 and 2+4 equal. Then 
one of the p's is 


and this is only concerned in the free subsidence of current in the 
circuit AB,CB,A. Consequently the second p, which is 


2 — (Ri + R.) Na + Ref, + Ry) 
2 (II + I) By + La( lt, + Bq)’ 


is alone concerned in the setting-up of current by the impressed force 
in 6; and the current divides between AB,C and AB,C in the ratio of 
their conductances, in the variable period as well as finally. In fact, 
the fraction in the above equation of C will be found to contain Zi + Z, 
as a factor in its numerator and denominator, thus excluding the p, root, 
so far as e is concerned. On the other hand, if we choose z, =z, we do 
not have equality of time-constants of AB,C and AB,C, so that there 
are two p’s concerned, which are not those given, and the current C 
does not, in the variable period, divide between AB,C and AB in the 
ratio of their conductances, but only finally. 

In the above statement it was assumed that when L, and L, were 
chosen, it was not so as to make x; =£, When this happens, however, 
it is only the ratio of L, to L, that becomes fixed, for we have z, =z, 
= anything. 

Similarly, when L, and L; are so chosen that z,=2,, we shall have 
T, . anything, so that only the ratio of L, to L, is fixed. 

And if L, L. be so chosen that z, =z, then z,=z,=anything, only 
fixing the ratio of LI to L, But should Z, not =z, then we require 
11 , and 2 = r, thus fixing Li and Lz 

And if L. L, be so chosen that z, =z, then z, =z, = anything, only 
fixing the ratio of L, to L}, But if so that z, not =z, then z, =z, and 
z, =a, fix L, and Lz. 

There are yet two other pairs that may be initially chosen, and with 
somewhat different results. Let it be Li and L, that are chosen; if not 
so as to make z, =z, there are two ways of fixing L, and L, viz., either 
by 21 =z, and v =, or by z,=2, and z,=2,; but if so that z= z, in 
the first place, then they must also =z, = g. 

Similarly the choice of L, and L, so as not to make z,=2,, gives two 
ways of fixing Li and L, by vertical or by horizontal equality of time- 
constants, as before; whilst z, =z, produces equality all round. 

The special case of all four sides equal in resistance may be also 
noticed. Balance is given in two ways, either by horizontal or by 
vertical equality in the L’s. 


Remarks on the Practical Use of Induction Balances, and the Calibration 
of an Inductometer. 


Leaving the mathematical treatment for a little while, I proceed to 
give a short general account of my experience of induction-balances. I 
did not originally arrive at the method of equal-ratio just described 
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through the general theory (20c) to (27c), but simply by means of the 
general principle of balancing by making one line a copy of the other, 
of which I obtained knowledge through duplex telegraphy, and inves- 
tigated the conditions (25c) to (27c) more from curiosity than anything 
else, though the investigation came in useful at last. In 1881 I wished 
to know what practical values to give to the inductances of various 
electromagnets used for telegraphic purposes, and to get this knowledge 
went to the Christie. Not having coils of known inductance to start 
with, I employed Maxwell’s condenser-method,* with an automatic 
intermitter and telephone. Let 1, 2, and 3 be inductionless resistances, 
and 4 a coil having self-induction. Put the telephone in 5, the battery 
and intermitter in 6. We require first the ordinary resistance-balance, 
R R. RR, But the self-induction of the coil will cause current in 5 
when 6 is made or broken. This will be completely annulled by 
shunting 1 by a condenser of capacity S,, such that 


RIS L. N., | 


signifying that the time-constant of the coil on short-circuit and that of 
the condenser on short-circuit with the resistance R, are equal. 

The method is, in itself, a good one. But the double adjustment is 
sometimes very troublesome, especially if the capacity of the condenser 
be not adjustable. For when we vary EI, to approximate to the correct 
value of #,S,, we upset the resistance-balance, and have, therefore, to 
make simultaneous variations in some of the other resistances to restore 
it. But the method has the remarkable recommendation of giving us 
the value of the inductance of a coil at once in electromagnetic units. 

In the course of these experiments I observed the upsetting of the 
resistance and induction-balance by the presence of metal in the neigh- 
bourhood of the coils, which is manifested in an exaggerated form in 
electromagnets with solid cores. So, having got the information I 
wanted in the first place, I discarded the condenser-method with its 
troublesome adjustments, and, to study these effects with greater ease, 
went to the equal-ratio method, with the assistance that I had obtained 
(by the condenser-method), the values of the inductances of various coils, 
to be used as standards. 

“To use the Bridge to speedily and accurately measure the inductance 
of a coil, we should have a set of proper standard coils, of known 
inductance and resistance, together with a coil of variable inductance, 
i. e. two coils in sequence, one of which can be turned round, so as to 
vary the inductance from a minimum to a maximum. The scale of 
this coil could be calibrated by (1 20), first taking care that the resistance- 
balance did not require to be upset. This set of coils, in or out of 
circuit according to plugs, to form say branch 3, the coil to be measured 
to be in branch 4. Ratio of equality. Branches l and.2 equal. Of 
course inductionless, or practically inductionless, resistances are also 


* Maxwell, vol. 11., art. 778. 

+ Prof. Hughes’s oddly named Sonometer will do just as well, if of suitable size 
and properly connected up. It is the manner of connection and use that give 
individuality to my inductometer. 
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required to get and keep the resistance-balance. The only step to this 
I have made (this was some years ago) . . . was to have a number of 
little equal coils, and two or three multiples; and get exact balance by 
allowing induction between two little ones, with no exact measurement 
of the fraction of a unit” vol. II., p. 37]. 

Although rather out of order, it will be convenient to mention here 
that although I have not had a regular inductance-box made (the coils, 
if close together, would have to be closed solenoids), yet shortly after 
making these remarks, ] returned to my earlier experimenta by cali- 
brating the scale of the coil of variable inductance. As it then becomes 
an instrument of precision, it deserves a name; and as it is for the 
measurement of induction it may, I think, be appropriately termed an 
Inductometer. Of course, for many purposes no calibration is needed. 

I found that the calibration could be effected with ease and rapidit 
by the condenser-method more conveniently than by comparisons with 
coils. Thus, first ascertain the minimum and the maximum inductance, 
and that of the coils separately. Suppose the range is from 20 to 50 
units (hundreds, thousands, millions, etc., of centimetres, according to 
the quite arbitrary size of the instrument). It will then be sufficient 
to find the places on the scale corresponding to 20, 21, 22, etc., 49, 50. 
Starting at 21, set the resistance-balance so that L. should be 21 units; 
turn the moveable coil till silence is reached, and mark the place 21. 
Then set the balance to suit 22, turn again till silence comes, and mark 
again; repeat throughout the whole range. Why this can be done 
rapidly is because the resistance-balance is at every step altered in the 
same manner. We have thus an instrument of constant resistance and 
variable known inductance, ranging from 


if li and l, are the separate inductances and mo the maximum mutual 
inductance. The calibration is thoroughly practical, as no table has to 
be referred to to find the value of a certain deflection. 

I formerly chose 10° centim. as a practical unit of inductance, and 
called it a tom; the attraction this had for me arose from L toms + R ohms 
equalling I / R seconds of time. But it was too big a unit, and millitoms 
and microtoms were wanted. Another good name is mac. 10 centim. 
might be called a mac. Since Maxwell made the subject of self-induc- 
tion his own, and described methods of correctly measuring it, there is 
some appropriateness in the name, which, ss a mere name, is short and 
distinctive. 

The two coils of the inductometer need not be equal; but it is very 
convenient to make them so, before calibration, by the equal-ratio 
method, which, of course, merely requires us to get a balance, not to 
measure the values. Let 1 and 2 be any equal coils; put one coil of 
the inductometer in 3, the other in 4, and balance. It happened by 
mere accident that my inductometer had nearly equal coils; so I made 
them quite equal, to secure two advantages. First, there is facility in 
calculations; next, the inductometer may be used with its coils. in 
parallel or in sequence, as desired. When in parallel, the effective 
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resistance and inductance are each one fourth of the sequence-values. 
Thus, let V= ZC be the differential equation of the coils in parallel, C 
being the total current, and V the common potential-fall; it is easily 
shown that 


Za thera Hel ea, (30c) 
ritr ＋ (li +1, -—2m)p 
when the coils are unequal ; 7, and r, being their resistances, l, and J, 
their inductances, and m their mutual inductance in any position. 
Now make 71 =7,, and /, Iz; this reduces Z to 


r ðͤ (310) 
whilst, when in sequence, we have 
Z = 2r T2060 T œ)˙ PSS e (32c) 


thus proving the property stated. We may therefore make one in- 
ductometer serve as two distinct ones, of low or high resistance. 

There does not seem to be any other way of making the two coils in 
parallel behave as a single coil as regards external electromotive force. 
Any number of coils whose time-constants are equal will, when joined 
up in parallel, behave as a single coil of the same time- constant; but 
there must be no mutual induction. (This is an example of the pro- 
perty* that any linear combination whose parts have the same time- 
constant has only that one time- constant.) This seriously impairs the 
utility of the property, but the reservation does not apply in the case of 
the equal-coil inductometer. 

Having got the inductometer calibrated, we may find the inductance 
of a given coil, or of a combination of coils in sequence, with or with- 
out mutual induction, nearly as rapidly as the resistance. Thus, 1 and 
2 being equal, put the coil to be measured in 3, and the inductometer 
in 4. We have to make 1g = R, and L. = L, or to get a resistance- 
balance, and then turn the inductometer till silence is reached, when 
the scale reading tells us the inductance. This assumes that Ls lies 
within the range of the inductometer. If not, we may vary the limits 
as we please by putting a coil of known inductance in sequence with 
branch 3 or 4 as required, putting at the same time equal resistance in 
the other branch. 

Or, the inductometer being in 4, and 1, 2 being inductionless resist- 
ances, put the coil to be measured in 3. If it has a larger time- constant 
than the inductometer’s greatest, insert resistance along with it to 
bring the time- constants to equality. The conditions of silence are 
HII, Hl and I/ Ii IL, Rh, Here a ratio of equality is not 
required. The method is essentially the same as one of Maxwell’s t, 
and is a good one for certain purposes. 


* This property supplies us with induction-balances of a peculiar kind. Let 
there be any network of conductors, every branch having the same time-constant. 
Set up current in the combination, and then remove the impressed force. During 
the subsidence all the junctions will be at the sume potential, and any pair of 
them may consequently be joined by an external conductor without producing 
current in it. 


+ Maxwell, vol. ii. art. 757. 
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Or, 1 and 2 being any equal coils, put one coil of the inductometer in 
6 and the other in 4, the coil to be measured being in 3. Then 


|) ONL) | CCC ae RTT ee Teen (330 


gives the induction-balance, L. being here the inductance of the coil of 
the inductometer in 4, and M, the mutual inductance of the two coils, 
in the position giving silence. This is known in all positions, because 
the scale-reading gives the value of /,+/,+2m (or else 2(l +m) if the 
coils are equal), and l, +}, is known. If the range is not suitable, we 
may, as before, insert other coils of known inductance. 

There are other ways; but these are the simplest, and the equal-ratio 
method is preferable for general purposes. I have spoken of coils 
always, where inductances are large and small errors unimportant. 
When, however, it is a question of small inductances, or of experiments 
of a philosophical nature, needing very careful balancing, then the equal- 
ratio method acquires so many advantages as to become the method. 

“ So long as we keep to coils we can swamp all the irregularities due 
to leading wires, etc., or easily neutralize them, and can therefore easily 
obtain considerable accuracy. With short wires, however, it is a diffe- 
rent matter. The inductance of a circuit is a definite quantity: so is 
the mutual inductance of two circuits. Also, when coils are connected 
together, each forms so nearly a closed circuit that it can be taken as 
such ; so that we can add and subtract inductances, and localise them 
definitely as belonging to this or that part of a circuit. But this 
simplicity is, to a great extent, lost when we deal with short wires, 
unless they are bent round so as to make nearly closed circuits. We 
cannot fix the inductance of a straight wire, taken by itself. It has no 
meaning, strictly speaking. The return-current has to be considered. 
Balances can always be got, but as regards the interpretation, that will 
depend upon the configuration of the apparatus. 

“ Speaking with diffidence, having little experience with short wires, 
I should recommend 1 and 2 to be two equal wires, of any convenient 
length, twisted together, joined at one end, of course slightly separated 
at the other, where they join the telephone-wires, also twisted. The 
exact arrangement of 3 and 4 will depend on circumstances. But 
always use a long wire rather than a short one (experimental wire). If 
this is in branch 4, let branch 3 consist of the standard coils (of appro- 
priate size), and adjust them, inserting, if necessary, coils in series with 
4 also. Of course I regard the matter from the point of view of getting 
easily interpretable results vol. II. p. 37]. 


Some Peculiarities of Self-Inductum Balances. Inadeguacy of S. H. 
Variations to represent Intermittences. 


Consider the equations (24c) to (27c). Three conditions have to be 
satisfied, in general, the resistance-balance (25c) and the balance of 
integral extra-current (26c) not being sufficient. To illustrate this in a 
simple manner, let 2 and 3 be equal coils, by previous adjustment, and 
1 and 4 coils having the same resistance as the others, but of lower 
inductance, or else two coils whose total resistance iu sequence is that 
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of each of the others, but of lower inductance when separated. The 
resistance-balance is satisfied, of course. Now, if the next condition 
were sufficient to make an induction-balance, all we should have to do 
would be to make LI T L. = 213. For instance, if Li is first adjusted to 
equal L and Lẹ, then, by increasing either L, or L. to the right 
amount, silence would result. It does result when it is L, that is 
increased, but not when it is L. If the sound to be quenched is slight, 
the residual sound in the L, case is feeble and might be overlooked ; 
but if it be loud, then the residual sound in the Z, case is loud and is 
comparable with that to be destroyed, whilst in the Z, case there is 
perfect silence. 

The reason of this is that in the L. case we satisfy only the second 
condition, whilst in the L, case we satisfy the third as we 

Another way to make the experiment is to make 1, 2, and 3 equal, 
and 4 of the same resistance but of lower inductance—much lower. 
Then the insertion of a non-conducting iron core in 1 will lead to a loud 
minimum sound, but if put in 4 will bring us to silence, except as 
regards something to be mentioned later. 

Supposing, however, we should endeavour to get silence by operating 
upon LI, although we cannot do it exactly, yet by destroying the 
resistance-balance we may approximate to it. Thus we have a false 
resistance- and a false induction-balance, and the question would 
present itself, If we were to wilfully go to work in this way in the 
presence of exact methods, how should we interpret the results? As 
neither (25c) nor (26c) is true, it is suggested that we make use of the 
formula based upon the assumption that the currents are sinusoidal or 
pendulous, or sH. functions of the time. Take p?= u? in (24c), the 
frequency being n/2r, and we find 


ER (a Ft) , a (34c) 
(RiR, — RR) = (LL -2 LzL3)))ůöůůU˙UöUööU ö (35c) 


are the two conditions to be satisfied ; and we can undoubtedly, if we 
take enough trouble, correctly interpret the results, if the assumption 
that has been made is justifiable. 

I should have been fully inclined to admit (and have no doubt it is 
sometimes true) that, with an intermitter making regular vibrations, 
we might regard the residual sound as due to the upper partials, and 
that n/27 could be taken as the frequency of the intermitter, and (34c), 
(35c) employed safely, though not with any pretensions to minute 
accuracy, if circumstances compelled us to ignore the exact methods of 
true balances, were it not for the fact that this hypothesis sometimes 
leads to utterly absurd results when experimentally tested. Of this I 
will give an illustration, and, as we have only to test that intermittences 
may be regarded as S. H. reversals, simplify by taking R, = R, L = Ly 
which makes an exact equal-ratio balance, A, = Ii, L, = Ly. 

Since a steady or slowly varying current does not produce sound in 
the telephone, if a battery could be treated as an ordinary conductor, 
we could put it in one of the sides of the quadrilateral and balance ik, 
just like a coil, in spite of its electromotive force. So, let 1 and 2 be 
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equal coils, 3 the battery to be tested, and 4 the balancing coils. I find 
that a good battery can be very well balanced, though not perfectly, 
with intermittences, as regards resistance, which is, however, far less 
with rapid intermittences than with a steady current.* Thus: steady, 
1 ohms; intermittent (about 500), 14 ohm. Another battery: steady, 
166 ohms; intermittent, 126 ohms. e steady resistances are got by 
cutting out the intermitter, using a make-and-break instead; the 
deflection of a galvanometer in 5 must be the same whether 6 is in or 
out. If we leave out the battery in 6, it becomes Mance’s method. 
The sensitiveness is, however, far greater when the battery is not left 
out, although other effects are then produced. 

So far ing the resistance. As regards the inductance, or 
apparent inductance, of batteries, that is, I find, usually negative. 

hat is to say, after bringing the sound to a minimum by means of 
resistance-adjustment, the residual sound (sometimes considerable) may 
be quenched by inserting equal coils in branches 3 and 4, and then 
increasing the inductance of the one containing the battery under test. 
I sel the battery which showed the greatest negative inductance, 
about 4 mac, or 500,000 centim., got the best possible silence by 
adjustment of resistance and inductance, and then found the residual 
sound could be nearly quenched by allowing induction between the 
coil in 3 and a silver coin, provided, at the same time, R, were a little 
increased. 

It was naturally suggested by the negative inductance and lower 
resistance that the battery behaved as a shunted condenser, or as a 
shunted condenser with resistance in sequence, or something similar ; 
and I examined the influence of the frequency on the values of the 
effective resistance and inductance. The change in the latter was 
uncertain, owing to the complex balancing, but the apparent resistance 
was notably increased by increasing the frequency, viz., from 125 to 
130 ohms, when the frequency was raised from about 500 to about 800, 
whilst there was a small reduction in the amount of the negative in- 
ductance. The effect was distinct, under various changes of frequency, 
but was the opposite (as regards resistance) of what I expected on the 
S.H. assumption. To see whereabouts the minimum apparent resist- 
ance was (being 165 steady), I lowered the frequency by steps. The 
resistance went down to 113 with a slow rattle, and so there was no 
minimum at all. The S.H. assumption had not the least application to 
the apparent resistance, as regards the values 165 steady, 113 slow 
intermittences, although it no doubt is concerned in the rise from 113 
to 130 at frequency 800. The balance (approximate) was some com- 
plex compromise, but was principally due to a vanishing of the integral 
extra-current. Of course in such a case as this we should employ a 
strictly S. H. impressed force; a remark that applies more or less in all 
cases where the combination tested does not behave as a mere coil of 
constant R and L. 


*I am aware that Kohlrausch employs the telephone with intermittences to 
find the resistance of electrolytes, but have no knowledge of how he gets at the 
true resistance. 
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The other effects, due to using a battery in branch 6 as well, are 
complex. It made little difference when the current in the cell was in 
its natural direction; but on reversal (by reversing the battery in 6) 
there was a rapid fall in the resistance-—for instance, from 46 ohms to 
18 ohms in half a minute in the case of a rather used-up battery, but a 
comparatively small fall when the battery was good. 

Besides the advantage of independence of the manner of variation of 
the impressed force (in all cases where the resistance and inductance do 
not vary with the frequency), and the great ease of interpretation, the 
equal-ratio method gives us independence of the mutual induction of 1 
and 2 and of 3 and 4; and this, again, Jeads to another advantage of 
an important kind. If the arrangement is at all sensitive, the balsas 
will continually vary, on account of temperature inequalities occurring 
in experimenting, caused by the breath, heat of hands, lamps, etc. 
Now, if the four sides of the quadrilateral consist of four coils, equal in 
pairs, it is a difficult matter to follow the temperature-changes. To 
restore a resistance-balance is easy enough; but more than that is 
needed, viz. the preservation of the ratio of equality. But, by reason 
of the independence of the self-induction balance of Mi, we may, as 
before mentioned, wind them together, and thus ensure their equality 
at every moment. There is then only left the inequality between 
branches 8 and 4, which must, of course, be separated for experimental 
purposes, and that is very easily followed and set right. When a sound 
comes on, holding a coin over the coil of lower resistance will quench it, 
if it be slight and due to resistance-inequality, and tell us which way 
the inequality lies. If it be louder, the cancelling will be still further 
assisted by an iron wire over or in the same coil, or by a thicker iron 
wire alone, for reasons to be presently mentioned. 

On the other hand, a small inequality in the inductance may be at 
once detected by a fine iron wire, quenching the sound when over or 
in the coil of lower inductance; and when the resistance and induct- 
ance-balances are both slightly wrong, a combination of these two ways 
will show us the directions of departure. These facts are usefully 
borne in mind when ee pair of coils to equality, during which 
process it is also desirable to handle them as little as possible, otherwise 
the heating will upset our conclusions and cause waste of time. Buta 
pair of coils once adjusted to equality, and not distorted in shape after- 
wards, will practically keep equal in inductance ; for the effect of 
temperature-variation on the inductance is small, compared with the 
resistance-change. 

Regarding the intermitter, I find that it is extremely desirable to 
have one that will give a pure tone, free from harsh irregularities, for 
two reasons: first, it is extremely irritating to the ear, especially when 
experiments are prolonged, to have to listen to irregular noises, or 
grating and fribbling sounds; next, there is a considerable gain in 
sensitiveness when the tone is pure.“ 


* J. e., pure in the common acceptation, not in the scientific sense of having a 
definite single frequency, which is only needed in a special class of cases, when no 
true balance could be got without it. 
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Disturbances produced by Metal, Magnetic and Non-magnetic. The Diffusion- 
Effect. Equivalence of Nonconducting Iron to Self-Induction. 


Coming now to the effects of metal in the magnetic field of a coil, 
the matter is more easily understood from the theoretical point of view, 
in the first instance, than by the more laborious course of noting facts 
and evolving a theory out of them—a quite unnecessary procedure, 
seeing that we have a good theory already, and guided by it, have 
merely to see whether it is obeyed and what the departures are, if any, 
that may require us to modify it. 

First, there is the effect of inductive magnetisation in increasing the 
inductance of a coil. Diamagnetic decrease is quite insensible, or 
masked by another effect, so that we are confined to iron and the other 
strongly magnetic bodies. The foundation of the theory is Poissons 
assumption (no matter what his hypothesis underlying it was) that the 
induced magnetisation varies as the magnetic force; and when this is 
put into a more modern form, we see that impressed magnetic force is 
related to a flux, the magnetic induction, through a specific quality, the 
inductivity, in the same manner as impressed electric force is related to 
electric conduction-current through that other specific quality, the con- 
ductivity of a body. Increasing the inductivity in any part of the 
magnetic field of a coil, therefore, always increases the inductance L, or 
the amount of induction through the coil per unit current in it, and the 
magnetic energy, 3LC2. The effect of iron therefore is, in the steady 
state, merely to increase the inductance of a coil, without influence on 
its resistance. I have, indeed, speculated [vol. 1. p. 441] upon the 
existence of a magnetic conduction-current, which is required to com- 
plete the analogy between the electric and magnetic sides of electro- 
magnetism ; but whilst there does not appear to be any more reason for 
its existence than its suggestion by analogy, its existence would lead to 
phenomena which are not observed. 

But this increase of L by a determinable amount—determinable, that 
is, when the distribution of inductivity is known, on the assumption 
that the only electric current is that in the coil—breaks down when 
there are other currents, connected with that in the coil, such as occur 
when the latter is varying, the induced currents in whatever conducting 
matter there may be in the field. L then ceases to have any definite 
value. But in one case, that of S.H. variation, the mean value of the 
magnetic energy becomes definite, viz., }Z/Cj, where I is the effective 
L, and C, the amplitude of the coil-current, the change from } to 4 
being by reason of the mean of the square of a sine or cosine being g. 
There must be this definiteness, because the variation of the coil-current 
is S. H., as well as that of the whole field. That I is less than L. the 
steady value, may be concluded in a general though vague manner from 
the opposite direction of an induced current to that of an increasing 
primary, and its magnetic field in the region of the primary; or, more 
distinctly, from the power of conducting-matter to temporarily exclude 
magnetic induction. 

In a similar manner, the resistance of a coil, if regarded as the R in 

H.E.P.—VOL II 8 
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RC, the Joulean generation of heat per second, ceases to have a definite 
value when the current is varying, if C be taken to be the coil-current, 
on account of the external generation of heat. But in the S.H. case, as 
before, the mean value is necessarily a definite quantity (at a given 
frequency), making 4R/C} the heat per second, where R/ is the effective 
resistance. That R’ is always greater than R is certain and obvious 
without mathematics; for the coil heat is 4.2C?2, and there is the external 
heat as well. It is suggested that, in a similar manner, a non-mathe- 
matical and equally clear demonstration of the reduction of L is possible. 
The magnetic energy of the coil-current alone is 4LCo, and we have to 
show non-mathematically, but quite as clear as in the argument relating 
to the heat, that the existence of induced external current reduces 
the energy, without any reference to a particular kind of coil or kind 
of distribution of the external conductivity. Perhaps Lord Rayleigh’s 
dynamical generalisation * might be made to furnish what is required. 
When the matter is treated in an inverse manner, not regarding 
electric current as causing magnetic force, but as caused by or being an 
affection of the magnetic force, there is some advantage gained, inasmuch 
as we come closer to the facts as a whole, apart from the details relating 
to the reaction on the coil-current. Magnetic force, and with it electric 
current, a certain function of the former, are propagated with such 
immense rapidity through air that we may, for present purposes, 
regard it as an instantaneous action. On the other hand, they are 
diffused through conductors in quite another manner, quite slowly in 
comparison, according to the same laws as the diffusion of heat, allowing 
for their being vector magnitudes, and for the closure of the current, 
thus producing lateral propagation. The greater the conductivity and 
the inductivity, the slower the diffusion. Hence a conductor brought 
with sufficient rapidity into a magnetic field is, at the first moment, 
only superficially penetrated by the magnetic disturbance to an appreci- 
able extent; and a certain time—which is considerable in the case of a 
large mass of metal, especially copper, by reason of high conductivity, 
and more especially iron, by reason of high inductivity more than 
counteracting the effect of its lower conductivity—is required before the 
steady state is reached, in which the magnetic field is calculable from 
the coil-current and the distribution of inductivity. And hence, a 
sufficiently rapidly oscillatory impressed force in the coil-circuit 
induces only superficial currents in a piece of metal in the field of the 
coil, the interior being comparatively free from the magnetic induction. 
The same applies to the conductor forming the coil-circuit itself; it, 
also, may be regarded as having the magnetic disturbance diffused into 
its interior from the boundary, and we have only to make the coil-wire 
thick enough to make the effect of the approximation to surface-con- 
duction experimentally sensible. But in common fine-wire coils it may 
be wholly ignored, and the wires regarded as linear circuits. There is 
no distinction between the theory for magnetic and for non-magnetic 
conductors; we pass from one to the other by changing the values of 


* Phil. Mag., May, 1886. 
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the two constants, conductivity and inductivity. Nor is there any 
difference in the phenomena produced, if the steady state be taken in 
each case as the basis of comparison. But, owing to copper having 
practically the same inductivity as air, there seems to be a difference in 
the theory which does not really exist. 

A fine copper wire placed in one (say in branch 3) of a pair of 
balanced coils in the quadrilateral, under the influence of intermittent 
currents, produces no effect on the balance. Its inductivity is that of 
the air it replaces, so that the steady magnetic-field is the same ; and it 
is too snail, for the diffusion-effect to sensibly influence the balance. 
On the other hand, a fine iron wire, by reason of high inductivity, 
requires the inductance of the balancing-coil (say in 4) to be increased. 
The other effect is small in comparison, but quite sensible, and requires 
a small increase of the resistance of branch 4 to balance it. A thicker 
copper wire shows the diffusion- effect; and if we raise the frequency 
and increase the sensitiveness of the balance, its thickness may be 
decreased as much as we please, if other things do not interfere, and 
still show the diffusion-effect. If thick, so that the disturbance is con- 
siderable, the approximate balancing of it by change of resistance is 
insufficient, and the inductance of coil 4 requires a slight decrease, or 
that of 3 a slight increase. A thick iron wire shows both effects 
strongly: the inductance and the resistance of branch 4 must be 
increased. These effects are greatly multiplied when big cores are 
used ; then the balancing, with intermittences, at the best leaves a 
considerable residual sound. The influence of pole-pieces and of 
armatures outside coils in increasing the inductance, which is so great 
in the steady state, becomes relatively feeble with rapid intermittences. 
This will be understood when the diffusion-effect is borne in mind. 

If the metal is divided so that the main induced conduction-currents 
cannot flow, but only residual minor currents, we destroy the diffusion- 
effect more or less, according to the fineness of the division, and leave 
only the inductivity effect. Ín my early experiments I was sufficiently 
satisfied by finding that the substitution of a bundle of iron wires for a 
solid iron core, with a continuous reduction in the diameter of the wires, 
reduced the diffusion-effect to something quite insignificant in com- 
parison with the effect when the core was solid, to conclude that we had 
only to stop the flow of currents to make iron, under weak magnetising 
forces, behave merely as an inductor. More recently, on account of 
some remarks of Prof. Ewing on the nature of the curve of induction 
under weak forces, I immensely improved the test by making and using 
nonconducting cores, containing as much iron as a bundle of round 
wires of the same diameter as the cores. I take the finest iron filings 
(siftings) and mix them with a black wax in the proportion of 1 of wax 
to 5 or 6 of iron filings by bulk. After careful mixture I roll the 
resulting compound, when in a slightly yielding state, under consider- 
able pressure, into the form of solid round cylinders, somewhat 
pesca bling pieces of black poker in appearance. (4 inch diameter, 4 to 
6 inches long.) That the diffusion-effect was quite gone was my first 
conclusion, Next, that there was a slight effect, though of doubtful 
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amount and character. The resistance-balance had to be very eet 
attended to. But, more recently, by using coils containing a muc 
greater number of windings, and thereby increasing the sensitiveness 
considerably, as well as the magnetising force, I find there is a distinct 
effect of the kind required. Though small, it is much greater than the 
least effect that might be detected ; but whether it should be ascribed 
to the cause mentioned or to other causes, as dissipation of energy due 
to variations in the intrinsic magnetisation, or to slight curvature in 
the line of induction, so far as the quasi-elastic induction is concerned, 
is quite debateable. To show it, let 1 and 2 be equal coils wound 
together (L=3 macs, #=47 ohms), 3 and 4 equal in resistance 
Ig = R, = 93 ohms), but of very unequal inductances, that of coil 3 
24 r.acs) being so much greater than that of coil 4 that the iron 
core must be fully inserted in the latter to make L, = L, (Coils 3 and 
4; 1} inch external, 4 inch internal diameter, and 3 inch in depth. 
Frequency 500.) The balancing of induction is completed by means of 
an external core. Resistance of branch 6 a few ohms, k. M. F. 6 volts. 
There is, of course, an immense sound in the telephone when the core 
is out of coil 3, but when it is in, there is merely a faint residual sound, 
which is nearly destroyed by increasing R, by about x}, part, a 
relatively considerable change. On the other hand, pure self-induction 
of copper wires gives perfect silence, and so does M,,, a method I have 
shown to be exact [vol. II., p. 38]. (I may, however, here mention 
that in experiments with mere fine copper-wire coils there are sometimes 
to be found traces of variations of resistance-balance with the frequency 
of intermittence, of very small amount, and difficult to elucidate owing 
to temperature-variations.) Balancing partly by Mas, and partly by the 
iron cores, the residual sound increases from zero with M,, only, to the 
maximum with the cores only. Halving the strength of current upsets 
the induction-balance in this way :—the auxiliary core must be set a 
little closer when the current is reduced. This would indicate a slightly 
lower inductivity with the smaller magnetising force, and proves slight 
curvature in the line of induction. But, graphically represented, it 
would be invisible except in a large diagram. 

It is confidently to be expected, from our knowledge of the variation 
of u, that when the range of the magnetising force is made much greater, 
the ability of nonconducting iron to act merely as an increaser of 
inductance will become considerably modified, and that the dissipation 
of energy by variations in the intrinsic magnetisation will cease to be 
insensible. But, so far as weak magnetising oscillatory forces are con- 
cerned, we need not trouble ourselves in the least about minute effects 
due to these causes. Under the influence of regular intermittences, the 
iron gets into a stationary condition, in which the variations in the 
intrinsic magnetisation are insensible. It seems probable that » must 
have a distinctly lower value under rapid oscillations than when they 
are slow. The values of » calculated from my experiments on cores 
have been usually from 50 to 200, seldom higher. I should state that 
I define » to be the ratio B / H, if B is the induction and H the magnetic 
force, which is to include h, the impressed force of intrinsic magnetisa- 


ON THE SELF-INDUCTION OF WIRES. PART VI. 277 


tion. (See the general equations in Part I.) It is with this u, not with 
the ratio of the induction to the magnetising force as ordinarily under- 
stood, that we are concerned with in experiments of the present kind. 


Inductance of a Solenoid. The Effective Resistance and Inductance of Round 
Wires ut a given Frequency, with the Current Longitudinal ; and the 
Corresponding Formule when the Induction is Longitudinal. 


Knowing, then, that iron when made a nonconductor acts merely as 
an inductor, when we remove the insulation and make the iron a solid 
mass, it requires to be treated as both a conductor and inductor, just 
like a copper mass, in fact, of changed conductivity and inductivity. 
When the coil is a solenoid whose ſength is a large multiple of its 
diameter, and the core is placed axially, the phenomena in the core 
become amenable to rigorous mathematical treatment in a comparatively 
simple manner. 

In passing, I may mention that on comparing the measured with the 
calculated value of the inductance of a long solenoid according to 
Maxwell’s formula (vol. 11., art. 678, equations (21) and (23)) in the 
first edition of his treatise, I found a far greater difference than could 
be accounted for by any reasonable error in the ohm (reputed) or in the 
capacity of the condenser, and therefore recalculated the formula. The 
result was to correct it, and reduce the difference to a reasonable one. 
On reference to the second edition (not published at the time referred 
to) I find that the formula has been corrected. I will therefore only 
give my extension of it. Let M be the mutual inductance of two lon 
coaxial solenoids of length /, outer diameter c, inner ci, having m aad 
n, turns per unit length. Then 


l M m= 4tnnel(l- 2) . Z . (46c) 
where, if p=c,/cy, | 
= 1 — PC) 4 Pf7 4 5P/y 477/1421 /14 337 
20 1 6080171616140 56 . (Ac) 
When 
C = Cy 2a =] = 149 = 851. 


As regards Maxwell’s previous formula (22), art. 678, however, there is 
disagreement still. 

References to authors who have written on the subject of induction 
of currents in cores other than, and unknown to, and Jess comprehen- 
sively than, myself, are contained in Lord Rayleigh’s recent paper.* So 
far as the effect on an induction-balance is concerned, when oscillatory 
currents are employed, it is to be found, as he remarks, by calculating 
the reaction of the core on the coil-current. This I have fully done in 
my article on the subject. Another method is to calculate the heat in 
the core, to obtain the increased resistance. This 1 have also done. 
When the diffusion-effect is small, its influence on the amplitude and 


* Phil. Mag., December, 1886. 
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phase of the coil-current is the same as if the resistance of the coil- 
circuit were increased from the steady value R to [vol. I., p. 369] 


Re=R+plyrpkntt J. (asc) 
= R+2Qlrk(rNetun)? = R ＋ RI say. 


“ Many phenomena which may be experimentally observed when rods 
are inserted in coils may be usefully explained in this manner.” Here 
u and k are the inductivity and conductivity of the core, of length J, 
the same as that of the coil, n/ 2 the frequency, c the core’s radius, 
and N the number of turns of wire in the coil per unit length; whilst 
L, = (2r chi 

is that part of the steady inductance of the coil-circuit which is con- 
tributed by the core. 

The full expression for the increased resistance due to the dissipation 
of energy in the core is to be got by multiplying the above RI by Y, 
which is given by [vol. 1., p. 364] 


1 8.80 2101240 3.14.1600 erent + se 
Y= 6. 8? 2.10.12? 3.14.16? 4.18.20? (490 


— — ...... ———— 
I 7 7 7 
1724201 5.6.8 (1101201 2-14 180 l 


where y=(4rpknc?)?, The value of R’ is therefore R+ R, F. The 
series being convergent, the formula is generally applicable. The law 
of the coefficients is obvious. I have slightly changed the arrangement 
of the figures in the original to show it. We may easily make the 
core-heat a large multiple of the coil-heat, especially in the case of iron, 
in which thevinduced currents are so strong. When y is small enough, 
we may use the series obtained by division of the numerator by the 
denominator in (49c), which is 


II/ 11.4322 
- 1- I-21 II % „% (500%) 


Corresponding to this, I find from my investigation (vol. I., p. 370] 
of the phase-difference, that the decrease of the effective inductance 
from the steady value is expressed by 


Y 19y | 229y? 
L, x al 16.40 168.63 5) e (510 
When the same core is used as a wire with current longitudinal, and 
again as core in a solenoid’ with induction longitudinal, the effects are 
thus connected. Let L, be the above steady inductance of the coil so 
far as is due to the core, and II its value at frequency n/2z7, when it 
also adds resistance Ie to the coil. Also let A, be the steady resistance 
of the same when used as a wire, and /?/ and Iz its resistance and 
inductance at frequency n/27, the latter being what 3½ then becomes. 
Then 
4 hNY = IL = HIL ＋ ou (520) 
BBB 
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I did not give any separate development of the Lj of the core, cor- 
responding to (48c) and (49c) above for R’, but merged it in the ex- 
pen for the tangent of the difference in phase between the impressed 
orce and the current in the coil-circuit. The full development of II is 


ou y „ y 
. 18480 ators tanl tmnt 


same “denominator as 1n (49c 


The high-frequency formulæ for Ni and Ii are 
Lin 
R= Lin= Bay 
if y= 1622. When z is as large as 10, this gives 
Ri = Lin = 2234 Lin, 
whereas the correct values by the complete formule are 
Ri = 198 Lin, Li = 225 LI. 


It is therefore clear that we may advantageously use the high- 
frequency formule when 2 is over 10, which is easily reached with iron 
cores at moderate frequencies. 

The corresponding fully developed formule for R; and Z}, when the 
current is longitudinal, are 


R 1.1801 21 9-160 “51.10 


——— ᷑‚.,éõ ——k f;; iP —— ä³9 n; ..; ?•p 8 K...... a — 
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k, Y l y Y l 
1+, 4 4.27. 10-1601 tain pas 


showing the laws of formation of the terms, and 
y tamaml +ga tora! 3.41416 
// er Te re ee 
the denominator being as in the preceding formula. At z=10, or 
y= 1600, these give 8 
R} = 2:507 Ry Li =I x 442; 
whereas Lord Rayleigh’s high-frequency formulæ, which are 
R; = Lin = R42), 
make R= 2˙234 Ry Lh = hp x 447. 


This particular frequency makes the amplitude of the magnetic force in 
the case of the core, and of the electric current in-the other case, 
fourteen times as great at the boundary as at the axis of the wire or 
core (see Part I.). As, however, we do not ordinarily have very thick 
wires for use with the current longitudinal, the high-frequency formule 
are not so generally applicable as in the case of cores, which may be as 
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thick as we please, whilst by also increasing the number of windin 
the core-heating per unit amplitude of coil-current may be greatly 
increased. 

If the core is hollow, of inner radius c, else the same, the equation 
of the coil-current is, if e be the impressed force and C the current in 
the coil-circuit whose complete steady resistance and inductance are R 
and L, whilst Li is the part of L due to the core and contained hollow 
(dielectric current in it ignored), 


= Zr, 2 A) - Kis) L A 
e ROT (L e e N . (53c) 


when g depends upon the inner radius, being given by 


% ee 54 
s 1⸗⁰ Ko (Sco) Ki . 


(whose value is zero when the core is solid), and 
Adab. 


There may be a tubular space between the core and coil, and R, L may 
include the whole circuit. In reference to this equation (53c), how- 
ever, it is to be remarked that there is considerable labour involved in 
working it out to obtain what may be termed practical formula, 
admitting of immediate numerical calculation. The same applies to a 
considerable number of unpublished investigations concerning coils and 
cores that I made, including the effects of dielectric displacement ; the 
analysis is all very well, and is interesting enough for educational pur- 
poses, but the interpretations are so difficult in general that it is 
questionable whether it is worth while publishing the investigations, or 
even making them. 


The Christie Balance of Resistance, Permittance, and Inductance. 


Leaving now the question of cores and the balance of purely magnetic 
self-induction, and returning to the general condition of a self. induction 
balance, Z Z, = Z equation (23c), let the four sides of the quadri- 
lateral consist of coils shunted by condensers. Then R, L, and S 
denoting the resistance, inductance, and capacity of a branch, we have 


Z={Spt+(R+ Lp) IIb! coven (55c) 
so that the conjugacy of branches 5 and 6 requires that 


{S\p + (2, LIP) i] (S. p (N. + L. p)) 
Sap + (Rat Lap)’ H (Sa + (Rgt Lap) IJ. . . .. (560) 
wherein the coefficient of every power of p must vanish, giving seven 
conditions, of which two are identical by having a common factor. It 


is unnecessary to write them out, as such a complex balance would be 
useless; but some simpler cases may be derived. Thus, if all the Ls 
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vanish, leaving condensers shunted by mere resistances, we have the 
three conditions 


Si/ R. + S./ RI = SYR + Sy Ro 
S,S, =S,S,, 
which may be compared with the three self-induction conditions (25c) 
to (27c). 
If we put RS =, the time- constant, the second of (57c) may be 


itte 
Written 511 5. Yq KRK (58c) 


which corresponds to (26c). If S = 0 = 8, the single condition in 
addition to the resistance-balance is y, =y, If S,=0=S,, it is y, =y, 

Next, let each side consist of a condenser and coil’ in sequence. 
Then the expression for Z is 


Ze R+ Ipt (Y) / (59c) 


which gives rise to five conditions, 
SiS. = 5,53, Yı +Y = Y2 t Vy 


SSR, i Ba) 4 LS, + LS- L,8,-L8,\ 0... (60c) 
T, + 7, = T, ＋ 47 LL, LL, 

Here it looks as if the resistance-balance were unnecessary ; and, as 
there can be no steady current, this seems a sufficient reason for its not 
being required. But, in fact, the third condition, by union with the 
others, eliminating Sg, Lg, S, and L. by means of the other four con- 
ditions, becomes 

_ SS,(2,S, RZ) (LI Rz - HII) - (LS, - £,5,)° 
O = (NR. — N NF : . (6le 

i aes ats) (ES, — RSL k g HL) ape) 
So the obvious way of satisfying it is by the true resistance-balance. 
[But see, on this point, the beginning of the next Part VII.] 
If there are condensers only, without resistance-shunts, we have 


FAT CSI a on en (62c) 


so that JW (63c) 
is the sole condition of balance. 
If two sides are resistances, R, and R, and two are condensers, S, 


and S,, we obtain 
IC E (64c) 


as the sole condition. The multiplication of special kinds of balance is 
a quite mechanical operation, presenting no difficulties. 


RR. - RyRy | 


General Theory of the Christie Balance with Self and Mutual 


Induction all over. 


Passing now to balances in which induction between different 
branches is employed, suppose we have, in the first place, a true 
resistance-balance, R R. = NN, but not an induction-balance, so that 
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there is sound produced in the telephone. Then, by means of small 
test-coils placed in the different branches, we find that we may reduce 
the sound to a minimum in a great many ways by allowing induction 
between different branches. If the sound to be destroyed is feeble, we 
may think that we have got a true induction-balance; but if it is 
loud, then the minimum sound is also loud, and may be comparable 
to the original in intensity. We may also, by upsetting the resistance- 
balance by trial, still further approximate to silence, and it may be a 
very good silence, with a false resistance-balance. The question 
arises, Can these balances, or any of them, be made of service and be 
as exact as the previously described exact balances? and are the 
balances easily interpretable, so that we may know what we are doing 
when we employ them! 

There are fifteen M's concerned, and therefore fifteen ways of 
balancing by mutual induction when only two branches at a time are 
allowed to influence one another, and in every case three conditions are 
involved, because there are three degrees of current-freedom in the six 
conductors involved. Owing to this, and the fact that in allowing 
induction between a pair of branches we use only one condition (i. e. 
giving a certain value to the M concerned), whilst the resistance-balance 
makes a second condition, I was of opinion, in writing on this subject 
before [vol. II., p. 35], that all the balances by mutual induction, using 
a true resistance-balance, were imperfect, although some of them were 
far better than others. Thus, I observed experimentally that when a 
ratio of equality (R, = N, LI L,) was taken, the balances by means of 
Mes or My were very good, whilst that by M, was usually very bad, 
the minimum sound being sometimes comparable in intensity to that 
which was to be 3 

I investigated the matter by direct calculation of the integral extra- 
current in branch 5 arising on breaking or making branch 6, due to the 
momenta of the currents in the various branches, making use of a 
principle I had previously deduced from Maxwell’s equations [vol. I., 
p- 05) that when a coil is discharged through various paths, the 
integral current divides as in steady flow, in spite of the electromotive 
forces of induction set up during the discharge. This method gives us 
the second condition of a true balance. 

But more careful observation, under various conditions, showing a 
persistent departure from the true resistance-balance in the M,, method 
(due to Professor Hughes), and that the Me, and Me, methods were 
persistently good and were not to be distinguished from true balances, 
led me to suspect that the second and third conditions united to form 
one condition when a ratio of equality was used (just as in (28c), (29c) 
above) in the M. and Ma methods, but not in the Me, method. So I 
did what I should have done at the beginning; investigated the 
differential equations concerned, verified my suspicions, and gave the 
results in a Postscript 1 II., p. 38]. I have since further found 
that, when using the only practical method of equal-ratio, there are no 
other ways than those described in the paper referred to of getting a 
true balance of induction by variation of a single L or M, after the 
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resistance-balance has been secured. This will appear in the 1 
investigation, which, though it may look complex, is quite mechani 
in its simplicity. 

Write down the equations of electromotive force in the three circuits 
6+1+3, 175-2, and 3-4-5, when there is impressed force in 
branch 6 only. They are (p standing for d/dt), 


es = (Re + Lap)Ce + (R, +L, p) CI + (Ry + Lap) Cs 
+ p( MgC, + HC + M. C + Mela + M.; Cs) 
+p( Ma0; + M,C, + HIC. M,C, + MiC) 
+ p( MgC, + MC, + My, C, + N, Co M5 Cs), 


0=(R, + Lyp)0, + (R, + Lep)C, (Na Lap) c, 
+ p(M,,C, + M,C, + MI. C. + M,C, + MIC) 
+ p(M,,C, + M,C, + M,C, + May C. + Magy) / 
— p(M,,C, + M,C, + M C. + M.; CS + Mog), 


0 = (R; + Lz) Cs - (R. + L. Y) C. (R; + L p) C, 
+ p(M,,C, T M,C, + M C. + MA, C, + Molo) 
MCI + M,C + M. Cg + M.; C, + MgC) 
— p( M,C, + M,C + Meg Cy + MgC, + Mylo). 
Now, eliminate C}, Cp Ce by the continuity conditions 
C,=C,+Cy C2 = C. Cy C = C C (6 6c) 
giving us 


0 = XC + 201 + Xo3C'ss 
0 = X 3103 + A520, + Xass 
where the X’s are functions of p and constants. Solve for Cz. Then 


we see that 
TCC er eer y (68c) 


is the complex condition of conjugacy of branches 5 and 6. This could 
be more simply deduced by assuming C,=0 at the beginning, but it 
may be as well to give the values of all the X’s, although we want but 
four of them. Thus 


XII = KI +h, + RG T (LI + L,+L6+ 2M, + 2M, + 241) v, 

Als - I + (LI + Mo — Meg + Mos MI2 + Mis +My- Mog + M55) p, 

X= Ki T (LI + M+M + Mog + Meg + Moe - Mo, -My Mae) p, 

gg = N t+ (- Iz T Moat MI. T IG + Moo + Moy + Mog — Moy - Mog)p, } . (6 90) 

X= FI +h, T R, +(L,4+L,4+L,+2M,, - 2M- 2M), 

Xa = &,+(L,+ Ms, + Mogg - Ma- M- Mi- 51 a 55 = M56) p, 

As: H. ＋ ( L. T M+ Moy + Mog Mi- Mogg Ms- Ms- 5e), 

Au; = N, T (— L; I May - M32 + Moy — May + M. 2 Mas + M- M51) p. 


es = ACS + A120. + 1220 
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Now, using the required four of these in (68c), and arranging in 


powers of p, it becomes 
Om A ＋ AiP TA (70c) 
So 4,=0 gives the resistance-balance; 4,=0, in addition, makes the 
integral transient current vanish ; and 4, = O, in addition, wipes out all 
trace of current. 
There is also the periodic balance, 
4,=0, AgmA de, a e (Tle) 
if the frequency is ur. 
The values of 4, and 4, are 
Apel i= TW: onsuccess (72c) 
d= RZ RL - HIL. RL, 
+ RMI + Mog - Ma- My Ma- My - Ms- My) 
+ By My, + Mog — Mia- Mis- Mis - Msa - Moa - Moo) 
+ R (Ms + Mg, + Mog - Mia- Mio - Meg — Ms- Meg) 
+ Ry( My, + Mos + Mog -Mig — Mig -Mi — Mog %)) (73c) 
In this last, let the coefficients of R, Rẹ R, R, in the brackets be 
Ya Is Js J. Then the value of 4, is 
A: -L. L. LL, T Ly T Tae + LIdI + Lg. t+ 927 — Uy . (74c) 
It is with the object of substituting one investigation for a large 


number of simpler ones that the above full expressions for A1 and 4, 
are written out. 


Examination of Special Cases. Reduction of the Three Conditions of 
Balance to Two. 


If we take all the M's as zero, we fall back upon the self induction 
balance (25c) to (27c). Next, by taking all the M's as zero except one, 
we arrive at the fifteen sets of three conditions. Of these we may 
write out three sets, or, rather, the two conditions in each case besides 
the condition of resistance-balance, which is always the same. a 


All M's = O, except Mo 


R R (t, + 2. = t3 2 (Ni + By) M. 9 F (750) 
LL, - LaLa = (Ly + Le) Mog. 
All M's = O, except M,,. 
I Hai + 2 4 2g) = (II + 1 RPE (760 
Lil,- Tala (Li + Ly) M. 


As these only differ in the sign of the M, we may unite these two 
cases, allowing induction between 6 and 3, and 6 and 4. The two con- 
ditions will be got by writing M, — M,, for M, in (75e). 

All M's = O, except M, (Prof. Hughes’s method). 
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Now choose a ratio of equality, Ri - Ri, II - LS which is the really 
practical way of using 3 general. In the M, case 
the two conditions (75c) unite to form the single condition 


n os. aaa (78c) 
and in the Af,, case (7 6c) unite to form the single condition 
L. = L; =m — 2M. 6 6565959596966 60 (79c) 
We know already that the same occurs in the case of the simple Christie, 
as in (29c), making 
c eee ree rere e (Soc) 


so that we have three ways of uniting the second and third conditions. 
Now examine all the other M's, one at a time, on the same assumption, 
BI = RE L=L, With M,, we obtain 


(L. - Ta) (Li- Miz) -O, and L,=L, 
But LI - M, cannot vanish ; so that 


L, = L; 6 „6464 (810) 
is the single condition. Similarly, in case of M., 
L> Ly ies e (82c) 


again. All these, (77c) to (82c), were given in the paper referred to ; 
the last two mean that Mis and M have absolutely no influence on the 
balance of self-induction. 
All the rest are double conditions. Thus, in 4, and 4, put Ri = H, 
Ne = AR,, and LI L,; then the two conditions are 
OIL. - Iz T (IT R. / RI) (MI. — MH + My, + Moo + Mag + Mi, + 2M c) 
+ (M. — Mig) + (I- R. RI) ( M. - Mis) 2K. Ki) (MI - Ma); (830) 
Om Ly (Ly - La) + Lal Mir + MI. + Mig + Mog + Moy + Mis- M. Mae) 
+ L. (IIa + My, + Mg + Mog + Mog - My Mas- Mo) 
+ LIM. + M. + My + Mog + Mog + Mey - Mo, — Mog 2M. ＋ 256 24H30) 
x (M. T M. A t+ Moy + Mog + My- NSZ Hs. — My) 
+ (Ma + Mog + Mis T Mei + Mos + Me- Mei- Mss) 
x (Mu + Mas- Mio- MIA - MIG Mso- Muy - Mes); (840) 
which are convenient for deriving the conditions when several M’s are 


operative at the same time. Thus, one at a time, excepting the few 
already examined :— 


O =I. - I; T M, (l T 8,/R,) 
n 1 \ CC (85c) 
O=L,-L,+M,,(1+2,/R,) 
1 4 8 52 CCC 
ý {o IL. Ly YH, l + L,/L,) N 
„ . e (87c) 
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| f 8 : : i 5 T }, NOOIT PEPER (88c) 

PAR fo : A - fa t 1 mf ‘ap e (89) 
00 -.-. 1 2 8 (900) 
Myon.. 0 - - rs Prat af N i} ‘aes ee (910 
Mid 0 8 i : f ria i Part } OE (92c) 
I 5 i ; uri i a ) 8 (9300 
lde Tet ata) My 00 


O=L,-L,-—M,,(1+ N. / HR) 
M. 1 78 23 i. SEET EE. 95 
j 0 L. - L; M,,(1+L,/L,) + M3/L, N 


If we compare the two general conditions (83c), (84c), we shall see 

that whenever 
714. — 9278 = O, 

we may obtain the reduced forms of the conditions by adding together 
the values of L. - L, given by every one of the M's concerned. We 
may therefore bracket together certain sets of the M's. To illustrate 
this, suppose that Mis and M, are existent together, and all the other 
M’s are zero. Then (92c) and (93c) give, by addition, 


L, - L. (M - M) - R. / Ri), 
L; - L. Mz. Mis + Misli L - MuLi Li, 
which are the conditions required. 
Similarly M,, and M may be bracketed. Also Me, Mga Mess Mess 
ånd My. Also My: Meo Meg Muy and My But M, and Ma, will 
not bracket. 


Miscellaneous Arrangements. Effects of Mutual Induction between the 
Branches. 


As already observed, the self-induction balance (28c), (29c) is inde- 
pendent of M, and M,,, when these are the sole mutual inductances 
concerned; that is, when R =R, LI Iz, Ig = H,, I = L. By (92c) 
and (93c) we see that independence of Ma and Ma, is secured by 
making all four branches 1, 2, 3, 4 equal in resistance and inductauee. 

But it is unsafe to draw conclusions relating to independence when 
several cils mutually influence, from the conditions securing balance 
when only two of the coils at a time influence one another. Let us 
examine what (83c) and (84c) reduce to when there is induction between 
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all the four branches 1, 2, 3, 4, but none between 5 and the rest or 
between 6 and the rest. Put all Ms = O which have either , or , in 
their double suffixes, and put L. L, Then we may write the con- 
ditions thus :— 


O= (1+ R/R,)(Mig— Mg) + (1 — By/By)( Mag - Mis) . (96c) 
O = (L, +L) Mu- Mas) + (L - L (Mz. - Mis) + Mis- Mi 
+ (Moy - Mis) (M — Mya) + (MI. - Mos)( Moy +M- M,, - My). (976) 
The simplest way of satisfying these is by making 
HI. = M, and . = I Z (98c) 
If these equalities be satisfied, we have independence of M,, and M,,. 
Now, if we make the four branches 1, 2, 3, 4 equal in resistance and 
inductance, so that in (96c) and (97c) we have Ri = R, and L, = L, the 
first reduces to 
o AA a (99c) 


so that it is first of all absolutely necessary that M,,=M,,, if the 
balance is to be preserved ; whilst, subject to this, the second condition 


reduces to 
O = (Ma, - MIS) (AT M12))) (100%) 


so that either M., MI or else Ma, = Miz. Thus there are two ways 
of preserving the balance when all four branches are equal, viz., 
M= Mag and M. = Mis, independent of the values of MI and M,,; 
and MI. = Ma and M,,=M,,, independent of the values of 12 and Ig. 

The verification of these properties, (98c) and later, makes some very 
pretty experiments, especially when the four branches consist, not 
merely of one coil each, but of two or more. The meanings of some of 
the simpler balances are easily reasoned out without mathematical 
examination of the theory; but this is not the case when there is 
simultaneous induction between many coils, and their resultant action 
on the telephone- branch is required. 

Returning to (96c) and (970), the nearest approach we can possibly 
make to independence of the self induction balance of the values of all 
the Ms therein concerned, consistent with keeping wires 3 and 4 away 
from one another for experimental purposes, is by winding the equal 
wires 1 and 2 together. Then, whether they be joined up straight, 
which makes Mis = M, and Mi. = Mz. identically, or reversed, making 
M,,= - M„ and M,,= — I., we shall find that 

M. u = Mog 
is the necessary and sufficient condition of preservation of balance. 

At first sight it looks as if Mi and Mzz must cancel one another 
when wires 1 and 2 are reversed. But although 1 and 2 cancel on 3, 
yet 3 does not cancel on l and 2 as regards the telephone in 5. The 
effects are added. On the other hand, when wires 1 and 2 are straight, 
3 cancels on them as regards the telephone, but 1 and 2 add their 
effects on 3. Similar remarks apply to the action between 4 and the 
equal wires 1 and 2 when straight or reversed; hence the necessity of 
the condition represented by the last equation. 
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On the other hand, M, and M, cancel when 1 and 2 are straight, 
and add their effects when they are reversed; whilst M., and M, 
cancel when 1 and 2 are reversed, and add their effects when they are 
straight, results which are immediately evident. But wires 1 and 2 
must be thoroughly well twisted, before being wound into a coil, if it is 
desired to get rid of the influence of, say, M,, and e, when it is a coil 
that operates in 6, and this coil is brought near to 1 and 2. 

This leads me to remark that a simple way of proving that the 
mutual induction between iron and copper (fine wires) is the same as 
between copper and copper, which is immensely more sensitive than 
the comparison of separate measurements of the induction in the two 
cases, is to take two fine wires of equal length, one of iron, the other of 
copper, twist them together carefully, wind into a coil, and connect up 
with a telephone differentially. On exposure of the double coil to the 
action of an external coil in which strong intermittent currents or 
reversals are passing, there will be hardly the slightest sound in the 
telephone, if the twisting be well done, with several twists in every 
turn. But if it be not well done, there will be a residual sound, 
which can be cancelled by allowing induction between the external or 
primary coil and a turn of wire in the telephone-circuit. A rather 
curious effect takes place when we exaggerate the differential action by 
winding the wires into a coil without twists, in a certain short part of 
its length. The now comparatively loud sound in the telephone may 
be cancelled by inserting a nonconducting iron core in the secondary 
coil, provided it be not pushed in too far, or go too near or into the 
primary coil. This paradoxical result appears to arise from the secondary 
coil being equivalent to two coils close together, so that insertion 
of the iron core does not increase the mutual inductance of the primary 
and secondary in the first place, but first decreases it to a minimum, 
which may be zero, and later increases it, when the core is further 
inserted. Reversing the secondary coil with respect to the primary 
makes no difference. Of course insertion of the core into the primary 
always increases the mutual inductance and multiplies the sound. The 
fact that one of the wires in the secondary happens to be iron has 
nothing to do with the effect. 

Another way of getting unions of the two conditions of the induction- 
balance is by having branches 1 and 3 equal, instead of l and 2. Thus, 
if we take RI = R, Li Le Ra = R, in A, and 4, (73c) and (74c), we 
obtain fifteen sets of double conditions similar to those already given, 
out of which just four (as before) unite the two conditions. Thus, 
using Mis only, we have 

( seein (1010) 
and the same if we use M,, only, and the same when both M, and M. 
are operative. That is, the self-induction balance is independent of Ms 
and M,,. This corresponds to (81c) and (82c). 

The other two are M, and M,,. With M, we have 


o VV eat (1020) 
and with M., / » (103c) 
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The remaining eleven double conditions corresponding to (&5c) to 
(95c) need not be written down. | 

Several special balances of a comparatively simple kind can be 
obtained from the preceding by means of inductionless resistances, 
double-wound coils whose self-induction is negligible under certain cir- 
cumstances, allowing us to put the L's of one, two, or three of the four 
branches 1, 2, 3, 4 equal to zero. We may then usefully remove the 
* restriction if required. This vanishing of the L of a 
branch of course also makes the induction between it and any other 
branch vanish. 

For instance, let LI IL. IL. -O; then 


O = R. IL T (RI + h)) . (104% 
gives the induction-balance when M,, is used, subject to RIR. = R. R. 
An 


O = RL,- Mog(Ry t+ R.)) . (105c) 


is the corresponding condition when A, is used. But M,, will not give 
balance, except in the special case of SH. currents, with a false resist- 
ance-balance. The method (104c) is one of Maxweil’s. His other two 
have been already described. 

In the general theory of reciprocity, it is a force at one place that 
produces the same flux at a second as the same force at the second place 
does at the first. That the reciprocity is between the force and the 
flux, it is sometimes useful to remember in induction-balances. Thus 
the above-mentioned second way of having a ratio of equality is merely 
= bathe to exchanging the places of the force and the vanishing flux. 

e must not, in making the exchange, transfer a coil that is operative. 
For example, in the M,, method (79c), there is induction between 
branches 6 and 4; M, (equation (88c)), on thé other hand, fails to give 
balance. But if we exchange the branches 5 and 6, it is the battery 
and telephone that have to be exchanged; so that we now use M., 
which gives silence, whilst M,, will not. 

I have also employed the differential telephone sometimes, having 
had one made some five years ago. But it is not so adaptable as the 

uadrilateral to various circumstances. I need say nothing as to its 
deoin, that having been, J understand, treated by Prof. Chrystal. 
Using a pair of equal coils, it is very similar to that of the equal-ratio 
quadrilateral. 


PART VII. 


Some Notes on Part VI. (1). Condenser and Coil Bulance. 


After my statement p. 260, vol. 11.) of the general condition of con- 
jugacy of a pair of conductors, and the interpretation of the set of 
equations into which it breaks up, I stated that in cases where, by the 

resence of inverse powers of p, there could not be any steady current 

in either of the to-be conjugate conductors due to impressed voltage in 

the other, a true resistance-balance was still wanted to ensure con- 
H.E.P.— vol. II. T 
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jugacy when the currents vary. I am unable to maintain this hasty 
generalisation. In the example I gave, equations (59c) to (6 1c), in 
which each side of the quadrilateral consists of a condenser and a coil 
in sequence, so that there can be no steady current in the bridge-wire, 
it is true that the obvious simple way of getting conjugacy is to have a 
true resistance-balance. The conditions may then be written 


RR, RyRy SS, 8285, B (Id) 
and either 
* = Loy and 951 = Yo 


71 =g A= Ie f . 2d 
Tg = Tys Ys N oeeo To = Tys anja Y2= Y4 } Ed) 
where K stands for the resistance and L for the inductance of a coil, 
S for the permittance of the corresponding condenser, æ for the coil 
time-constant L/ R, and v for the condenser time-constant RS; that is, 
we require either vertical or else horizontal equality of time-constants, 
electrostatic and magnetic, subject to certain exceptional peculiarities 
similar to those mentioned in connection with the self-induction balance. 
It is also the case that on first testing the power of evanescence of the 
other factor on the right of equation (61c), it seemed to always require 
negative values to be given to some of the necessarily positive quanti- 
ties concerned. But a closer examination shows that this is not neces- 
sary. As an example, choose 


L, a 2, L, = 5, L; = 275 I. = 35 | aas (3d) 
81 =T, 82 5, S3= 255 D=} 


It will be found that these values satisfy the whole of equations (610), 
and yet the resistance-balance is not established. No doubt simpler 
illustrations can be found. We must therefore remove the requirement 
of a resistance-balance when there can be no steady current, although 
the condition of a resistance-balance, when fulfilled, leads to the simple 
way of satisfying all the conditions. 


(2). Similar Systems. 

If V= A410 be the characteristic equation of one system and V= Z,C 
that of a second, V being the voltage and C the current at the terminals, 
they are similar when 

Z,[Zg=M any numeriqcoowᷣͤ—w (4d) 


Here Z is the symbol of the generalised resistance of a system between 
its terminals, when it is, save for its terminal connexions, independent 
of all other systems; a condition which is necessary to allow of the 
form V = ZC being the full expression of the relation between F and C, 
Z being a function of constants and of p, ps, p,, etc., and p being d/ di. 
To ensure the possession of the property (4d), we require first of all 
that one system should have the same arrangement as the other, as a 
coil for a coil, a condenser for a condenser, or equivalence (as, for 
instance, by two condensers in sequence being equivalent to one); and, 
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next, that every resistance and inductance in the first system be n 
times the corresponding resistance and inductance in the second 
system, and every permittance in the second system be n times the 
corresponding one in the first. 

Then, if the two systems be joined in parallel, and exposed to the 
same external impressed voltage at the terminals. the potentials and 
voltages will be equal in corresponding parts, whilst the current in any 
part of the second system will be n times that in the corresponding 

rt of the first. Also the electric energy, the magnetic energy, the 

issipativity, and the energy-current in any part of the second system 
are n times those in the corresponding part of the first. 

The induction-balance got by joining together corresponding pone 
through a telephone is, of course, far more general than the Christie 
balance, limited to four branches, each subject to V= 20; at the same 
time, however, it is less general than the conditions which result when 
the full differential equation is worked out.* 

By the above, any number of similar systems may be joined in 
parallel, having then equal voltages, and their currents in the ratio of 
the conductances. They will behave as a single similar system, the 
conductance of any part of which is the sum of the conductances of the 
correspondin parts in the real systems; and similarly for the per- 
mittances and for the reciprocals of the inductances. If, on the other 
hand, they be put in sequence, the resultant Z is the sum of the separate 
Z's, the current in all is the same, and the voltages are proportional to 
the resistances. 

When the systems are not independent the above simplicity is lost ; 
and I have not formulated the necessary conditions of similarity in an 
extended sense except in some simple cases, of which a very simple 
one will occur later in connexion with another matter. 


(3). The Christie Balance of Resistance, Self and Mutual Induction. 
The three general conditions of this are given in equations (72c) to 

(74c). If, now, we introduce the following abbreviations, 

mi = L,+L, +L, +2(M,,- M- Mz), 

m, = Iz TIL. +L, ＋2(M.; My- M) 

m = Iz TIL. +L, +2(Mo + Me + NMI), 

m= I. T MIS Mu- MIS M +My ＋ My +My - M. 5, 

Me, = IL + MI2 T MI. + Mis- Mu- Mog + Mos M., + Meg, 

mag = IL. + M + Ma, + Mog - My, Me- Ma- My- Mees 
the conditions mentioned reduce simply to 


(5d) 


RR, RI, 
(m, + mig + mig) R. MaR; = (Mg, + My + ng) KY Mgh,, . . (6d) 
(M, + mi) mg= (Mg + mg) mig. 

* This general property is, it will be seen, of great value in enabling us to avoid 
useless and len 4 mathematical investigations. In another place [p. 115, vol. 


11.], I have shown how to apply it to the at first sight impossible feat of balancing 
iron against copper. 
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The interpretation is, that as there are only three independent 
currents in the Christie arrangement, there can be only six independent 
inductances, viz., three self and three mutual; and these may be chosen 
to be the above m’s, whose meanings are as follows. Let the three 
circuits be AB,B,A, CB, BIC, and 
AB, CA in the figure, so that the 
currents in them are Ci, C, and Ce. 
Then mi, my and m, are the se : 
and mig Mg, mei the mutual induct- 
ances of the three circuits. 
Now if the four sides of the 
quadrilateral consist merely of short 
ieces of wire, which are not bent 
into nearly closed curves, it is clear 
that (6d) are the true conditions, to 
which alone can definite meaning be 
attached ; the inductance of a short 
wire being an indefinite quantity, 
depending upon the position of other wires. We may therefore start 
ab initio with only these six inductances, and immediately deduce 
[p. 107, vol. 11.] the conditions (6d), saving a great deal of preliminary 
work. But, on coming to practical cases, in which the inductances do 
admit of being definitely localised in and between the six branches of 
the Christie, we have to expand the m’s properly, using (5d) or as 
much of them as may be wanted, and so obtain the various results in 
Part VI. Therefore equations (6d) are only useful as a short registra- 
tion of results, subject to (5d), and in the remarkably short way in 
which they may be got; a method which is, of course, applicable to 
any network, which can only have as many independent inductances 
as there are independent circuits, plus the number of pairs of the same. 


(4). Reduction of Coils in Parallel to a Single Coil. 


In Part VI. [p. 267, vol. II.], in speaking of the inductometer, I 
referred to the most useful property that a pair of equal coils in parallel 
behave as one coil to external voltage, whatever be the amount of 
mutual induction between them; a property which, excepting in the 
mention of mutual induction, I had pointed out in 1878 p. 111, vol. I.]. 
But, although there appears to be no other case in which this property 
is true for any value of the mutual inductance, which is the property 
wanted, yet, if a special value be given to it, any two coils in parallel 
will be made equivalent to one. | 

The condition required is obviously that Z, the generalized resistance 
of the two coils in parallel, should reduce to the form R+ Lp. Equa- 
tion (30c) gives Z; to make the reduction possible, on dividing the 
denominator into the numerator, the second remainder must vanish. 
Performing this work, we tind 

-^h I m „ 5 
Z nin Di one EETETEETTETTETTETT (7d) 
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which shows the effective resistance and inductance of the coils in 
parallel, ri and r, being their resistances, and Ii, l m the inductances ; 
subject to 


giving a special value to m, which, if it be possible, will allow the coils 
to behave as one coil, so that, when put in one side of the Christie, the 
self-induction balance can be made. This equation (8d) is the expression 
of the making of coils 1 and 2 similar, in the extended sense, being the 
simple case to which I referred above. Let a unit current flow in the 
circuit of the two coils. Then l -m and li- m are the inductions 
through them, and these must be proportional to the resistances, 
making therefore the actual inductions through them always the same. 
Similarly, if any number of coils be in parallel, exposed to the same 
impressed voltage V, with the equations 
Vi=(r, THD) CI +m pC, + mig pC, + i — (9d) 
V= my pC, + (r, + hp), + Mg pC, +...» 
we have, by solution, 
eae Nat Neal — e (10d) 
DC / V= NAT Nog t+ Nog + —2 9 
if D be the determinant of the coefficients of the C’s in (9d), and V., the 
coefficient of n, in D. So, if C=C,+C,+... be the total current, we 


a C=V(ZN)/D; therefore Z= D/E M (Lid) 


where the summation includes all the N’s. To reduce Z to the single- 
coil form, we require the satisfaction of a set of conditions whose num- 
ber is one less than the number of coils. 

The simplest way to obtain these conditions is to take advantage of 
the fact that, if any number of coils in parallel behave as one, the 
currents in them must at any moment be in the ratio of their conduct- 
ances. Then, since by (9d), 


V -rC ICI tm gCat mC, T. .. ), 


Peseeee ee eeeeeaeecese een eoeseee serene eeeeee CF Bee 


are the equations of voltage, when we introduce 


10, HT Cg gme e e eee 2 (3q) 
into them, we obtain the required conditions. — 
1 N „ Msg a Ming 1 N Moy Many . f. . (14d) 
n 72 73 71 72 753 T 72 f3 


The induction through every coil at any moment is the same in amount; 
also the voltage due to its variation, and the voltage supporting current, 
and the impressed voltage. 
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(5). Impressed Voltage in the Quadrilateral, General Property of a 
Linear Network. 


In my remarks on [p. 271, vol. II.], relating to the behaviour of 
batteries when put in the quadrilateral, I, for brevity in an already 
long article, left out any reference to the theory. As is well known, in 
the usual Christie arrangement (see figure, above) the steady current in 
5, due to an impressed voltage in any one of 1, 2, 3, 4, is the same 
whether 6 be open or closed, if a steady impressed voltage in 6 give no 
current in 5. But the distribution of current is not the same in the 
two cases; so that, when we change from one to the other, the current 
in 5 changes temporarily ; as may be seen in making Mance’s test of 
the resistance of a battery, or by simply measuring the resistance of the 
battery in the same way as if it had no k. M. F., using another battery in 
6, but taking the galvanometer-zero differently. We, in either case, 
have not to dbserve the absence of a deflection ; or, which is similar, 
the absence of any change in the deflection ; but the equivalence of two 
deflections at different moments of time, between which the deflection 
changes. Hence Mance’s method is not a true nul method, unless it be 
made one by having an induction-balance as well as one of resistance ; 
in which case, if the battery behave as a mere coil or resistance, which 
is sometimes nearly true, especially if the battery be fresh, we may 
employ the telephone instead of the galvanometer. 

The proof that the complete self-induction condition, 2,2,= 2,23, 
where the Z’s stand for the generalised resistances of the four sides of 
the quadrilateral, when satisfied, makes the current in the bridge-wire 
due to impressed force in, for example, side 1, the same whether branch 
6 be opened or closed, without any transient disturbance, is, formally, 


a mere reproduction of the proof in the problem relating to steady 
currents. Thus, suppose 


where ei is a steady impressed force in side 1, and 4 and B the proper 
functions of the resistances, in the case of the common Christie, but 
without the special condition R H, = IH which makes‘a resistance- 
balance. Then we know that if we introduce this condition into 4 
and B, the resistance A, can be altogether eliminated from the quotient 
A/B, making C, due to e, independent of Re. 

Now, in the extended problem, in which it is still possible to repre- 
sent the equation of a branch by V= ZC, wherein Z is no longer a 
resistance, we have merely to write Z for R in the expansion of A/ B to 
obtain the differential equation of C,; and consequently, on meking 
Zl, =Z; we make 4/B independent of Z, Hence, the current in 
the bridge-wire is independent of branch 6 altogether when the general 
condition of an induction-balance is satisfied, making branches 5 and 6 
conjugate. 

But, as is known to all who have had occasion to work out problems 
cone ae the steady distribution of current in a network, there is a 
great deal of labour involved, which, when it is the special state 
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involved in a resistance-balance, is wholly unnecessary. This remark 
applies with immensely greater force when the balance is to be a uni- 
versal one, for transient as well as permanent currents; so that the 
proper course is either to assume the existence of the property required 
at the beginning, and so avoid the reductions from the complex general 
to the simple special state, or else to purposely arrange so that the 
reductions shall be of the simplest character. Thus, to show that C, is 
independent of branch 6, when there is an impressed voltage in (say) 
sido 1, making no assumptions concerning the nature of branch 6, we 
may ask this question, Under what circumstances is C, independent of 
C,? And, to answer it, solve for C, in terms of e, and Ca and equate 
the coefficient of C, to zero. 

Thus, writing down the equations of voltage in the circuits AB,B,A 
and BI CB. B, in the above figure, we have 


„„ V (15d) 
0=2,C0,+2,C,-7,C,, 
when there is no mutual induction between different branches, but not 
restricting Z to a particular form; and now putting 

C,=C,-C,+0¢;, C= CI- C C,=C,-C,, ....(16d) 
we obtain 


er + 2,0, =(2,+2,)C, +205 } . (17d) 
ae 2.0 (434 4.) CI- (Z; +Z, + 250 Cs; 
which give 
(Z, Zei + (2.4, -Z 140 Cg 2 .. (184) 


C, o a a rr — ——2—2 at | 0 
(1 TZ) A; Z.) ＋ 4541 1 4 1 28 1 Z.) 
making C, independent of C, when the condition of conjugacy of 
branches 5 and 6 is satisfied. 
If there are impressed voltages in all four sides of the quadrilateral, 
then (18d) obviously becomes 


C.= (Z; + Z, Xe; — €) — (4 + Za) (C5 — 4) + (445 - 2200, (19d) 

(4, +2,)(4,+ Z4) + (Z1 + Z: + Z + 4.045 
which makes C, always zero if ej = en eg = ei, and ZZ, = ZZ, As an 
example, let e = O, ¢,=0; then, if there is conjugacy of 5 and 6, and 


also 
eNi + Ze) mba Za L Z . (20d) 


the impressed forces are also balanced. Putting, therefore, batteries in 
sides 1 and 3, and letting them work an intermitter in branch 6, we 
obtain a simultaneous balance of their resistances and voltages, and 
know the ratio of the latter. If self-induction be negligible, we may 
take Z as R, the resistance; if not negligible, it must be separately 
balanced. 

But should there be mutual induction between different branches, 
this working-out of problems relating to transient states by merely 
turning R to Z partly fails. We may then proceed thus :—As before, 
write down the equations of voltage in the circuits AB,B,A and 
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CB,B,C, 0 the six independent inductances of these and of the 
circuit CAB, C. Thus, 


e, = RC, + B,C, - BC, + p(m,C, +m,,C, + at ee (21d) 
O=R,C, - R. C. RC, + p(m,,C, + mC, + mg%) 

if there is an impressed voltage in side 1. As before, eliminate Cy Cs, 

and C. by (16d), and we obtain 


ei + (Ry — ping) C= RI + R, +p(m, + mig) CI + (Ne- mig) C,, } (22d) 
(R. me) Ce = { R; + Ry + p(m, + m,,)}C, — (Is + R. +R; pmg) CN 


which, by solution for C, gives its differential equation at once in 
terms of ei and C/, To be independent of C,, we require 


(A, - mio) Ae R. +p(m, mg)] = (R, - pms) {R +R, +p(m,+m,,)}, (238) 
which, expanded, gives us the three equations (6d) again, showing that 
C, depends upon ei and the nature of sides 1, 2, 3, and 4, subject to 
(23d), and of 5, but is independent of the nature of C, altogether, 
except in the fact that the mutual induction between branch 6 and 
other parts of the system must be of the proper amounts to satisfy 
(23d) or (6d). 

The extension that is naturally suggested of this property to any 
network whose branches may be complex, and not independent, is 
ey as follows. The equations of voltage of the branches will be of 

e form 


e + Vi = ZC + Zal: + Zils t.-s 
e + V= ZnCl, 2202 T 228C8 T, 


99695 2 ꝙ7＋7/79 99 „„ 
wherein the Z's are differentiation- operators. 

Suppose branches m and n are to be conjugate, so that a voltage in 
m can cause no current in n. First exclude m's equation from (24d) 
altogether, and, with it, Z. Then write down the equations of 
voltage in all the independent circuits of the remaining branches, by 
adding together equations (24d) in the proper order; this excludes the 
Vs, and leaves us equations between the es and all the independent 
Cs, but one fewer in number than them. Put the Ci terms on the left 
side, then we can solve for all the currents (except C.) in terms of C. 
and the e's. That the coefficient of C,, in the C, solution shall vanish 
is the condition of conjugacy, and when this happens, C, is not merely 
independent of e, but also of Z,,,,, though not of Z., Zax ete. 

I have dwelt somewhat upon this property, and how to prove it for 
transient states, because, although it is easy enough to understand how 
the current in one of the conjugate branches, say n, is independent of 
current arising from causes in the other conjugate branch, m, yet it is 
far less easy to understand how, when m is varied in its nature, and 
therefore wholly changes the distribution of current in all the branches 

except one of the conjugate ones) due to impressed forces jn them, it 
oes not also change the current in the excepted branch n. Conscien- 
tious learners always need to work out the full results in a problem 
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relating to the steady-flow of current before they can completely satisfy 
themselves that the property is true. 


Note on Part III. Example of Treatment of Terminal Conditions. 
ä Induction- Coil and Condenser. 


One of the side-matters left over for separate examination when 
giving the main investigation of Parts I. to IV. was the manner of 
treatment of terminal conditions when normal solutions are in question, 
especially with reference to the finding of the terms in the complete 
solution arising from an arbitrary initial state which are due to the 
terminal apparatus, concerning which I remarked in Part III. that the 
matter was studied in the concrete application. There is also the 
5 of finding the nature of the terminal arbitraries from the mere 
orm of the terminal equation, without knowledge of the nature of the 
arrangement in detail, except what can be derived from the terminal 
equation. 

Let, for example, in the figure, the thick line to the right be the 
beginning of the telegraph- line, and what is to the left of it the terminal 
apparatus, consisting of an induction-coil and a shunted condenser. 

he line is joined through the primary of the induction-coil, of resist- 
ance Ni, to the condenser of permittance Sẹ whose shunt has the con- 
ductance X,, and whose further side is connected to earth, as symbolised 
by the arrow-head.* Let R, be the resistance of the secondary coil, 
and L,, L,, M the inductances, self and mutual, of the primary and the 
secondary. At the distant end of the line, where z =}, we may have 


Ra 
another arrangement of apparatus, also joined through to earth, though 
this is not necessary. The line and the two terminal ments 
form the complete system, supposed to be independent of all other 


systems. 

Now suppose there to be no impressed voltage in any part of the 
system, so that its state at a given moment depends entirely upon its 
initial state at the time of removal of the impressed voltage; after 
which, owing to the existence of resistance, it must subside to a state 
of zero electric force and zero magnetic force everywhere (with some 


* It is not altogether improbable that the arrangement shown in the figure, 
with the receiving instrument placed in the secondary circuit, would be of advan- 
tage. A preliminary examination of the form of the arrival-curve when this 
arrangement is used for receiving at the end of a long cable, with A,=0, yields a 
favourable result. But the examination did not wholly include the influence of 
the resistances on the form of the curve. 
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exceptional cases in which there is ultimately electric force, though not 
magnetic force), the manner of the subsidence to the final state 
depending upon the connexions of the system. The course of events 
at any place depends upon the initial state of every part, including the 
terminal apparatus, which may be arbitrary, since any values may be 
given to the electrical variables which serve to fully specify the amount 
and distribution of the electric and magnetic energies. 

Suppose that V, the transverse voltage, and C, the current in the 
line, are sufficient to define its state, i.e. as electrical variables, when 
the: nature of the line is given, and that u and w are the normal 
functions of V and C in a normal system of subsidence. Then, at time 


t, we have 
V=? Au”, „CCC (le) 


wherein the p's are known from the connexions of the whole system; 
each normal system having its own p, and also a constant 4 to fix its 
magnitude. The value of 4 is thus what depends upon the initial 
state, and is to be found by an integration extending over every part 
of the system. In one case, viz., when the initial state is what could 
be set up finally by any distribution of steadily acting impressed force, 
we do not need to perform this complex integration, since we may 
obtain what we want by solving the inverse problem of the setting up 
of the final state due to the impressed force, as done by one method in 
Part III., and by another in Part IV. If also the initial state of the 
apparatus be neutral, so that it is the state of the line only that 
determines the subsequent. state, we can pretty easily represent matters, 
viz., by giving to A the value 


Pe fo _ 00 


wherein U and W are the initial V and C in the line, whose per- 
mittance and inductance per unit length are S and L, so that the 
numerator of A is the excess of the mutual electric over the mutual 
magnetic energy of the initial and a normal state, whilst the 
denominator A is twice the excess of the electric over the magnetic 
energy of the normal state itself, which quantity may be either 
expressed in the form of an integration extending over the whole 
system, or, more simply, and without any of the labour this ‘in- 
volves, in the form of a differentiation with respect to p of the deter- 
minantal equation. For instance, when we assume L = O, and we make 
the line-constants to be simply N and &, its resistance and permittance 
per unit length (constants), as we may approximately do in the case of 
a submarine cable that is worked sufficiently slowly to make the effects 
of inertia insensible, in which case we have 


dV dC op d? V PA 
-qz = AC, Sa a qa = HY; • . (3e) 
so that we may take 
u = sin (mz + 0), w= = cos (m2 ＋ 4), ceceseccereeeeees (4e) 


R 
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if —m? = RSp; then equation (2e) becomes 
S| Judz T Por i 


a 7 
Sl? 1 - coszml. „ F(ml 
f aint ™} 
where the undefined terms Y, and Y, in the numerator depend upon 
the terminal apparatus, and F in the den. minator is defined y 


m Z-Z, 
uaa A, 
Sp’ Gp ZZ," 8 
which is the determinantal equation arising out of the terminal 
conditions 

52060 at z=0, and V=Z,C at seal. ........(Te) 
(See equations (177) to (180), Part IV.) We have now to add on to 
the numerator of 4 the terms corresponding to the initial state of the 
terminal apparatus, when it is not neutral. As the process is the 
same at both ends of the line, we may confine ourselves tu the z=0 
apparatus, according to the figure. First we require the form of Z,, the 
negative of the generalized resistance of the terminal apparatus. It 
consists of three parts, one due to the condenser, a second to the 
primary coil, and a third to the presence of the secondary ; thus, 


0 = (Kot Sp)! + (RI +L, p) - Mp Ro Lip) li. (Se) 
showing the three parts in the order stated. Now as shown in Part 
IIL, dZ,/dp expresses twice the excess of the electric over the magnetic 


energy in a normal system (when p becomes a constant), per unit square- 
of-current. Performing the differentiation, we have 

d So Da 2M*p LzMñev⸗ (9% ö 

dy (Ro T Sa)? FJ Lz (Rit Lz) 
Here we may at once recognise that the first term represents twice the 
electric energy of the condenser per unit square-of- current, that the 
second term is the negative of twice the magnetic energy of the 
unit primary current, and that the fourth is similarly the negative of 
twice the magnetic energy of the secondary current per unit primary 
current; whilst the third, which at first sight appears anomalous, is 
the negative of twice the mutual magnetic energy of the unit primary 
and corresponding secondary current. Thus, if w, be the normal 
current-function, that is, by (4e), % = — (m/ It) cos 6, we have 

Wo j 
Ko + So 


as the expressions for the normal voltage of the condenser, for the 
primary current, and for the secondary current. If then J, Ci, and 
C, are the initial quite arbitrary values of the voltage of the condenser, 
and of the primary and secondary currents, their expansions must be 


— Wo = , pwo) 
N Ci = LA uo, Cg Daas la (Ile) 


tan ml = 
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Also, the excess of the mutual electric over the mutual magnetic energy 
a the initial state V,, C., Cs and the normal state represented by 
10e) is 


= So _ Mp 
Y, wd g = (1,0, + M0) + (L0, + MC), h, (4200 


and this is what must be added to the numerator in (5e) to obtain the 
complete value of 4, if we also add the corresponding expression F, 
for the apparatus at the other end, if it be not initially neutral. Using 
this value of 4 in (le) and in (lle) with the time- factor e“ attached, 
and in the corresponding expansions for the other end, we thus express 
the state of the whole system at any time. 

Since, initially, V is U, and independent of the state of the terminal 
apparatus, it follows that in the expansion 


U=? Au, 
the parts of 4 depending on the apparatus contribute nothing to U, so 
that, by (5e) and (12e), we have the identities 


= wu z = wapu 
0= DART S O = Au, 0 LAN Ly . (130) 
for all the values of z from 0 to l. 

It may have been observed in the above that the use of (9e) was 
quite unnecessary, owing to the forms of the normal functions in (10e) 
being independently obtainable from our d-priort knowledge of the 
terminal apparatus in detail, from which knowledge the form of Z, in 
(8e) was deduced ; so that, without using (9e), we could form (11e) and 
(12e). I have, however, introduced (9e) in order to illustrate how we 
can find the complete solution, without knowing the detailed terminal 
connexions, from a given form of Z. We must either decompose 
dZ,/dp into the sum of squares of admissible functions of p, multiplied 
by constants, say, 


4% Molt + ar + Of + e istaueiesmaneeltaeue (146) 
where di, dz, etc., are the constants, and fi fp ... the functions of p; 
or else into the form of the sum of squares and products, thus 


isafi tafitafi bi. hi —. . (186) 

When this is done, we know that the terminal arbitraries are 
F,= Af Wy F. LA ſibo, FS = 2 Af;Wn . (16e) 
and that Vy = Wy {OPiS + 42 T2 fet Ugh g ..). . (17e) 


in the case (14e) of sums of squares, wherein the F's may have any 
values, assuming that we have satisfied ourselves that they are all 
independent ; with the identities 


O=2 Afu, 27 (18e) 


Thus, in the case (9e), the first, second, and fourth terms are of the 
proper form for reduction to (14e), but the third is not. We are 
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certain, therefore, that there cannot be more than three arbitraries, if 
there be so many. Now, if we do not recognise the connection between 
the third term and those which precede and follow it (as may easily 
happen in some other case), we should rearrange the terms to bring it 
to the form (14e); for instance, thus :— 


dZy_ MRL, 


40 S — ( L- M? ) —— 2 
p (Ka+ Sop)? L,/ (K, T Lp) 
which is what we require We may then take 


fi = (Ko + Sop) f,=1, = mf . (0e) 
a, = So, a= — (L - A / Ly, a M E/ L 
Further, we can certainly conclude, provided a, is positive, and a, and 
are negative, that the first term on the right of (19e) stands for 
ectric (or potential) energy, and the remainder for magnetic (or 
kinetic). It is clear that we may assume any form of Z that we please 
of an admissible kind (e.9., there must be no such thing as pè), find the 
arbitraries, and fully solve the problem that our data represent, whether 
it be or be not capable of a real physical interpretation on electrical 
principles. I have pursued this subject in some detail for the sake of 
verifications ; it is an enormous and endless subject, admitting of in- 
finite development. Owing, however, to the abstractly mathematical 
nature of the investigations—to say nothing of the length to which 
they expand, although when carried on upon electrical principles they 
are 1 simplified, and made to have meaning—I merely propose to 
give later one or two examples in which circular functions of p are 
taken to represent Z. 

Although, however, the state of the line at any moment is fully 
determinable for any form of the terminal Z’s, when they alone are 
given, from the initial state of the line, provided the initial values of 
the terminal arbitraries be taken to be zero, and although it is similarly 
determinable when particular values are given to the arbitrarios, whose 
later values also are determinable by affixing the time-factor, it does 
not appear that this determinateness of the later values of the terminal 
arbitraries is always of a complete character, when the sole data relating 
to them are the form of Z aid their initial values. For it is possible 
for a terminal arrangement to have a certain portion conjugate with 
respect to the line; and although the state of the line will not be 
affected by initial energy in that portion, yet it will influence the later 
values of the other terminal arbitraries. This might wholly escape 
notice in an investigation founded upon a given form of Z with un- 
detailed connections, owing to the disap ce from Z of terms 
depending upon the conjugate portion. such a case the reduced 
form of Z cannot give us the least information concerning the influence 
of the portion conjugate to the line. It is as if it were non-existent. 
If, however, Z be made more general, so as to contain terms depending 
upon the conjugate portion, although they be capable of immediate 
e 5 from Z, it would seem that the indeterminateness must be 
remov 
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Some Notes on Part IV. Looped Metallic Circuits. Interferences due to 
Inequalities, and consequent Limitations of Application. 


It is scarcely necessary to remark that, in the investigation of Parts 
I. and II., the choice of a round wire or tube surrounded by a coaxial 
tube for return-conductor was practically necessitated in order to allow 
of the use of the well-known J, and J, functions and their ccmplements, 
because it was not merely the total current in the wire with which we 
were concerned, but also with its distribution. Next, in order that it. 
should be a question of self-induction, and not one of mutual induction 
also, with fearful complications, it was necessary to impose the con- 
dition that the wire, tubular dielectric, and outer tube should be a 
self-contained system, making the etic force zero at the outer 
boundary. It is true that no external inductive effect is observable 
when the double-tube circuit is of moderate length. But electrostatic 
induction is cumulative ; and it is certain that, by sufficiently lengthen- 
ing the double tube, we should ultimately obtain observable inductive | 
interferences. Our investigation, then, only applies strictly when the 
double tube is surrounded on all sides, to an infinite distance, by a 
medium of infinite elastivity and resistivity. 

(Maxwell termed 47/c, when c is the dielectric constant, the electric 
elasticity. I make this the elastivity: first, to have one word for two; 
next, to avoid confusion with mechanical elasticity; and, thirdly, to 
harmonise with the nomenclature I have used for some time past. 
Thus :— 

Flax. Force. 


: Resistivity. Resistance. ; 
duction- C t. i Elect 
TEn f Conductivity. E A N 


Induction . . . . In ductivity. Inductance. Magnetic. 


Displacement . . { Elastivity. Flastance. I Electric. 
Permittivity. Permittance. 


The elastance of a condenser is the reciprocal of its permittance, and 
elastivity is the elastance of unit volume, as resistivity is the resistance 
of unit volume, and conductivity the conductance of unit volume. 
As for “permittivity” and ‘“‘permittance,” there are not wanting 
reasons for their use instead of “specific inductive capacity” (electric), 
and “ electrostatic capacity.” The word capacity alone is too general ; 
it must be capacity for something, as electrostatic capacity. It is an 
essential part of my scheme to always use single and unmistakable 
words, because people will abbreviate. Again, capacity is an unadapt- 
able word, and is altogether out of harmony with the rest of the 
scheme. Now the flux concerned is the electric displacement, involving 
elastic resistance to yielding from one point of view, and a capacity for 
permitting the yielding from the inverse; hence elastance and permit- 
tance, the latter being the electrostatic capacity of a condenser. There 
are now only two gaps left, viz. for the reciprocals of inductivity and 
inductance. “ Resistance to lines of force and “ magnetic resistance“ 
will obviously not do for permanent use.) 
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If this restriction be removed, we have self- and mutual-induction 
concerned, and interferences; or, even if there be no external con- 
ductors, we have still the electric current of elastic displacement, and 
with it electric and magnetic energy outside the double tube. But, 
ignoring these, we have the following striking peculiarities :— Putting 
on one side the question of the propagation of distürbances into the 
conductors, which is so interesting a one in itself, we find that the 
electrical constants are three in number—the resistance, permittance, 
and inductance of the double-tube per unit of its ongia ; whilst the 
electrical variables are two—the current in each conductcr, and the 
transverse voltage. The effective resistance per unit length is the sum 
of their resistances, which may be divided between the two conductors 
in any ratio; the permittance is that of the dielectric between them ; 
and the inductance is the sum of that of the dielectric, inner, and outer 
conductors. Another remarkable peculiarity is, that equal impressed 
forces, similarly directed in the two conductors at corresponding places, 
can do nothing; from which it follows that the effective impressed 
force may, like the effective resistance, be divided between the con- 
ductors in any proportion we please. 

In Part IV., having in view the rapidly extending use of metallic 
circuits of double wires looped, excluding the earth, consequent upon 
the development of telephonic communication in a manner to eliminate 
inductive interferences, I extended the above-described method to a 
looped circuit consisting of a pair of parallel wires. So far as propaga- 
tion into the wires is concerned, it is merely necessary that they should 
not be too close to one another, to allow of the Venere of the J, and 
J, functions to them separately. Now suspended wires arc usually of 
iron, and are not set too close, so that the application is justified. On 
the other hand, buried twin wires, though very near one another, are 
of copper, and also considerably smaller than the iron suspended wires; 
so that the diffusion-effect, though not so well representable by the 
above-named functions, is made insignificant. Dismissing, as before, 
this question of inward propagation, we have, just as in the tubular 
case, two electrical variables and three constants, viz. the transverse 
voltage, the current in each wire, and the effective resistance, permit- 
tance, and inductance. 

First of all, let the wires be alone in an infinite dielectric. Then we 
have similar results to those concerning the double-tube. The effective 
resistance, which is the sum of the resistances of the wires, may be 
divided between them in any proportions; and so may be the effective 
impressed voltage. The effective permittance is that of the condenser 
consisting of the dielectric bounded by the two wires, the surface of one 
being the positive, and that of the other the negative coating. Or, in 
another form, the effective permittance is the reciprocal of the elastance 
from one wire to the other. In the standard medium, this elastance is, 
in electrostatic units, the same as the inductance of the dielectric in 
electromagnetic units. Thus, 
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if r, and r, be the radii of the wires, and 1,, their distance apart 
(between axes), and p the inductivity of the dielectric. And 


8 60 log  ) e ee (2f) 


Their product, when in the same units, is v, the reciprocal of the 
square of the speed of undissipated waves through the dielectric. The 
two variables, transverse voltage and current, fully define the state of 
the wires, except as regards the diffusion-effect in them, of course, and 
an effect due to outward propagation into the unbounded dielectric from 
the seat of impressed force, which is made insignificant by the limitation 
of the magnetic field e sensible intensity) due to the nearness of the 
wires as compared with their length. To L, has to be added a variable 
quantity, whose greatest value is 44, + $u,, if p, and p, are the inducti- 
vities of the wires, to obtain the complete inductance per unit length. 

So far, then, there is a perfect correspondence between the double- 
tube and the double-wire problem. But when we proceed to make 
allowance for the presence of neighbouring conductors, as, for instance, 
the earth, although there is a formal resemblance between the results in 
the two cases, when proper values are given to the constants concerned, 
yet the fact that in one case the outer conductor encloses the inner, 
whilst in the other this is not so, causes practical differences to exist. 
For example, there are two constants of permittance concerned in the 
coaxial tube case, that of the dielectric between them, and that of the 
dielectric outside the outer tube. Butin the case of looped wires there 
are three, which may be chosen to be the permittance of each wire with 
respect to earth including the other wire, and a coefficient of mutual 
permittance. There are, similarly, three constants of inductance, and 
two of resistance, and at least two of leakage, viz. from each wire to 
earth, with a possible third direct from wire to wire. This is when the 
wires are treated in a quite general manner, and arbitrarily operated 
upon ; so that there must be four electrical variables, viz., two currents 
and two potential-differences or voltages. I have somewhat developed 
this matter in my paper “On Induction between Parallel Wires” 
[p. 116, vol. I.]; and as regards the values of the constants of capacity 
concerned, in my paper “On the Electrostatic Capacity of Suspended 
Wires” [p. 42, vol. 1.]. As may be expected, the solutions tend to 
become very complex, except in certain simple cases. If, then, we can 
abolish this complexity, and treat the double wire as if it were a single 
one, having special electrical constants, we make a very important 
improvement. I have at present to point out certain peculiarities 
connected with the looped-wire problem in addition to those described 
in Part IV., and to make the necessary limitations of application of the 
method and the results which are required by the presence of the earth. 

First of all, even though the wires be not connected to earth, if they 
be charged and currented in the most arbitrary manner possible, we 
must employ the four electrical variables and the ten or eleven electrical 
constants as above mentioned. On the other hand, going back to the 
looped wires far removed from other conductors, there are but two 
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electrical variables and four constants (counting one for leakage). Now 
bring these parallel wires to a distance above the earth which is a large 
multiple of their distance apart. The constant S of permittance is a 
little increased. The method of images gives 


t airia) r 
8 60 log , sosseesseeesnsnee (30 
where r., r, are the radii of the wires, 7}, their distance apart, 3, $ their 
distances from their images, and sı, the distance from either to the 
image of the other; but, owing to 818/12 being nearly unity, the per- 
mittance S does not sensibly differ from the value in an infinite 
dielectric, or the earth has scarcely anything to do with the matter.* 
If, however, the wires be brought close to the earth, the increase of 
permittance will become considerable; this is also the case when the 
wires are buried. The extreme is reached when each wire is surrounded 
by dielectric to a certain distance, and the space between and surround- 
ing the two dielectrics is wholly filled up with well-conducting matter. 
Then the permittance S becomes the reciprocal of the sum of the 
elastances of the two wires with respect to the enveloping conductive 
matter; in another form, the effective elastance is the sum of the 
elastances of the two dielectrics. Returning to the suspended wires, if 
the earth were infinitely conducting, the effective inductance would be 
the reciprocal of S in (3f) with A written for c, in electromagnetic units, 
with 4(u,+.) added; whilst, allowing for the full extension of the 
magnetic field into the earth, we should have the formula (1/), giving a 
slightly greater value. The effective resistance is of course the sum of 
the resistances, and tlie effective leakage-resistance would be the sum of 
the leakage-resistances of the two wires with respect to earth, if that were 
the only way of getting leakage between the wires, but it must be 
modified in its measure by leakage being mostly from wire to wire over 
the insulators, arms, and only a part of the poles. 

But if there be any inequalities between the wires, differential effects 
will result, due to the presence of the earth, in spite of its little influence 
on the value of the effective permittance ; whereby the current in one 
wire is made not of the same strength as in the other, and the 
charge on one wire not the negative of that on the other. The 
propagation of signals from end to end of the looped-circuit will not 
then take place exactly in the same manner as in a single wire. To 
allow for this, we may either bring in the full, comprehensive system of 
electrical constants and variables; or, perhaps better, exhibit the 
differential effects separately by taking for variables the sum of the 


* On the other hand, Mr. W. H. Preece, F.R.S., assures us that the capacity is 
half that of either wire (Proc. Roy. Soc. March 3, 1887, and Journal S. T. E. and 
E., Jan. 27 and Febr. 10, 1887). This is simple, but inaccurate. It is, however, 
a mere trifle in comparison with Mr. Preece’s other errors; he does not fairly 
appreciate the theory of the transmission of signals, even keeping to the quite 
special case of a „ slowly worked submarine cable, whose theory, or what 
he imagines it to be, he applies, in the most confident manner possible, universally. 
There is hardly any resemblance between the manner of transmission of currents 
of great frequency and slow signals. [See also p. 160, vol. II.] 

H.E.P.—VOL. II. U 
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potentials of the wires (taking earth at zero potential) and half the 
difference of the strength of current in them, in addition to the differ- 
ence of potential of the wires and half the sum of the current-strengths, 
which last are the sole variables when the wires are in an infinite 
dielectric, or else are quite equal. By adopting the latter course our 
solutions will consist of two parts, one expressing very nearly the same 
results as if the differential effects did not exist, the other the differ- 
ential effects by themselves. 

Another result of inequalities is to produce inductive interferences 
from parallel wires which would not exist were the wires equal. As 
an example, let an iron and a parallel copper wire be looped, and tele- 
phones be placed at the ends of the circuit. Even if the wires be well 
twisted, there is current in the telephones caused by rapid reversals in 
a parallel wire whose circuit is completed through the earth. Again, if 
two precisely equal wires be twisted, and telephones placed at the ends 
as before, the insertion of a resistance into either wire intermediately 
will upset the induction-balance and cause current in the terminal tele- 
phones when exposed to interference from a parallel wire. This inter- 
ference can be removed by the insertion of an equal resistance in the 
companion-wire at the same place. In the working of telephone 
metallic circuits with intermediate stations and apparatus, we not only 
introduce great impedance by the insertion of the intermediate apparatus, 
thus greatly shortening the length of line that can be worked through, 
but we produce inductive interferences from parallel wires, unless the 
intermediate apparatus be double, one part being in circuit with one 
wire, the other part (quite similar) in circuit with the other. In 
mentioning my brother's system of bridge-working of telephones (in 
Part V.), whereby the intermediate impedance is wholly removed, I 
mentioned, without explanation, the cancelling of inductive interfer- 
ences. The present and preceding paragraphs supply the needed 
explanation of that remark. The intermediate apparatus, being in 
bridges across from one wire to the other, do not in the least disturb 
the induction-balance, so that transmission of speech is not interfered 
with by foreign sounds. 

But theory goes much further than the above in predicting inter- 
ferences than practice up to the present time verifies. For instance, if 
two perfectly equal wires be suspended at the same height above the 
ground and be looped at the ends, terminal telephones will not be 
interfered with by variations of current in a parallel wire equidistant 
from both wires of the loop-circuit, having its own circuit completed 
through the earth. But if the loop-circuit be in a vertical plane, so 
that one wire is at a greater height above the ground than the other, 
there must be terminal disturbance produced, even when the disturbing 
wire is equidistant. Similarly in the many other cases of inequality 
that can be mentioned. 

The two matters, preservation of the induction-balance, and trans- 
mission of signals in the same manner as on a single wire, are intimately 
connected. If we have one, we also have the other. The limitations 
of application of the method of Part IV. may be summed up in saying 
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that the loop-circuit must either be far removed from all conductors, in 
which case equivalence of the wires is quite needless ; or else they must 
be equal in their electrical constants. In the latter case the effective 
resistance R is the double of that of either wire, and the effective 
permittance, inductance, and leakage are to be measured as before 
described, whilst the variables are the transverse voltage from wire to 
wire and the current in each. But the four electrical constants may 
vary in any (not too rapid) manner along the line. And the impressed 
force (in the investigations of Part IV.) may also be an arbitrary func- 
tion of the distance, provided it be put, half in one wire, half in the 
other, oppositely directed in space. For, although equal, similarly 
directed impressed forces will cause no terminal disturbance (and none 
anywhere if other conductors be sufficiently distant), yet disturbances 
at intermediate parts of the line will result. It is true that the most 
practical case of impressed voltage is when it is situated at one end 
only of the circuit, when it is of course equally in both wires, or not in 
them at all; but there is such a great gain in the theoretical treatment 
of these problems by generalising, that it is worth while to point out 
the above restriction. | 

Besides this case of equality of wires, which is precisely the one that 
obtains in practice, there are other cases in which, by proper propor- 
tioning of the electrical constants of the two looped wires, the induction- 
balance is preserved; and, simultaneously, we obtain transmission of 
signals as on a single wire. [But this is not an invariable rule.] Their 
investigation is a matter of scientific interest, though scarcely of prac- 
tical importance. 

I have yet to add investigations by the method of waves (mentioned 
in Part IV.), by which I have reached interesting results in a simple 
manner. 


Parr VIII. 
The Transmission of Electromagnetic Waves along Wires without Distortion. 


One feature of solutions of physical problems by expansions in 
infinite series of normal solutions is the very artificial nature of the 
process. If it be a case of subsidence towards a state of equilibrium, 
then, if = sufficient time has elapsed since the commencement of the 
subsidence to allow the great mass of (singly) insignificant systems to 
nearly vanish, leaving only two or three important systems, which may 
be readily examined—or merely one, the most important—then the 
process is natural enough. It is the early stage of the subsidence 
that is so artificially represented, when the resultant of a very large 
number of normal solutions must be found before we come to what we 
want. Sometimes, too, the full investigation of the normal systems in 
detail is prevented by mathematical difficulties connected with the 
roots of transcendental equations. This goes very far to neutralise the 
advantage presented by the ease with which solutions in terms of 
normal functions may be obtained. 
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In some respects these difficulties are evaded by the consideration of 
the solution due to a sinusoidal impressed force. The method is very 
powerful; and, by considering the nature of the results through a 
sufficiently wide range of frequencies, we may indirectly gain, with 
comparatively little trouble, knowledge that is unattainable by the 
method of normal systems. 

But the real desideratum, which, if it can be reached, is of paramount 
importance, is to get solutions which can be understood and appreciated 
at first sight, and followed into detail with ease, presenting to us, as 
nearly as possible, the effects as they really occur in the physical 
problem, disconnected from the often unavoidable complications due to 
the form of mathematical expression. To illustrate this, it is sufficient 
to refer to the elementary theory of the transmission of waves without 
dissipation along a stretched flexible cord. If we employ Fourier-series, 
we are doing mathematical exercises. But only use the other method, 
in which arbitrary disturbances are transferred bodily in either direction 
at constant speed, e. g., u= f(z — vt) 


and we get rid of the mathematical complications, and can interpret 
results as we see their physical representatives in reality—for instance, 
when we agitate one end of a long cord. 

Now there is one case, and, so far as I know at present, only one, in 
the many-sided question of the transmission of electromagnetic disturb- 
ances along wires, which admits of this simple and straightforward 
method of treatment. Singularly enough, it is not by the simplifying 
process of equating to zero certain constants, and so ignoring certain 
effects, that we reach this unique state of things, but rather the other 
way, generalising to some extent. It is usual to ignore the leakage of 
conductors, sometimes also the inductance, and sometimes the per- 
mittance. But we must take all the four properties into account which 
are symbolised by resistance, leakage-conductance, inductance, and per- 
mittance, to reach the much-desired result. Briefly stated, the effects 
are these, roughly speaking. If there be only resistance and per- 
mittance, there is, when disturbances of an irregular character are sent 
along a long circuit, both very great attenuation and very great dis- 
tortion produced. The distortion at the end of an Atlantic cable is 
enormous. Now if we introduce leakage, we shall lessen the distortion 
considerably, but at the same time increase the attenuation. On the 
other hand, if we introduce inductance (instead of leakage) we shall 
lessen the attenuation as well as the distortion. And, finally, if we 
have both leakage and inductance, in addition to resistance and per- 
mittance, we may so adjust matters, by the effects of inductance and of 
leakage being opposite as regards distortion, as to annihilate the dis- 
tortion altogether, leaving only attenuation. The solutions can now be 
followed into detail in various cases without any laborious and round- 
about calculations. Besides this, they cast much light upon the more 
difficult problems which occur when not so many physical actions are 
in question. | 

In my usual notation, let R, L, S, and K be the resistance, inductance, 
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permittance, and leakage-conductance of a circuit, per unit length, all 
to be treated, in the present theory, as constants; and let V and C be 
the transverse voltage and the current at distance 2. The fundamental 
equations are 


av 40 l 
- qz (N Id, e (K). . ...... (19) 


p standing for ddt. Here C is related to the space- variation of V in 
the same formal manner as is V to the space- variation of C. This 
property allows us to translate solutions in an obvious manner, and 
gives rise to the distortionless state of things. Let 


L l, and NL X/S - ¶JJ.)/½ . . . (29) 
The equation of V is then 


-G hy. ...... (39) 


and the ag ra solution consists of waves travelling at speed v with 


attenuation but without distortion. Thus, if the wave be positive, or 
travel in the direction of increasing z, we shall have, if f(z) be the state 
of V initially, l 
E E L E (4g) 
Cy VIII... E ES (5g) 
If Vp C; be a negative wave, travelling the other way, 
Vy me i N v)) 4 W (69) 
CS oD JIN: aaa (79) 


Thus, any initial state being the sum of V, and J, to make F, and of 
Ci and C, to make C, the decomposition of an arbitrarily given initial 
state of Nand C into the waves is effected by 


VII- Lo, VII- Loc). .. (89) 


We have now merely to move V, bodily to the right at speed v, and V, 
bodily to the left at speed v, and attenuate them to the extent , to 
obtain the state at time ¢ later, provided no changes of conditions have 
occurred. The solution is therefore true for all future time in an 
infinitely long circuit. But when the end of a circuit is reached, 
a reflected wave usually results, which must be added on to obtain the 
real result. 

In any portion of a solitary wave, positive or negative, the electric 
and magnetic energies are equal, thus 


PLOS OVE (9g) 
The dissipation of energy is half in the wires and half without, thus 
ERCP SERV. 109 


When a positive and a negative wave coexist, and energies are added, 
cross-products disappear. Thus the total energy is always 3 


S(V2+ V2), or L(Cr + C3) 3 REAR (11g) | 
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the total dissipativity is always 
(CI ＋ Ci) or (Vr V); (129) 
and the total energy-flux is always 
CVVT (139) 


The relation V, LC is equivalent to C, = SvV,; ie., a charge SV 
moving at speed v is the equivalent of a current C of strength equal to 
their product. But it is practically best to employ Lv, the ratio of the 
force V to the flux C being then at once expressible or measurable in 
ohms. For v is 30 ohms, and L is a convenient numeric, say from 2 u 
to 100, according to circumstances. L= 20 is a convenient Foden 
measure in the case of a pair of suspended copper wires. This makes 
our critical impedance 600 ohms. It must not be confounded with 
resistance, of course, though measurable in ohms, The electric and 
magnetic forces are perpendicular. It is the total flux of energy which 
is expressed by the product VC, not the dissipativity. 

Regarding », its possible greatest value is the speed of light in vacuo. 
When there is distortion also, making the apparent speed variable, it 
does not appear that under any circumstances the speed can exceed v. 
Now the classical experiments of Wheatstone indicated a speed half as 
great again as that of light. Would it not be of scientific interest to 
have these important experiments carefully repeated, on a straight 
circuit (as well as of other forms), to ascertain whether, on the straight 
circuit, the speed is not always less than, rather than greater than, that 
of light, and whether there was any difference made by curving the 
circuit! 

The following remark may be useful. In treatises on electro- 
magnetism by the German methods, a current- element and its properties 
of attraction, repulsion, etc., occupy an important place. It is, how- 
ever, quite an abstraction, and devoid of physical significance when by 
itself. But the current-element in our theory above, say V= V, con- 
stant through unit distance, C= V,/Lv through the same unit distance, 
V and C zero everywhere else, is a physical reality (with limitations to 
be mentioned). It is a complete electromagnetic system of itself, with 
the electric currents closed. To fix ideas most simply, the two con- 
ductors may be a wire with an enveloping tube separated by a dielectric, 
and by our current-element we imply a definite electric field, magnetic 
field, and dissipation of energy, which can exist apart from all other 
current-elements. It is only an abstraction in this quite different 
sense, that we could not really terminate the element quite suddenly, 
and that in the process of travelling it must be distorted from causes 
not considered in our fundamental equations, one cause being the 
diffusion of current in the conductors in time, which alone serves 
to prevent the propagation of an abrupt wave-front, either in our 
distortionless system, or when there is marked distortion, Even 
assuming that Maxwell's representation of the electromagnetic field is 
not correct, there seems to me to be very marked advantage In assum- 
ing its correctness, even as a working hypothesis, from its exceeding 
physical explicitness in dynamical interpretation, without specifying a 
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special mechanism to correspond. We have also the inimitable advan- 
tage of abolishing once for all the speculations about unclosed currents, 
and the insoluble problems they present. In Maxwell's scheme currents 
always close themselves, and cannot help it. 

It will be seen that our waves, in the above, do not in any way differ 
from plane waves of light (in Maxwell's theory), save in being attenuated 
by dissipation of energy in tlie dielectrie (when it is a tubular conducting 
dielectric bounded by a pair of conductors that is in question), and also 
in the bounding conductors, and in being practically of quite a different 
order of wave-length. The lines of energy-flux are parallel to the wires, 
(a wave simply carries its energy with it, less the amount dissipated) ; 
these are also the lines of pressure, for the electrostatic attraction equals 
and cancels the electromagnetic repulsion. ‘The variation of the pres- 
sure constitutes a mechanical force, half derived from the electro- 
magnetic force, half from the magneto-electric force. Here, however, 
I am bound to say J cannot follow readily. If this mechanical force 
exist, there must be corresponding acceleration of momentum ; if it do 
not exist, or be balanced, the stress supposed is not the real stress, 
though it may he a part of it. Again, if it be the real stress, and there 
be the corresponding acceleration of momentum, this is equivalent to 
introducing an impressed force (mechanical), and it must be allowed for. 
The matter is difficult all round. Yet Maxwell’s stresses, assumed to 
exist in the fluid dielectric between conductors, account perfectly for 
the forces between them, when the electric and magnetic fields are 
stationary. But when they vary, then the region of mechanical force 
due to stress-variation extends into the dielectric medium. As for 
Maxwell’s stress in a magnetised medium, there are so many different 
arrangements of stress that will serve equally well, that I cannot have 
any faith whatever in the special form given by Maxwell. 

It is also well to remember that we are not exactly representing 
Maxwell’s scheme, but a working simplification thereof. The lines of 
energy-transfer are not quite parallel to the conductors, but converge 
npon them at a very acute angle on both sides of the dielectric. Only 
by having conductors to bound it of infinite conductivity can we make 
truly plane waves. Then they will be greatly distorted, unless we at 
the same time remove the leakage by making the dielectric a non- 
conductor instead of a feeble conductor; when we have undissipated 
waves without attentuation or distortion. 


Properties of the Distortionless Circuit itself, and Effect of Terminal 
Teeflection and Absorption. 


Now to mention some properties of the distortionless circuit. A pair 
of equal disturbances, travelling opposite ways, on coincidence, double Y 
and cancel C. But if the electrifications be opposite, V is annulled and 
C doubled on coincidence. 

On arrival of a disturbance at the end of a circuit, what happens 
depends upon the connections there. One case is uniquely simple. 
Let there be a resistance inserted of amount Lv. It introduces the 
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condition V= Lc if at say B, the positive end of the circuit, and 
V= —InC if at the negative end A, or beginning. These are the 
characteristics of a positive and of a negative wave respectively ; it 
follows that any disturbance arriving at the resistance is at once 
absorbed. Thus, if the circuit be given in any state whatever, without 
impressed force, it is wholly cl of electrification and current in the 
time / at the most, if } be the length of the circuit, by the complete 
absorption of the two waves into which the initial state may be 
decomposed. 

But let the resistance be of amount Ii at say B; and let V} and V, 
be l elements in the incident and reflected wave. Since 
we have 


V, = Lvl V= - lvl, VitVi=R(C,+C,) (149) 
we have the reflected wave given by 
Ji Ri -L 
a = eed CRs AE ĩͤ ET re 15 
T ETI (15g) 


If R, be greater than the critical resistance of complete absorption, the 
current is negatived by reflection, whilst the electrification does not 
change sign. If it be less, the electrification is negatived, whilst the 
current does not reverse. 

Two cases are specially notable. They are those in which there is 
no absorption of energy. If EI = O, meaning a short-circuit, the 
reflected wave of V is a perverted and inverted copy of the incident. 
But if HI =o, representing insulation, it is C that is inverted and 
perverted. 

After reflection, of course, we have the original wave travelling to 
the absorber or absorbing reflector, or pure seeriat, and the reflected 
wave toming from it. t po be the coefficient of attenuation at A, 
and p, at B, these being the values of the ratio of the reflected to the 
incident waves at A and at B, which may be + or —, due to terminal 
resistances (without self-induction or other cause to produce a modified 
reflected wave; some of these will come later); and let p be the 
attenuation from end to end of the circuit (A to B or B to A), viz., 


8J9)hh%)ööB 8 (169) 


Then an elementary positive disturbance V, starting from A becomes 
attenuated to pV, on reaching B; becomes p,pV, by reflection at B; 
travels to A, when it becomes p?p, Vp; is reflected, becoming 901% Fo; 
and so on, over and over again, until it becomes infinitesimal, by the 
continuous dissipation of energy in the circuit, and the periodic losses 
on reflection. But if the circuit have no resistance and no leakage, 
and the terminal resistances be either zero or infinity, there is no 
subsidence, and the to-and-fro passages with the reversals at A and 
B continue for ever. 

If an impressed force e be inserted anywhere, say at distance 21, it 
causes a difference of potential of amount e there, which travels both 
ways (+e to the right, and -ġe to the left) at speed v, with the 
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proper attenuation as the waves pr . That is, taking for simplicity 
the zero of z at the seat of impressed force, we set up a positive wave 


Vie gie NE iedee (179) 
and a negative wave IJ! 88 (189) 


these being true when z is less than u in the first, and -z is less than 
vt in the second. On arrival at A and B these waves are reflected in 
the manner before described. It will be understood that the original 
waves still keep pouring in, so long as e is kept on. By successive 
attenuations we at length arrive at a steady state, which is that cal - 
culable by Ohm's law, allowing for leakage. 

If the impressed force be at A, and the circuit be short-circuited 
rl making p,= — 1, the two initial waves are converted into one, 

us, 


AA en . (199) 


true when 2 is not greater than vf. On arrival at B, if the resistance 
there be Lu, nothing more happens, i. e., (199) is the complete solution. 
This is something quite unique in its way. If e at A vary in any 
manner with the time, the current at B varies in the same manner at 
a time / later. Thus, if e= f(t), the current at B is 


Hi -e) -. 
C, en a € © ssosooposocsoocooooooooo (20g) 
But if we shor¢-circuit at B, we superimpose first a negative wave 


„ P 0 T inden (219) 


beginning at time //v and travelling towards A; then at time 2% add a 
positive wave 


FE E ( ts (229) 
and so on, ad inf., ee down to the steady state. 
The Fourier-series solution in this case (got by the method of 
Part IV.) is 
oe _= 
„ P-P 2e . ~ e (q sin + vm cos) vmt 
e 2 r . (289) 


This includes the whole process of setting up the final state, but 
requires laborious examination to extract its real meaning, which we 
have already described. (m goes from 7, 27, 37, ..., up to œ.) When 
the summation vanishes, we have left the term independent of f, of 
which the positive part is the sum of the positive waves V,, Vp etc., 
and the negative is the sum of the negative waves V,, etc., above 
((199), (21g), (229). | 

The uniquely simple case of complete absorption at B of the first 
wave is much more troublesome by Fourier-series than is the really 
more complex (23g) case. In some other cases in which we can by the 
method of waves solve completely, and in a rational manner, the 
Fourier-series are difficult to interpret. 

Let us construct the complete solution when the terminal resistances 
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have any values; by (159) we know po and p,, and by (169) we express 
p. First of all we have the positive wave 


i= pel - po) , eeenesisserereess (249) 


true when z is not greater than vt. When ¢=1/v it is complete, and 
remains on. Then begins 


V= kell - po) pp; My (259) 
travelling towards A, when it is complete and remains on. The third 
wave then begins :— 

Va = kell — po) Do. e M n (269) 
which reaches B at time 1 3//, and remains on. The fourth wave 
then starts :— 

V= kell — py) D- „ eee (279) 


reaching A at time 4% ; and so on. We thus follow the whole history 
of the establishment of the final state. The resultant positive wave is 
the sum of V, Fy ., and the resultant negative wave the sum of V, 
Vo , which are in geometrical progression; so that finally we have 


1 
V= = Pod gees pp) . . . . . 28 
pie Gp (289) 
In the positive component-waves the current is got by dividing V by 
Lv, and in the negative waves by — Lr, so that we gct the resultant 
final current by dividing V in (289) by Lv and changing the sign of the 
second term, expressing the negative waves of V. 

Should Z and S have their values changed in any way, the final state 
(289) will be unaltered, but the manner in which it is established will 
not be the same, of course. We can, however, form a very fair idea of 
the process from the above, when R / L is not greatly different from K/S, 
especially if the circuit be sufficiently short to make the attenuation 
p be not great. 

The case of no resistance is peculiar. There is no steady state if 
there be no resistance to make the to-and-fro waves (which may be 
regarded as a single wave overlapping itself) attenuate. Thus, if there 
be short-circuits at A and B, and also RE = O, K=O, the first wave due 
to e at z=0 is 

Vi=e from 2 = 0 to z=. 
Then, when this is completed, we have to add on the reflected wave 
„= e from z=} to 2 2 ut, 


so that when B is reached, there is no electrification left. This is a 
period, and the state of electrification repeats itself in the same way. 
But the current doubles itself the moment the first wave reaches B, and 
the region of doubled current then extends itself to A, where it is at 
once increased to a trebled value; and so on, ad inf., every reflection 
adding e/Lv to the current. Thus the current in time mounts up 
infinitely, though never becoming permanently steady at any spot. 
Tbe least resistance anywhere inserted will cause a settling down to (or 


mounting up to) a final steady current. 
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Effect of Resistances and Conducting Bridges Intermediately Inserted. 


Let us now examine the effect of an intermediately inserted 
resistance r. (If the circuit be a double wire, then, in accordance 
with the Section on Interferences in Part VII., half the resistance 
should be put in one wire, and half in the other, just opposite.) 
Let a wave be going towards r, and let V,, V,, and V, be corre- 
sponding elements in the incident, reflected, ‘and transmitted waves. 
As we have 


Vi +V,=V,+1Cy 
e 29 
b Ci +C = } oe) 
and V, and V, are positive waves, whilst V, is a negative wave, there- 
fore 
VV = (I/ L Il... eens e (309) 
and 71 V F.. „666666664 (319) 


From (319) we see that an element of the original wave, on arriving at 
the resistance, is divided into two parts, both of the same sign as regards 
electrification, of which one goes forward, the other backward, increasing 
the electrification behind The attenuation caused by the resistance 

ressed by (30g). If there be n resistances r, such that nr= Rz, 
eauich stantly arranged, the attenuation produced in the distance z will 
be the n™ power of the right member of (30g), and in the limit, when 
the resistances are packed infinitely closely, each being infinitely small, 
the attenuation in distance z becomes 


J%%öÜĩÜL zw⁴.. (329) 
This, it will be observed, is when there is no leakage. R is the resist- 
ance per unit length, uniformly distributed. 


Now consider the effect of a bridge of conductance k, in the absence 
of resistance in the wires, or of uniform leakage. We now have 


7 + 7 Fy 

AATA Satan eee (339) 
if J, VJ V, be corresponding incident, reflected, and transmitted 
elements. Consequently 

Fi (IHA D (349) 
and b (359) 


Compare with (309), (319). Observe the changes from voltage to 
current, inductance to permittance, and resistance to conductance. It 
is the current that now splits without loss, (like the charge before), so 
that the reflected electrification is negative, if the incident be positive. 
The attenuation in distance z due to uniformly distributed leakage- 
conductance A per unit length is therefore 
ere. 


We may infer from this opposite behaviour of a resistance in the 
main circuit, and of a bridge across it, that if r/L =k/S, there will be 
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no reflected wave. We must, however, see whether combining the 
resistance and bridge does not alter the nature of the result. hen 
the resistance r and the bridge of conductance & coexist at the same 


spot, we shall have 
V,+ = (17 Lo) Vy E (369) 
Vi- V= Vat J½§sv, | 


Vi - (k/Sv)(r + Lv) 
7 = e (379) 


So the reflected wave is annulled when 


whence 


r 
Io Sot E E T Meveseaver: (389) 
or by r/L=k/S when r and & are infinitely small. When this happens, 
the attenuation is 
r ciaicceiivseswes (399) 
and, therefore, when R and K are uniformly distributed, 
6 Rilke 


is the attenuation in distance 2. We have thus a complete electrical 
explanation of the distortionless system ; reflection due to conductance 
in the dielectric itself is annulled by reflection due to the boundary 
resistance (of the wires). If there be no leakage, any travelling 
isolated disturbance will cast a slender tail behind it, whose electrifica- 
tion is similarly signed to that of the nucleus, whilst the current in the 
tail points to its tip. On the other hand, if there be leakage, but no 
resistance in the wires, the travelling disturbance will cast off a tail of 
a different kind, viz., of the opposite electrification to the nucleus, and 
of the same current as in the nucleus. And when the resistances in the 
wires and in the dielectric are properly balanced, the formation of tails 
is prevented altogether. 

rom this manner of viewing the matter we can get hints as to the 
solution of other and more difficult partial differential equations than 
the one we are concerned with. Keeping to it, however, we may 
somewhat generalise it by making the attenuation-rate a function of 
the distance, and also the speed, but managing so that there shall be no 
tailing. Thus, it is clear that if L and & be constant, whilst R and X 
are functions of z such that their ratio is constant, the speed will be 
constant, and there will be no tailing, whilst the attenuation in distance 


2-20 will be 
exp ( — .J. lar). eee (409) 


Now if we make the speed also variable, we must inquire how to 
prevent tailing due to what is equivalent to a change of medium, as 
when light goes from air into glass perpendicularly. The conditio? 
that there be no reflected ray is pv) = H in that case, u and p, being 
the inductivities, and 1 and v, the speeds. In our present case it is 
L,v, Lz when the wires and the dielectric have no resistance and no 
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conductance respectively; Li, v, being the values on one side, L, v 
those on the other side of ha dissontinuity, That is, the bred 
must not vary with 2, if there is to be no tailing. 

We should, however, make sure that this is the condition when we 
have simultaneously L, S, R, and K in operation. Let, then, r and * 
be the resistance in the main circuit, and the conductance of a bridge 
across it, at a place where the main circuit changes in inductance and 
5 from L. S to L, &, the main circuit being supposed to 

ave itself no resistance or leakage. Let V,, V, and F, be corre- 
sponding elements of an incident, reflected and transmitted wave. 
we ag fa by common electrical principles, united with the properties 

14 L, 


V+ J. - (IT / LW) ,, * (419) 
(-V Lo- VU + kV, ; 00 TOTT 
7 17/85 - Lo(r+ L 
from which P irys iloga Ly ot a) 


F, Iv, r k rk 
227 rata 8 ies 
A (% Bb 585) 6400 
There is no reflected wave when the numerator on the right of 
(429) vanishes, or when 


k Luv rk 
Fir- „y CCC (449) 
and then VJP =- (IT ii... menik Diaza (45g) 


So, if we take Lv = ILV, we secure the desired result, because the product 
rk ultimately vanishes when we distribute resistance and conductance 
continuously. That is to say, if Iv does not vary, and R/L=K/S 
always, there will be no tailing, the speed will be a function of z, viz. : 


v= (LS) om 
and the attenuation-rate will be a function of 2, as indicated by (409). 
To ey observe that our fundamental equations (1) may 
J 


written, if R/L = K/S, 
47 _ dC _ V 
mr ri (¢+p)LeC, 7 (q+ Py, e (469) 
hence, if Lv be constant, we have 
dV d(LvC 
ee -G ML, -v, A0 


which become identical if V= + LC, indicating a complete satisfaction 
when çg and v are functions of 2. Then 


(tof ) 0 e (489) 


are the equations of positive or negative waves. 
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Approximate Method of following the Growth of Tails, and the 
Transmission of Distorted Waves. 


The substitution of isolated resistances and conducting bridges for 
continuously distributed resistance and leakage leads to a very easy 
way of following the course of events when there is distortion by 
a want of the balance between the resistance in the main circuit and 
the leakage which is required to wholly remove the distortion. As 
may be expected, the results are only rough approximations, but the 
method is so easy to follow, and gives so much information of a rough 
kind, that it is worthy of attention. The subject is quite a large one 
in itself, and would need a large number of diagrams to fully illustrate. 
I shall therefore only briefly indicate the nature of the process. 

Suppose there is no leakage whatever. Then, unless the resistance 
in the main circuit be low, there will usually be much distortion due to 
tailing, unless the waves be of great uency, making R/ Lu small. 
The smaller this quantity is, by either reducing R, or increasing L or 
the frequency, the nearer do we approximate to a state of little 
distortion, and to attenuation represented by 

en 

in the distance 2. In fact, in long-distance telephony we do not need 
any excessive leakage to bring about an approximation to the state of 
things which pern in our distortionless system (where, however, 
disturbances of any kind, not merely waves of very great frequency, are 
propagated without distortion), and the attenuation is of course less 
than when there is leakage. As this, however, would reqnire us to 
examine the sinusoidal solutions of Parts II. and V., we may now keep 
to the question of tailing and its approximate representation. 

Let it be required to find how a charge, initially given existent in a 
small portion of the circuit, and at rest, divides, when left to itself. 
We know that if there were no resistance, it would immediately 
separate into equal halves, which would travel with speed v in opposite 
directions without attenuation or distortion. And, if there be resist- 
ance, but accompanied by proper leakage to match, the same thing will 
happen, with attenuation. Now there is to be no leakage; this keeps 
the total charge unchanged. If then there were no tailing there would 
be no attenuation. But the charges, on separation, cast out slender 
tails hehind them, so that they are joined by a band (the two tails 
superimposed). The heads, therefore, or nuclei, are attenuated, besides 
being distorted; the loss of charge from them is to be found in the tails. 
It is sufficient to consider the progress of one of the two halves of the 
initial disturbanco, say that which moves to the right, and the tail it 
casts behind it. 

Localise the resistance at points, between which there is no resist- 
ance, and let the attenuation in passing each resistance (equidistantly 
placed) be any convenient large proper fraction, say 309; though this is 
scarcely large enough it is convenient, as all operations will consist in 
multiplications by 9 and simple additions. Let the initial charge, 
moving to the right, be 10,000, extending uniformly over a complete 
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section between two resistances, and let a be the time taken to travel 
one section. Then first we have 


= 
10,000 ; 
< > 
1,000, 9,000 ; 
<- > — > 
900, 100, 900, 8,100; 


— > < -> < > 
810, 96, 820, 180, 810, 7,290. 


The figures in the successive lines show the distribution of the charge 
in the consecutive sections to right and left, initially and after intervals 
a, 2a, 3a, etc. First of all 5 of the initial charge passes into the next 
section to the right, and the other y is reflected back by the resistance 
to where it was at the beginning. Then these two charges similarly 
divide, p of each going forward, the other py backward. The arrows 
indicate the direction of motion of a charge. All subsequent operations 
consist in pairing the charges which are moying towards one another in 


the proportions ;% and yẹ. After seven operations we have this 
result. 


<- -> 
531, 59, 566, 120, 583, 184, 591, 245, 583, 302, 565, 371, 530, 4773; 


so that more than half the original charge is in the tail. The directions 
of motion are alternately to left and to right, so that it is only necessary 
to know this, and not to continue drawing the arrow-heads. The 
currents are alternately + and -. 

But we should, to approach reality, extend the original charge at 
least over two sections, instead of one only. To do this, we have 
merely to add each of the numbers to the one following it. After 
seven operations, therefore, an initial charge of 20,000 extendiug over 
two sections, and moving to the right, becomes distributed thus :— 


531, 590, 625, 686, 703, 767, 775, 836, 828, 885, 867, 936,901, 5303, 4773; 


which is really something like its distribution when the resistances are 
uniformly spread. The corresponding current is not represented by 
these figures, of course, owing to the opposite direction of current in 
alternate segments when the original charge extended over only one 
segment. Allowing for this fact, the current, after seven operations, 
due to 20,000 over two sections initially, is represented by 


<- — > > 
531, 472, 507, 446, 463, 399, 407, 346, 338, 281, 263, 194, 169, 4243, 4773. 


In the head the current is positive. In the whole of the tail (repre- 
sented by the small numbers) the current is negative. We see that 
the division of the initial charge over two sections has not been 
sufficient to remove the fluctuations wholly, though the reversals have 
disappeared. 

In course of time, if the circuit be sufficiently long, the nucleus is so 
attenuated as to practically make the charge one long tail stretching 
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out both ways, and tending to do so equally, so that the greatest V- 
disturbance is at or near the origin to the right of it. The current is 
then negative in the hinder part and also in a portion of the forward 
part, and positive in the rest. That is, the fe of positive current 
extends gradually from the nucleus into the tail. 


Now to the other kind of tail, due to reflection by leakage. 
If there Dn resistance in the circuit, but uniform leakage instead, we 
have tailing and distortion of a distinct kind. It is the current-element 
that splits into two parts, one going forward, the other backward on 
passing a bridge, whilst the electrification in the reflected wave is the 
negative of that in the incident. If, then, the attenuation be %, as 
before (ratio of transmitted to incident wave), at every one of the 
isolated conducting bridges which we use to replace uniformly dis- 
tributed leakage-couductance, we shall have the same results as above 

recisely, except that current takes the place of transverse voltage. 

hus the first row of figures (after seven operations) shows the current 
distribution (everywhere poner) due to an initial charge 10,000 (with 
corresponding current as before) extending over one section ; the second 
row that due to 20,000 over two sections; and the third row the 
„ distribution of electrification, positive in the head, and 
negative in all the rest. Observe that as, when there was no leakage, the 
line-integral of remained constant, so now that there is leakage, the 
line integral of C remains constant. In one case it is really conserva- 


tion or persistence of the electrification [S dz; in the other, of the 
momentum |ZCdz. In the one case the momentum-integral subsides, 


the time-factor being ; in the other the electrification-integral 
subsides, the time-factor being “'. In both cases the energy sub- 
sides towards zero, in spite of the persistence of electrification or of 
momentum. 

When we have both resistance in the conductors and leakage, the 
tail is positive or a boats (referring to the electrification), according as 
R/L is greater or less than K/S. The latter case is quite out of 
ordinary practice, which aims at high insulation; the results are con- 
sequently very singular, when considered in more detail, which cannot 
be done now. 

In a somewhat similar manner to that in which we have roughl 
followed the growth of tails, we may follow the progress of 1 
through a circuit, and obtain the arrival- curves of the current at the 
distant end, or rather, we may obtain curves resembling the real ones 
somewhat by drawing curves through the zigzags which result. The 
method has no recommendation whatever in point of accuracy : its real 
recommendation lies in the facility with which a general knowledge of 
the whole course of events may be obtained, and I daresay some 
people may think that of not insignificant moment. 

To make the method intelligible, without going into detail elaborately, 
let the circuit be perfectly insulated, and in only seven sections, at each 
of the six junctions of which is concentrated one-sixth part of the 
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resistance of the real circuit. The results will now depend materially 
upon the ratio R/ Lo, whether it be a large number, or small. First, 
let it be small, say RI fL. The attenuation at each resistance (R/ 6) 
is then ,°, as before. Let us also insert resistances of amount Lo at 
both ends, to stop reflections and complications. Then, starting with 
10,000 in the first section, we proceed thus :— 


-> 
A. 10,000 ; 
< > 
1,000, 9, 000; 


-> 
0, 900, 8,100; 

<- -> 

810, 90, 510, 7,290; 


0, 514, 112, 520, 219, 20, 


If a- time of going one section, this gives the whole history of the 
circuit from the moment of putting on a steady impressed force at A up 
to 9a, or 2a after commencement of arrival of the current at B. The 
calculation is precisely tha: by which we should calculate (by the 

reviously described method) the progress of a charge 10,000 initially 
in the first section and moving to the right. In time a, 9,000 goes 
forward to the second section, 1,000 is ected back. After another 
step the 1,000 is absorbed, whilst 5, of the 9,000 goes forward, and 19 
is reflected back. This brings us to the third line. The first arrival at 
B is of 5,314, the second of 266, and so on (not carried further). The 
sum total of all the arrivals at B when carried further is 5,999, which 
really means 6,000. That is, 10 of the charge would go out at B and 
4. at A. Now the same figures serve with the impressed force, 
which we have to imagine continuously sending into the first section 
the 10,000 wave. The real state of electrification of the line at any 
stage is to be found by summing up the columns, and the real state of 
current by summing up the columns with allowance made for the fact 
that all charges moving to the left mean negative currents. Thus the 
current at A falls to its final strength, whilst at B it rises to it. Of 
course the current would not really arrive at B in a perfectly sudden 
manner to 88 of its final strength, though it would arrive far more 
suddenly than the current arrives at the end of an Atlantic cable. The 
final current is (e/2Zv) x °6. If we increase the number of sections so 
greatly that the first arrival at B is insensible, then the arrival-curve 
will resemble that at the end of an Atlantic cable (or even much shorter 
cables). The value of .* is exceedingly small in such a case, 

H.E.P,—VOL, II. x 
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Now if we short-circuit at A and B the process is essentially the 
same, although we must not absorb all reflected waves arriving at A, 
and all transmitted waves arriving at B, but reflect them properly. 
This causes there to be a sort of bore running to and fro, in addition to 
the regular action, so that the arriving current at B gives a sudden 
jump at E intervals 2% apart; these ame et smaller and 
smaller rapidly at each repetition, of course. But should the circuit be 
so long that the first increment of current at B is insensible, this jump- 
ing cannot occur. It is also to be remarked that the insertion of 
terminal resistances stops the oscillatory action. 

It was my intention to have given the equations of the tails, positive 
or negative, or mixed, but as the investigation would unduly extend 
the length of the present communication, I propose to consider the tails 
in the next Part 1X. At present I may Nein that the equation is in 
the form of a series of rising powers of (vt F z), true when +2<vt; this 
gives the results very simply in the early stages of development. But 
later on, it is desirable to transform first into powers of z multiplied 
into Bessel’s functions of the time, and then into other forms, working 
down to inertialess solutions. 


Conditions Regulating the Improvement of Transmission. 


The general lines to be followed to improve the capabilities of 
telegraph or telephone circuits (long-distance) for getting signals 
through with the least distortion and least attenuation combined are 
these. First of all R/L is usually far greater than K/S. We should 
therefore reduce K/L and increase K/S. The former may be done by 
either reducing the resistance or by increasing the inductance, or by 
both together. This will lessen both the attenuation and the distortion. 
So remarkable is this effect, that without changing either the resistance 
or the permittance of an Atlantic cable, we could, by increasing the 
inductance (with sinusoidal currents), make the current-amplitude at B 
he nearly twice as great as the full strength of steady current (the 
doubling being due to absence of terminal resistance). It is scarcely 
necessary to remark that it is wholly impracticable to go anything like 
so far as this; the illustration serves however to show the extraordinary 
range of possibilities implied in a single theory. The other way is to 
increase K and reduce S, or both together. By increasing the lea - 
conductance we lessen the distortion, but at the same time increase the 
attenuation. Thus, if the resistance and the permittance be fixed, we 
should increase the inductance as much as possible, and then increase 
the leakage-conductance until the attenuation goes as far as is permiss- 
ible. We shall then have the least distortion possible with the given 
resistance and permittance. (It is, however, assumed that we are only 
approximating towards equalizing R/L and K/S, whilst R/L still remains 
the larger, as, for instance in the case of a very long cable.) 

It seems very probable that the iron-sheathing of a submarine cable 
may be beneficial, though it is not at all easy to precisely state its full 
effect. But it is naturally suggested to increase the inductance by the 
use of an irony insulator. In Part VI. I described the use of non- 
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conducting iron to demonstrate the strict proportionality of magnetic 
force to induction variations when the range is small. This was an 
insulator impregnated with iron dust, and it shows, with small range of 
magnetic force (with which alone we are concerned in signalling) no 
sign of increased resistance, which is to be avoided, of course, since we 
require the lowest possible resistance to reduce attenuation and dis- 
tortion. It is 3 115 therefore, that such an insulator might be of 
t service in cables for telephony and telegraphy, 5 as its 
insulation- resistance could not be so high as is ordinarily the case. The 
changed permittance must also be allowed for, though. 
As regards open wires, if of copper, and of low resistance, good 
telephony is possible to ridiculously great distances, further than any 
one wants to speak, without troubling about getting the leakage to be 


large. 
There is a value of L which gives the least attenuation. For since, in 
the distortionless system, the received current is 


VF 
Ci ET ecen (509) 


if short-circuited at A, but with resistance Zw at B; or one half this 
amount, if there be resistance Lv both at A and at B, we see that 
% ˙ cess dass e (519) 
makes C, a maxiinum. But the attenuation is then so trifling that to 
carry this out (by increasing L) would be, if possiblo, quite unnecessary 
in the case of a long circuit. 
Again, in the case of no leakage at all, it may be shown by an 
examination of the sinusoidal solution in Part V., that if It / In be small, 
we approximate towards the same formula but with the index - El / 2Lu, 


so that NNü82200§·Üꝛ]1] 8 (529 


gives the value of Zv which makes the current received at B a maximum 
to suit a given resistance of circuit. It may also be shown by the 
sume formula that if the receiver have small inductance, the resistance 
it should have (when of a given size and shape) to make the magnetic 
force a maximum approximates to Le, whicb is the critical resistance 
that absorbs all arriving disturbances. 

May 7, 1887. 


XLI. ON TELEGRAPH AND TELEPHONE CIRCUIITS.* 
February, 1887; but now first published.] 
Arr. A. On the Meusure of the Permittance and Retardation of Closed 
Metallic Circuits. 


OWING to the fact that most of the circuits of which mention is made in 
my brother’s paper consist of or contain a considerable amount of 


# [This article consists of the three a erent that I wrote to the paper of Mr. 
A. W. Heaviside and myself on The Bridge System of Telephony,” which paper 
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buried wires, and therefore possess considerable permittance, combined 
with the fact that these buried wires have very high resistance, as much 
as 45 ohms per mile, and with the further fact that the self-induction of 
these lines is small, we may, leaving on one side the question of the 
apparatus (which is no unimportant one in iteelf), re the transmis- 
sion of telephonic currents through the lines as being governed mainly 
by the three factors—resistance, permittance, and length of line. 
Take, therefore, for starting-point the now well-known theory of the 
submarine cable promulgated by Sir W. Thomson in 1855, which was 
so curiously foreshadowed by Ohm in 1827, in his celebrated memoir on 
the galvanic circuit, when guided by an analogy between the flow of 
electricity and the flow of heat, which is now known to be entirely 
erroneous. 

A translation of Ohm’s memoir is contained in vol. II. of Taylor's 
“Scientific Memoirs,” and Sir W. Thomson’s writings on the subject of 
the submarine cable are collected in vol. 1r. of his Mathematical and 
Physical Papers.” 

Felsctromagnstic induction is wholly ignored. The line is a single 
wire, fully defined by the three data—its length, and its resistance and 
permittance per unit length. The circuit is completed through the 
“ earth,” supposed to have no resistance, and to extend right up to the 
dielectric material which envelops it, whose outer boundary is therefore 
taken to be permanently at potential zero. On these suppositions, a 
single quantity V, the potential of the wire, when given along it, fully 
expresses its state at a given moment, and we may exactly calculate the 
effect at the distant end of the line (or at any other part), due to 
arbitrarily varying the potential by a battery at the 5 ; the 

riods of time concerned being, in lines of different lengths, governed 

y the important law of the squares. Thus if R be the resistance, and 
S the permittance per mile of a cable of length l, the retardation is pro- 
portional to RS, a certain interval of time, which, if R be in ohms, and 
S in mierofarads, is expressed in millionths of a second, owing to the 
ohm being 10° and the microfarad 10-25 c. g.s. electromagnetic units. 
If there be two cables, with constants Ei, Sp Ii, and Ry S,, I, and we 
operate similarly upon them, the time required to set up a given state 
in the first will be to that required to set up the corresponding state in 
the second, as £,5,/} is to RSI. For instance, if it take 1 second to 
bring the current at the distant end to ,°, of its full strength due to a 
steady impressed voltage at the beginning of the first cable, and the 
was intended for presentation to the Soc. Tel. Eng. and Electricians, but which 
never got so far, owing to the objections of the official censor. I have omitted the 
1 8 of Appendix C relating to the distortionless circuit, as the matter is more 
ully treated elsewhere in this volume. The portions of the obnoxious paper 
contribute! by myself (about 20 pages) are also omitted, for a similar reason. 
was given to understand that the official censor ordered it all to be left ou 
because he considered that the Society was saturated with self-induction, an 
should be given credit for knowing about it. See, however, Art. XXXVIII., 
p. 160, in this volume for evidence to the contrary. The present article may now 
usefully serve as appendices to the preceding one On the Self-Induction of 
Wires,” since it consists mainly of practioal applications of the theory contained 
therein. } 
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retardation R,S,/3 of the second cable be 5 times that of the first, it 
will take 5 seconds to bring the current at the distant end of the second 
line to po of its final strength. The final currents will not, of course, 
be equal, unless the impressed voltages are in proportion to the resist- 
ance of the lines. The way the current rises at the distant end due to 
suddenly raising the potential at the beginning to, and keeping it at, a 
constant amount, is precisely similar to the way a current of heat 
appears at the distant end of a metallic bar when its beginning receives 
a sudden accession of temperature, which is maintained constant there, 
provided the bar be prevented from losing heat laterally. This reserva- 
tion is necessary, because it is usually the case that submarine cables are 
well-insulated ; whilst, on the other hand, there is considerable lateral 
loss of heat from a bar through which a current of heat is sent. But if 
the amounts of loss be properly adjusted in the two cases, there will 
still be a perfect similarity, if the loss per unit length be proportional to 
F in the one case, and to potential-difference in the 
other. 

The effect of terminal resistances, as of the battery at the beginning 
and of the receiving instrument at the distant end of the line, is to 
increase the retardation considerably, whilst at the same time somewhat 
modifying the manner of rise of the current, so that a strict comparison 
of a cable with terminal resistances to one without them is not possible; 
although if both have terminal resistances, and they be properly adjusted 
in amount, we may render the systems similar, and allow strict compari- 
son. The influence of resistance at either end, or at both ends of a 
line, on the nature of the arrival-curve, was given by me in my paper 
“On Signalling through Heterogeneous Conductors” [Art. XV., p. 61, 
vol. I.], the main object of which was to explain the very singular phe- 
nomenon of a marked difference in the s of working through a sub- 
marine cable having land-lines of widely different lengths at its two 
ends, which was first observed by myself in October, 1869, when making 
trials of the speed of working, both by reversing key and by automatic 
transmitter, on the then newly-laid Anglo-Danish cable; when I also 
had the opportunity of being present at both ends of the line (not quite 
at the same time, however,) so as to be sure that the anomalous 
symptoms did not arise from some easily remediable local cause, but 
had their cause deep-seated in the electrical system. 

The insertion of a condenser between line and earth at the receiving 
end, and more especially the insertion of condensers at both ends of the 
line, has, on the other hand, a remarkable accelerating power on the 
signalling, more than doubling the speed of working—a performance 
that contrasts with the effect of the most ingeniously arranged h 
keys, especially when the excessive si 2 paged of the means by whic 
this result is attained is remembered. is remarkable power seems to 
have been found out by pure accident, the practice of signalling through 
condensers having arisen out of Mr. Willoughby Smith’s system of 
testing cables during submersion. It is indeed true that Mr. C. F. 
Varley had previously patented the method in what Mr. W. Smith has 
called a fishing patent, but it does not appear that Mr. Varley or anyone 
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else had foreseen the extraordinary merits of the condenser-method. The 
theory of the influence of terminal condensers I have given in my paper 
“ On Telegraphic Signalling with Condensers” [Art. XIII., p. 47, vol. I.] 
and again, more completely, in my paper On the Theory of Faults in 
Cables” [Art. Xvi., p. 71, vol. L) in which the theory of the almost 
equally remarkable accelerating effect on the speed of working due to a 
leakage-fault in the cable is considered, and it is shown how to take 
account of the influence of any terminal arrangements, with the solu- 
tions in several simple cases. 

Suppose now we take for granted that we know precisely how 
signals are propagated through a single submarine cable, with given 
terminal arrangements ; and next, take two equal but quite independent 
cables, with independent batteries and instruments, and operate upon 
them similarly and simultaneously, as is symbolically represented in 


Fie. 1. 


fig. 1. If the batteries be both with positive or both with negative 

oles to line, the phenomena produced in the two cables will be 
identically the same at the same time at corresponding places, owing to 
the equality of the cables and of the other circumstances. We could, 
therefore, by substituting for the two cables one of double the permit- 
tance and half the resistance of either of the old; and for the two 
batteries, one of the same E. M. F. and half the resistance of either; and 
for the two instruments, ono of half the resistance and half the induct- 
ance; and, if there be terminal condensers, a single condenser for the 
two at either end, but of double the permittance of either; signal 
through the new line in precisely the same manner as through the 
former two, the new potential being the same as that in both the old 
cables, whilst the new current is the sum of the currents in the former 
case. 

But if, on the other hand, as in fig. 1, the equal batteries have always 
opposite poles to line, the potentials at aia ger poms will be 
equal cad oppositely signed, and the currents will be equal and 
oppositely directed in space, or in the same direction in the circuit of 


— m 


26e —. Šor 


=< 

Fic. 2. 
the two cables. We may now remove the earth-connections altogether, 
without producing any change in what takes place in the cables, 
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thus making a closed metallic circuit, as in fig. 2. We see, therefore, 
that by the abolition of the earth as a return-conductor, and by the 
substitution of a return through an equal and independent cable, we 
vary the current in the same manner as before the change, provided 
we double the E.M.F. and the resistance of the battery, and double the 
resistance and inductance of the receiver, and if there be terminal con- 
densers, halve their permittances. 

So far, therefore, as signals from end to end are concerned, we ma 
treat the new circuit as a single wire with earth-return, if instead of K 
and & being the constants of either wire, we take them to be 2R and 
4S per mile of the new circuit; and, at the same time, take for V, not 
the potential of either wire, but their difference of potential at a given 
place; whilst C, the current in the single wire, becomes the current in 
either wire of the loop- circuit. The new resistance is the resistance 
per mile of line, and the new permittance is the effective permittance 
per mile of line. The electrostatic retardation of the line is un- 
changed. (But if we do not, in passing from single-wire to double, 
N ung terminal arrangements in proportion, we naturally accelerate 
signalling.) 

The halving of the permittance is, in another form, a doubling of 
what might be called the electrostatic resistance, if it were not 
desirable to refrain from multiplying applications of the term resistance; 
owing to the condensers, first wire to earth, and earth to second wire, 
being in sequence, whilst the earth itself counts for nothing except a 
perfect conductor, for our present purpose. We may, however, perhaps 
appropriately speak of the doubling of the “elastance ” of a condenser, 

ing the elastance to be the reciprocal of the permittance ; for this 
is at once in accord with Maxwell’s “electric elasticity,” the reciprocal 
of the specific inductive capacity, and with the general terminology that 
I have proposed, thus :— 
Resistance, Resistivity. 
Conductance, Conductivity. 
a ; Inductance, Inductivity. 
Magnetic Induction [Reluctance, Reluctivity.] 

ae Elastance, Elastivity. 
Electric Displacement { [Permittance, Permittivity. | 


Resistance and conductance are reciprocal, as are resistivity and con- 
ductivity, which refer to the unit volume. Induttivity and elastivity 
also refer to the unit volume; whilst inductivity is to inductance as 
conductivity is to conductance; and elastivity is to elastance as 
resistivity is to resistance. In the cases of the fluxes induction and 
displacement, it may be observed that appropriate reciprocals are 
wanting. This system, I find, works well practically, except in this 
respect. Although elastance is supported by Maxwell's elasticity, yet 
it does not at all harmonize with displacement, which is, by itself, quite 
appropriate, though it does not lend itself to the variations that are 
wanted. Again, elasticity might be confounded with mechanical 
elasticity, unless we prefix the adjective electric, which prefixing of 


Conduction Current 


328 ELECTRICAL PAPERS. 


adjectives is just one of the things that we should try to avoid in a 
convenient terminology. This objection is, however, completely re- 
moved by the substitution of elastivity, which has also the advantage 
of more perfectly harmonising with conductivity and inductivity. As 
for going to the dead languages for more new words, which may be 
quite unaccommodative, I must regard that as a barbarous practice. 
A good and adaptable substitute for displacement is therefore wanted, 
ind from it a pair of words which shall stand for the reciprocals of the 
above elastance and elastivity, which are convenient. Now capacity, the 
present term for the reciprocal of elastance, may mean anything; it is 
too general a term; we should rather have a word suggestive of elastic 
yielding ; capacity seems to suggest the power of holding electricity, a 
notion which is thoroughly antagonistic to Maxwell’s notion of the 
functions of a dielectric. Again, the reciprocals of inductivity and 
inductance are wanted. It is quite painful to read of magnetic resist- 
ance” to “lines of force.” [I have now inserted the additional words 
coined after writing the above, and have substituted permittance for 
capacity in the text. 

After this little digression upon a subject which is important to all 
who desire the improvement of electrical nomenclature in a systematic 
and convenient manner that will harmonize with Maxwell's theory of 
electricity and its later developments, we may return to the looped 
cables. The earth between them has, or rather has been assumed to 
have, merely the function of a conductor of negligible resistance; which, 
though not true, for there would be some smal] mutual action between 
the cables, is perhaps sufficiently true practically when cables are sub- 
merged. The above reasoning therefore applies to a pair of buried 
wires, provided they be each wholly surrounded by fairly well-conduct- 
ing matter, either existent all the way between them, or at least in 
good conductive connection, if the matter does not extend from the 
outside of the insulator of one wire to that of the other and surround 
both. But if this be not the case, it is clear that the effective elastance 
will be increased by the substitution of dielectric for conducting matter, 
or the effective permittance will be reduced, thus reducing the retarda- 
tion. Hence the greatest possible measure of the electrostatic retarda- 
tion of a pair of equal buried wires in loop is that of either alone, when 
buried in the technical “earth,” and it may be considerably less. 
Experiment on this point is wanting to see how wires buried in pipes 
behave as regards permittance. It is no use at all to measure the per- 
mittance of each wire by itself with respect to earth; the proper way 
is (as I have before pointed out) to measure the effective permittance 
as it really is, that from one wire to the other, modified in amount to 
an unknown extent (in the present case) by the amount of moisture 
present, and by the parallel conductors. 

If the radius of a wire be r, and that of its (homogeneous) insulator 
s, its greatest permittance, viz., when earth comes close up to the 
outside of the insulator, is 


81 
50 log . anA A (1) 
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per unit length, where c is the permittivity of the dielectric, this being 
the well-known formula due to Sir W. Thomson. When the covering 
consists of concentric layers of different permittivities ci, c, etc., of 
outer radii $}, Sa etc., we get the permittance at once by taking the 
reciprocal of the sum of the elastances ; thus, 


2 s, 2 s, . 2 s -1 - 
-[ =o $14 2 99 524.2 10 B+. | e 2 
„ (2) 


To illustrate the way of getting this formula, let this wire be suspended 
in the air, and its permittance with respect to earth be wanted; we 
shall have to add on the elastance between the outside of the solid 
covering and the earth, to obtain the total elastance, when, of course, 
its reciprocal, the permittance, is greatly reduced. 

If c vary continuously with the radius, then 


82 5 dr, 
cr 


taken between the proper limits, is the elastance. Thus, if ¢ vary 
inversely as r, the elastance is simply proportional to the thickness of 
the dielectric. If it vary as 7, the elastance is proportional to the 
difference of the reciprocals of the radii, so that the permittance is 
finite when the outer radius is infinite, instead of zero, as is the case 
when c is constant, or varies inversely as r. The permittance of an 
infinitely thick cylindrical dielectric with finite internal radius, is zero 
or finite according as, if c=c,r*, n is negative (including zero) or posi- 
tive, the general formula being 


8 1 ° 2dr _ 2 11 
„% con la orf’ 


when the outer and inner radii are ö and a. 

Similarly, when the dielectric layers are spherical, since the elastance 
of a layer of thickness dr is (arſ rar, 4 /e being the elastivity, 
we have 


S1 f 2 
as the expression for the elastance between the proper limits. And 
if c=c,r", we have only to change n to n+1 in the cylinder case to 
obtain the spherical results; ¢.g., permittance inversely as thickness if 

= —2. 

The strict application of this method to magnetic induction problems 
is not possible on account of the circuital property, except in some 
peculiar cases of magnetic circuits. But its partial application is useful 
enough. 

[It is, I believe, to Mr. F. C. Webb, in hie work “ Electrical Accum- 
ulation and Conduction,” 1862, that we must give the credit of first 
recognising and employing in electrostatic problems the idea of the 
addition of elastances, rather than that of the compounding of per- 
mittances. It is, however, unfortunate that the application of the 
method is so limited. ] | 
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In the case of a pair of twin wires in pipes, we only safely know the 
greatest possible effective permittance, which is 455 where & is given 
by (1) or (2); whilst the effective resistance is double that of either 
wire; and that this measure of the permittance may be considerably 
reduced. But using the proper value, whatever it may be, we may 
apply the submarine-cable theory, as if a single wire were in question, 
but taking V to represent the difference of potential of the two wires. 

Let us now pass to the other extreme, by removing all conducting 
matter from the neighbourhood of the wires to a very great distance ; 
for instance, Imagine the twin wires to go from the earth to the moon. 
If the wires be at the same distance apart as before, the permittance is 
brought to a minimum. (It is, of course, nonsense to talk of the per- 
mittance of the wires, strictly speaking, as it is really the permittance 
of the dielectric between them that is in question.) Let one be charged 
positively, the other equally negatively ; the ratio of this charge to the 
difference of potential is the permittance required. Its value was given 
in my paper “On the electrostatic capacity of suspended wires” [Art. 
XII., vol. I., p. 42]. If 11 and r, are the radii, and 712 their distance 
apart (between axes or centres), 


is the permittance per unit length (in electrostatic units), if the 
dielectric has the unit permittivity. But if the wires are covered with 
solid dielectrics in concentric layers, this formula (3), or rather the 
reciprocal, SI, will only represent the elastance between the external 
coverings supposed of radii r, and r,; we must then add the elastances 
of the various concentric layers, as per equation (2), for each wire, to 
obtain the total elastance between the wires; and, lastly, its reciprocal 
is the required permittance. 

But, keeping to (3), with a dielectric of unit permittivity all the way 
from wire to wire, the resistance to be coupled with S will be the sum 
of the resistances of the two wires per unit length. Observe that the 
radii of. the wires need not be equal, nor their resistances. Quite in- 
dependently of equality of the wires, the propagation of signals from 
end to end will take place according to the single-wire theory, with R 
and S as just defined, and V taken to be the fall of potential across the 
dielectric. (As to the permittance of either wire by itself in space, that 
is zero, or else meaningless, if it be infinitely long.) But whether 
magnetic induction will now be ignorable will 1 upon the values 
of R, &, and the inductance, which last is not now in question. 

If one conductor surround the other concentrically, and be far 
removed from other conductors, we of course use formula (1) for the 
permittance, whilst the effective resistance is the sum of the resistances 
of the wire and sheath, and V is their difference of potential. But if 
other conductors be brought close, their presence wil] necessitate the 
consideration of the external permittance of the sheath, and somewhat 
modify the propagation of signals according to the single-wire theory. 

Returning to the previous case, let the wires be equal, and be not 
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infinitely removed from other conductors, but still be at a distance from 
them which is a large multiple of their distance apart; for instance, let 
them be suspended above the ground in the usual manner. Clearly 
they wil] cancel one another to a great extent as regards their influence 
in charging the earth, when they are equally and oppositely charged 
by the battery. 

Hence the formula (3), with r, =f; or 


S= {! log “uh CCC (4) 


will be approximately true. But this value of S will be rather less 
than the true value, which is a little increased by the presence of the 
earth. The value of the permittance between two unequal wires of 
radii ri and r,, distant ri between centres, at heights $s, and $s, above 
the ground, is, if 81 be the distance between either wire and the image 
of the other (the image being a parallel similar imaginary wire as much 
vertically under as the real wire is above the ground), given by 


S= f2 log eral e EIA (5) 


(To get this and other formulæ, see the pact last referred to, and 
a 


pair wires.) So, when the wires are of equal radii, and at equal heights, 
we shall have 
-1 
= F 
8 {4 log ai} (6) 


and, since 8/13 is ea unity, (4) is nearly equivalent. On the other 
hand, the permittance between either wire and earth is 


S= {2 log N, CCC (7) 


and we see that one-half of this has no necessary equivalence whatever 
to the true S of (4) or (6). There may be an accidental equivalence. 
But, whilst (4) assumes the earth to be infinitely distant, and (6) allows 
for the increase due to the earth’s nearness, there is still a further 
increase to be practically reckoned on account of the 55 of 
parallel wires SE when there are any, as is usual). The amount of 
this increase, which is not at all insignificant, I have calculated in the 
paper referred to, when the earth is the return-conductor. To get the 
results when wires are looped, we have merely to pair the wires 
properly. 

It is necessary for the wires to be at the same height above the 

und, and to be equal in other ay Se for the loo circuit to 

have strictly as a single wire in the propagation of signals from 
end to end. Otherwise, differential effects are produced, die to the 
currents not being quite equal in the two wires. The extension of the 
meaning of a “line” to include looped wires, generally to be equal, but 
sometimes with a complete removal of this restriction, leads to a great 
simplicity in the treatment of problems relating to the transmission of 
signals from end to end, doing away with a vast quantity of round- 
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about work that occurs when each wire is considered independently, 
with its own constants and potential and current. I have developed 
this in my paper On the Self-Induction of Wires,” [Art. XI., vol. II.]; 
a more elementary treatment is contained in Electromagnetic Induc- 
tion and its Propagation,” Sections XXXII. to XXXV. [Art. XXXV., 
vol. II., p. 76]. 

In further illustration of this matter, go back to fig. 1, in which let 
the wires be, not equal, but have the same time- constants of retardation, 
or R S P= RS. Let the upper wire have N times the resistance of 
the lower, and the lower have N times the permittance of the 
upper, between wire and earth. The top wire should then have a 
battery of N times the resistance of that of the battery on the 
lower wire, and also an instrument of N times the resistance and 
inductance ; whilst any condensers in the lower terminal arrangements 
should have N times the permittance of those in the upper. In short, 
the two systems are to be similar; one to be an enlarged copy of the 
other, the ratio being N. 

If, now, the earth be kept on for return-conductor, and similar poles 
of batteries of equal voltage be to line, the potentials at corresponding 
points will be o though not the currents, so that the two wires 
behave like one, having the same time-constant. And, if the batteries 
be with opposite poles to line, with voltages in the ratio &,/R,, we 
have equal but oppositely signed charges and currents, and the 
earth-connections may be removed, leaving a metallic circuit, which, if 
V be taken as the fall of potential from wire to wire, is equivalent to 
a singlo wire with earth-return, of resistance equal to the sum of the 
resistances of the two wires, and elastance equal to the sum of the 
elastances, so that the electrostatic time-constant is unchanged. 

This applies to all wires whose dielectric coverings are externally 
joined by matter of negligible resistance. On the other hand, when 
there is dielectric everywhere about the wires, we have the case of 
equation (3) again, if sufficiently distant from earth and other conductors. 
But if not sufficiently distant, we shall have differential effects produced, 
and the propagation of signals will not take place strictly according to 
the single-wire theory, but will have to be, if the differential effects are 
great enough to make it worth while to allow for them, calculated 
according to the methods appropriate to self and mutual induction of 
wires, electrostatic and magnetic, as developed in my paper “On 
Induction between Parallel Wires” [Art. XIX., vol. I., p. 3 As 
an extreme case, let one wire be suspended, and the other, of equal 
resistance, be buried in the ground. Here the differential effects will 
be very large. But this is a mere curiosity, from the practical point of 
view. What is important is, that in the practical cases that have 
arisen of late years, principally owing to the extension of the use of the 
telephone, in which metallic circuits are employed, the wires are 
practically equal in all respects, so that the circuit may be treated 
as a single wire with at great accuracy in the manner I have 
exemplified here in some elementary cases and developed elsewhere, 
extended to include self-induction and leakage. 
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See my paper on “Induction between Parallel Wires” already 
referred to. For two parallel wires the equations are [vol. L, p. 140] 


y = (4 + 40 5 + 6,0, + cbs) +s HE + 01 * cu) 


%= (a + 4005 + Cag + cu) + uz? +69, + cue) 


where vi and v, are the potentials of wires 1 and 2 at distance z; 
and k the resistances; à and is the insulation - resistances; 37, 3% 813 
the magnetic induction- coefficients; ci, C» and Cg the electrostatic 
induction- coefficients; the dot standing for time: differentiation, and the 
accent for 2 differentiation. 
Now let the wires be equal, and loop them. Let 


v, — v, = V difference of potential, 
C = current, 
2k = R = resistance of line per unit length, 
He C19) = § = permittance ,, ” ” 


2(s — 813) L= inductance „ j - 
(24)-! = K = leakage-conductance ,, = 
Then we shall have 
-- RO I, - KV S, 
and the potential equation is, by subtracting the equation of , from 
that of vi, ay i p 


These are the equations of a single wire with earth-return and constants 
R, L, S, and K, potential V, aaa current C, as in equation (25) of the 
same paper [p. 139, vol. 1.]. There are several other cases in which a 
similar simplification results. 

It would appear from the results given in my brother’s paper, and 
from others of a similar nature, that the greatest value of the time- 
constant of a buried circuit with wires of high resistance which it is 
possible to work through practically with telephones is about 


RSP = 015 second. 


From the results obtained in the early days of the telephone I 
concluded that 01 second was something like it. But it is really a 
quite indefinite quantity, depending upon so many circumstances, 
including not only the instruments, but also the absurdly-called 

rsonal “equation.” One man might go on to ‘015, and another 

eclare that ‘0075 was past bearing, a difference of 100 per cent. But 
on this point I wish it to be distinctly understood, so far as my own 
views are concerned, that, taking this -015 second as expressing the 
practical utmost limit of what it claims to represent, it only applies 


334 ELECTRICAL PAPERS. 


when the line can be treated as a submarine cable. And, to emphasize 
this remark, I will add that if any one would pay the cost, which would 
be considerable, I would undertake to erect a line of such length and 
permittance that its electrostatic time-constant should be several times 
this 015 second, and yet work the telephone beautifully through it. 
It would not be a submarine cable, that is all. The submarine cable 
would have no more to do with it than Mrs. Harris. 

Apparatus is a matter of considerable importance. Nearly all the 
progress to efficiency described in my brother's paper was in getting rid 
of apparatus retardation, and allowing the lines to have the besc chance. 
When, however, it comes to the complete removal of all intermediate 

apparatus (leaving only apparatus in bridge), and then to workin 
through the longest distance possible, it is clear that, if the 8 
apparatus is fairly good, the substitution of one telephone for another 
cannot (unless they are of widely different natures) be accompanied by 
any important change in the greatest working distance. 


App. B. On Telephone Lines (Metallic Circuits) considered as 
Induction- Balances. 


Ir is needless to say that a circuit consisting of a single wire with 
earth-return is not balanced against the inductive interference of parallel 
wires at all. But, as is remarked in my brother’s paper, a double-wire 
telephone line is an induction-balance. More correctly speaking, it 
ought to be made one. The disturbances of balance referred to in the 
per are, from the scientific point of view, of considerable interest. 
n the following the theory of these disturbances is illustrated by 
investigating some comparatively simple analogous cases. 

Take two long wires and thoroughly twist them together; and join 
them up with a telephone so that any current in the circuit must go up 
one wire and down the other ; and then try to induce currents in the 
circuit by means of intermittences or reversals in an external wire. If 
this be done as a laboratory experiment, there will be no sound in the 
telephone. It is true that we can easily detect the induction between 
the primary and a single loop (or half a complete twist) of the secondary, 
especially if we make a loop in the primary of about the same size; but 
there is practically not the least effect when it is not one loop, but 
hundreds in the secondary that are in question. In fact, the two wires 
of the secondary circuit change places so often that they may, in the 
mean, be regarded as identically situated, and have precisely equal 
E. M. F. s induced in them by the primary current. There is, then, no 
observable current in the secondary; nor does it matter whether the 
wires have the same resistance or not, (though there might perhaps be 
an observable current if the wires were of widely different sizes, especial] 
if the thicker one be iron), nor whether resistance is inserted in the circuit 
or not. It is simply a question of the resistance and inductance of the 
secondary circuit ; and since there is no E.M.F. in it on the whole, there 
is no current. 

But the case becomes different when we stretch out the double wire 
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to many miles in length; for then electrostatic permittance comes 
sensibly into play, which allows current to leave the wires, and therefore 
permits current to exist in them. The difference between the long and 
the short line is, however, only one of degree in this respect. In fig. 1, 
let the two horizontal lines represent a pair of telephone wires in loop, 
which are to be imagined to be twisted (or not, as we please), and let 


Fie. 1. 
Ki, 10 be the terminal apparatus. There is no interference from 


parallel wires to be observed at Ki and A, in general, but if a resistance 
R, be inserted intermediately in one of the wires, there is. It can be 
abolished by inserting an equal resistance Na in the other wire at the 
same place. If unequal, there is still interference. If a is a coil and 
R, a mere resistance, equal to that of the coil, there is still interference. 
We must make R, an equal coil to get rid of it. These interferences 
are weak, and are not observable when it is a telephone-wire that is the 
primary; but when the primary is a Wheatstone-transmitter wire, 
they disturb speech on the telephone circuit, and require removal. The 
way in which the Bridge-system absolutely cures the evil is one of the 
most interesting things about it, though not the most important, which 
is of course the entire removal of the impedance of intermediate 
ar tus. 

: ow, if electromagnetic induction were alone concerned, there could 
be no such interference, eithér at the terminals or anywhere else. The 
interference is therefore connected with the permittance of the wires. 
Imagine, first, the circuit to be so far removed from other conductors 
that the permittance is appreciably the reciprocal of the elastance from 
one wire to the other in an infinite dielectric.’ For illustration in a 
simple manner, concentrate the permittance at two places, represented 
by the condensers S, and S, in fig. 1. Then let the wires be cut by 
the lines of magnetic force of a primary current, causing equal and 
similarly directed E. M. F. s in them between K, and Si, also between 
Si and Sp and between S, and K, We shall call these the impressed 
forces and ignore the external agency. It is easily seen that those 
between K, and S, can produce no current; neither can those between 
S, and K,; as there is no permittance attached to those parts of the 
circuit. But between S, and S, the wires are not conductively con- 
nected. Yet the impressed forces can still produce no current, because 
any current there might be is constrained to be of the same strength in 
both wires, and to be oppositely directed. This conclusion is wholly 
independent of the resistances concerned, as well as of the permittances 
of the condensers; so that there could be, in this case also, no inter- 
ference effect. 
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Thus, formally, let the arrows indicate the directions of positive 
current and E. M. F.; let R, and R, be the resistances of the upper and 
lower middle sections ; L the inductance of the circuit B SRS, ; 
e, and e, the impressed forces in Ri and I, and V, V, the falls of 
potential through the condensers. Then, if C is the current in 


R, and R}, l 
er Te = VI Fat (Rit Bot I “.. (1) 


is the equation of E. M. F. in the circuit REIS RSI, where p stands for 
the time-differentiator. Also, the condenser- equations are 
C=(K +S 7) TI - (Kit Sip) VU (2) 


if the currents in Ki and KX, in the figure be Ki Ti and A,V,. Here K, 
and K, may be arbitrary, depending upon the nature of the line, etc., 
to the left of Si and to the right of S, if we take K,V, and K. V. to be 
the currents which shunt the condensers. From these data, if ej Te = O, 
we have C = 0, so far as impressed force in Ri and R, is concerned. 
If ei +e, be not zero, Ji and V, may be found by 
(K, ＋ Sz p) ei +e) 
KI + Ky + (IS) D (KI T S )D(K2 + Sa p)(E, + By + Lpy 
(Ky +5, p)(e, Ke) 
same denominator 


2 


2 


Thus, since the equal and similarly-directed impressed forces in the 
two wires between the condensers can produce no current, and since 
the same reasoning applies to any number of condensers with an 
resistances and inductances between them, we may conclude that there 
will be no current induced in any part of a circuit consisting of two 
wires twisted together, however unequal they may be, provided the 
effective permittance be the permittance in the sense above mentioned. 
This is most intimately connected with the fact that under these cir- 
cumstances the propagation of signals from end to end of the line takes 
place in the same manner as on a single wire with earth-return. 

As the interference is not due to the mutual permittance, we must 
refer it to the permittances of the wires with respeet to external con- 
ductors, or rather, to inequalities therein. Let it be the earth that is 
the external conductor, and now modify fig. 1 thus, to make fig. 2. 
Here the pair of condensers S, and S represent the permittances of the 


<— R, <— 
Fia. 2. 


upper and lower wires with respect to earth at one place, and S, and S, 
do the same at another place, the earth mang represented by a wire 
joining the condensers together as represented, to which wire we may 
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attribute resistance r, which may be zero if we please. As before, the 
arrows indicate the direction of positive current and EM. r. Let Ci, Cp 
and c be the currents in Ni, R, ander; and let L, L, and M be the 
inductances, self and mutual, of the circuits R,S,rS, and 18, RS, Then 
the equations of E. M. F. in these circuits are 


„ rC 8 1 (4) 
e= V,+ V,4+(R,+L,p)C,+re+ ACI, 

where V, V, etc., are tho falls of potential through the condensers. 

Also, the condenser-equations are 


Ci= Sap Vs +K V+ P.) SID IT KV, + Aa eee (5) 
C= S.p V. +E (V+ V.) Sp Va K,(V, + Vo), 
if K, and K, be the conductances (generalised) of the systems to the 
left between the upper side of S, and the lower of S,, and to the right 
between the upper side of S, and the lower of S, Finally, to complete 
the relations, we have 
OPi Cie a se e (6) 


As the current is not now constrained to be of the same strength in 
the two wires, on account of the auxiliary conductor r, we shall usually 
have differential effects and interferences. Let us then enquire how to 
make the currents in K, and K, zerd when ¢,+¢,=0. That is, 


Vi+V,=0, and V,+V,=0, when qqj Te. Oo (7) 
Introduce these into (4), and we get 
Se ein te 250 8 (8) 
(ei i- Va) = (R: + Tzp) Cg ref Mpe, 
by adding which there results 
O=(R, + TIP T Ap )CI ＋ (R ＋ Lap . Hp U (9) 
Also, by (7) in (5), we have 
C= SI VI = Sg V, C= Spi S. p ꝗ (10) 


from which we see that C,/C,= 82/81 8/ Ss; which, used in 
(9), give 

0 =(R, -A, 8 / S1) Ci + (Li AH) - (LZ T ) S/ SI Ci . (11) 
which must be identically satisfied. Hence, finally, 


)%%%ͥͤ ³ĩ¹6—¹ ᷣ (12) 
R, Si Sz. Iz . L 


are the complete conditions of the induction balance. Notice the 
independence of the auxiliary wire's resistance. From this we see that 
in the previous case (got by making r infinite here), the induction- 
balance was merely true because Ci = (C, ; then, as we saw before, R., 
R, etc., may have any values. Notice also that M is negative, and 
that LI + M and L, + Mare the inductions PE the circuits R,S,rS, 
and R,S,rS, due to vnit current in the circuit R SS, RSS. 
H.E.P.—VOL. II. Y 
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If, as in the simplest case, the wires are equal, and Ri = R, etc., we 
of course upset the induction-balance by putting a coil in sequence with 
one of the wires Ri, R, and restore it by putting an equal coil in 
sequence with the other. In this case of equality, undisturbed, we 
have, since RI = R L= Ly Si = S,, S. S., 

G1 = -=- $e =S ph =S pV = SpV =S. V.; 
and the equation of E.-M. r. in the circuit of EI, R, in parallel, and the 
condensers and return, is 


1 1 
e = (42, +1)20,+(5 87 2 550) 20 Hr M) p. 20. . (13) 

We have now equal and similarly directed currents in Ri and Ry 
passing through the condensers and returning combined through the 
auxiliary wire. The equal wires may be replaced by one of half the 
resistance, and of inductance 3(LI -M); the terminal condensers S1 
and S, by one of double tho permittance, and similarly for S, and Sy 
when put in sequence with the substituted wire on the one hand and r 
on the other. Then 2C, is the going and return current. 

It may, perhaps, be worth while to give the full equations in the 
general case of disturbed balance. They are 


ei Ass A. V., e B; VA r B. V. . (14) 
in which the 4’s and B's have the expressions 


1 LS Ks + 8.83 p 
A, 1+ K,(S, +82) + SS Y +(R, +L, p)(K,+ 83 ) + (rS, + MK,)p, 


A. * KS,- KS, + (R; + LIP) Kg - rS, p + Mp(K; ＋ S. p), 


From these we may deduce (12) by taking 
ei Tea = O, V+ =. 


When, instead of two pairs of condensers only, as in fig. 2, we have 
a large number of pairs, the earth-wire r must run on and join the 
middles of every pair. We see from this that the equal EM.. 's in 
R, and N will cause currents in them similarly directed which will not 
return immediately by the wire r in the figure, but only partly there, 
the rest going farther and getting to the auxiliary wire through other 
condensers. Supposing, then, we have the condensers, etc., uniformly 
distributed, if the impressed forces be also uniformly distributed along 
the two wires, there would be, by their mutual cancelling, little if any 
effect produced (not referring to the balance at the terminals, which is 
independent of uniformity of distribution of the equal E. M. F. a). But, 
generally, the E. M. r. s will not be thus uniformly distributed. 

The general equations of self- and mutual-induction of parallel wirea, 
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given in “Induction between Parallel Wires” [vol. I., p. 116], show 
that if we start with a pair of equal wires looped, and then introduce 
some inequality, we cause the induction-balance to be a little upset, and 
simultaneously we cause the circuit to behave not quite the same as a 
single wire, as described in App. A. Thus, if the wires be equal in all 
respects, and be at the same height above the ground, they behave as 
one; and also, if exposed to the interference of a parallel wire equi- 
distant from hem, the balance will not be upset. But if the paired 
wires be in a vertical plane, and therefore at different heights above 
the ground, we cause a small departure from behaviour as a single wire, 
and also slightly upset the balance, even althougb the interfering wire 
be equidistant from the paired two. Both effects will be small, and it 
is questionable whether they would be observable. But I am informed 
by my brother that the interference arising from one wire being of iron 
and the other of copper has been observed in his district. 

When the circuit is completed by a concentric tube, the external 

rmittance of the tube will give rise to interference, if the circuit be 

ong EE This has not yet been observed. 

Practical telephonists who keep their eyes open have unusual oppor- 
tunities of observing very curious and interesting electrostatic and 
magnetic effects. Unfortunately, however, the demands of business, to 
say nothing of other reasons, usually prevent their careful examination, 
record, and explanation. 


App. ©. On the Propagation of Signals along Wires of Low Resistance, 
especially in reference to Long-Distance Telephony. 

A WHOLLY exaggerated importance has been attached by some writers 
to electrostatic retardation. I do not desire to underrate its import- 
ance in the least—its influence is sometimes paramount,—but the 
application of reasoning based solely upon electrostatic considerations 
should certainly be limiter! to such cases where the application is legiti- 
mate. Now some writers, witkout any justification, take Sir . 
Thomson’s theory of the submarine cable to be the theory for universal 
(or almost universal) application, supposing that magnetic induction is 
merely a disturbing cause, introducing additional retardation, but only 
to an extent which is practically negligible in copper circuits. This is 
very wide of the truth. What has yet to be distinctly recognised by 
practicians, is that the theory of the transmission of signals along wires 
is a many-sided one, and that the electrostatic theory shows only one 
side—a very important one, but having only a limited application in 
some of the more modern developments of commercial electricity, 
notably in telephony, especially through wires of low resistance. Some- 
times magnetic inertia itself becomes a main controlling factor. 

In my paper “On the Extra Current” [Art. XIV., vol I., p. 53] I 
brought the consideration of magnetic induction into the theory of the 
propagation of disturbances along a wire, by the introduction of the 
E. M. F. of inertia, according to Maxwell’s system, in accordance with 
which the inductance per unit length of wire is twice the magnetic 
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energy of the unit current in the wire. Calling this L, the momentam 


is LC and the E. M. r. due to its variation is - LC ie unit length. 

In my paper “On Induction between Parallel Wires” [Art. XIX., 
vol. 1., p. 116] I have further considered the question; and more 
recently, 1885-6-7, in the course of my articles Electromagnetic 
Induction and its Propagation,” and “The Self-Induction of Wires,” I 
have given a tolerably comprehensive theory of the propagation of dis- 
turbances, and have Parked out certain important parts of it in detailed 
solutions suitable for numerical calculation. In the present place I pro- 
pose to give some practical applications of the formuls, in addition to 
what I have already given, to be followed by an account of the principal 
properties of a distortionless circuit, which casts considerable ight on 
the subject. by reason of the simplicity of treatment it allows. 

Roughly speaking, we may divide circuits into five classes :— 

(1). Circuits of considerable permittance, to be regarded as submarine 
cables in general, according to the electrostatic theory, unless the wave- 
frequency be great or the resistance very low. Long overhead wires of 
comparatively small permittance may sometimes be included, especially 
if the resistance be high. 

(2). Short lines which may be treated by disregarding the electro- 
static permittance altogether, and considering only the resistance and 
inductance, provided the frequency be not too great. Ordinary shoré 
telephone-circuits usually come under this class. 

(3). An intermediate class, in which both the electrostatic and 
magnetic sides have to be considered simultaneously. This class is 
rather troublesome to manage in general. 

(4). Yet another class brought into existence by the late extensions 
of the telephone in America and on the Continent, and of mpar 
increasing importance, in which wires of small resistance and s 
permittance are used combined with high frequencies, and in which the 
permittance (though small) must not be ignored, since, in combination 
with the inductance it produces an approximation towards the trans- 
mission of signals without distortion. The theory is then, even when 
the line is thousands of miles long, quite unlike the electrostatic theory. 

(5). Distortionless circuits, now to be first described, in which, by 
means of a suitable amount of leakage, the distortion of waves ìs 
abolished. Though rather outside practice, except that extreme cases 
of the last class resemble it, this class is very important in thè compre- 
hensive theory, because it supplies a sort of royal road to the more 
difficult parts of the subject. 

There may also be sub-classes derived from the above. For instance, 
a leaky submarine cable, in which resistance, permittance and leakage- 
conductance control matters, whilst inertia may be of insensible infiuence. 

The peculiarity that is brought in by magnetic inertia (symbolised 
by the inductance) combined with electric displacement, is propagation 
by elastic waves (similar to the waves that may be sent along a flexible 
cord, or perhaps better, a common clothes-line, though even then there 
is not usually enough resistance), as distinguished from the waves of 
diffusion (as of heat in metals) which is the main characteristic of the 


ON TELEGRAPH AND TELEPHONE CIRCUITS. 341 


slow signalling through an Atlantic cable. The two features are always 
both present, but sometimes one is paramount, as in class (1), and 
sometimes the other, as in classes (4) and (5). [The Americans who 
went in for wires of low resistance had, I think, no idea of the import- 
ant theoretical significance of the step they took, but did it because 
they wanted long-distance telephony, and because wires of high resist- 
ance would not go—a characteristically American way of doing things. 
Yet their action led the way to a rapid recognition of the soun 
practical merits of Maxwell’s theory of the dielectric. | 
Let R, S, L, K be the resistance, permittance, inductance, and leakage- 
conductance respectively, per unit length of circuit, which may be a 
single wire with earth-return, or a pair of wires in loop, in which case 
the wires should generally be equal, to avoid the interferences which 
would remain in spite of the twisting by which the greater part of the 
interferences from other circuits may be eliminated. Also, let V and 
C be the potential-difference and current at distance z; then 
-~VV=(R+Ip)C, VO -K SHV . (1) 
where V stands for d/dz and p for d/dt, are the fundamental equations. 
Now suppose that an oscillatory impressed force acts at the beginning 
of the line. Let p denote the ratio of its amplitude to that of the 
current. At z=0, p is plainly the impedance of the circuit to the 
impressed force. If the line were perfectly insulated, and had no 
pene p would be a constant for the whole circuit, at a given 
requency. But the range of the current is not everywhere the same 
(besides varying in phase), so that p is a function of z The term 
impedance is strictly applicable only at the place of impressed force, 
therefore. But to avoid coining a new word, f shall extend its use, ahd 
term p anywhere the “equivalent impedance.” It is with the equivalent 
impedance at the far end of the circuit, say z =l, that we are principally 
concerned. Call it J, this being the ratio of the amplitude of the 
impressed force at z = O to that of the current at z=}. Let 


LS? = I, R/ In =, Ken - h 2 (2) 
where n/ 2 is the frequency. Also let 
P or 956 (177) (1 4 92) 4 (% 1) J. .. (3) 
On these understandings, the value of J is 
[a 1210 4% 2 cos 200), . (4) 
IA e 


provided the line be short-circuited at both ends. Terminal apparatus 
will be considered later. 


If S=0, L=0, K=0, then J= Al, the steady resistance of the circuit. 

If only S=0, K=0, then I=(R + Linz), the magnetic impedance. If 
L=0, K=0, then i 

I=3(=) {2% 4 2 cos 277), . . (5) 


in which Pl= (In RSL Ji... eeen (6) 
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Now the significance of (4) depends materially upon the values of the 
ratios f, 9, and on the frequency. First as regards g. A leakage- 
resistance of 1 megohm per kilom. makes K=10~* and a permittance 
of 1 microf. per kilom. makes S = 10 also. Therefore on a land-line 
of 1 megohm per kilom. insulation-resistance and ‘01 microf. per kilom. 
permittance, we haveg=100/n. Thus gis important at low frequencies, 
and becomes a small fraction at high frequencies, even with this rela- 
tively low insulation. Thus, n= 1000 makes g= l, and n=20,000 
makes g= 005. These correspond to frequencies of about 160 and 
3200. We see that in telephony, even with poor insulation, g is always 
small. By bettering the insulation it is made smaller still. Therefore 
we may practically take 9 = 0 in telephony through a fairly well-in- 
sulated line. Notice here that the effect of g in attenuating the current 
may be considerable when the frequency is low, and yet be small when 
the frequency is high. 

Now the frequency is low on long submarine cables. Consequently 
g, if there is sensible leakage, has an important attenuating effect. But 
the above formula does not inform us what other effects leakage has, 
except by examination through a large range of frequencies. It has a 
remarkable effect in removing the distortion of the signals, by neutralis- 
ing the effect of electrostatic retardation. This is marked when the 
frequency is low, and becomes less marked when it is high. But in the 
latter case, if the frequency be only high enough, there is little distor- 
tion even when the insulation is perfect, or g=0, provided the resistance 
be small. Thus g has a large attenuating and also a large rectifying 
effect when the frequency is low; when it is high, then it does not 
attenuate so much and does not rectify so much, nor is so much rectifi- 
cation wanted. But the full nature of this rectifying action will be seen 
later in the distortionless circuit. 

Now consider f. This depends on the resistance, inductance, and 
frequency. Now l ohm per kilom. makes = 10; consequently, if 
r be the resistance in ohms per kilom., 


ICC (7) 


In a long submarine cable r is small, but n is also small, and Z is small, 
or certainly not great; therefore F is big. So we may take its reciprocal 
to be zero, or, what will come to the same thing, take L= O. We have 
then the formula (5) for the equivalent impedance (unless leakage is 
important); and since we can work up to such frequencies that &“ is 
big, we may then write 

/ NEE (8) 
or „= I/II) -I, 9) 


where PI is as in (6). This Pl may be as big as 10 on an Atlantic 
cable. Equation (8) shows the extent to which the line's resistance 
appears to be multiplied, and is according to Sir W. Thomson's theory. 

Now consider buried wires of 45 ohms per mile, such as are used in 
telephony by the Post Office. Being twin wires, L is small; so, when 
n is even as high as 104, F is made ratber large. Consequently we may 


ON TELEGRAPH AND TELEPHONE CIRCUITS. 343 


still apply the electrostatic theory, even in piony, so far as the 
buried wires mentioned are concerned, although it will somewhat fail 
at the higher frequencies: and we see that it is by reason of their 
high resistance and low inductance that we can ignore the influence 
of inertia in them. But this does not apply to the suspended wires 
pens are in circuit with the buried wires, as we shall see pre- 
sently. 

Considse a pair of open or suspended wires. Take 20 ohms per 
kilom. as the resistance, or 10 onms each wire. This will, by (7), make 
f=2 if L=10 and n=10,000; and f=-2 if Z=100. Now the last 
value of L is extreme. It could only be got with an iron wire, and its 
inductivity would need to be large even then; besides that, the fre- 
quency would need to be low in order to allow the large L to operate, 
on account of the increased resistance due to the tendency to skin- 
conduction at high frequencies. Such a large value of L may usually 
be put on one side so far as practical work is concerned; but L=50 
would be more reasonable, remembering that in Z is included the part 
due to the dielectric surrounding the wire. The data regarding the 
inductivity of iron telegraph-wires are not copious; from my own 
observations, I believe that, with the weak magnetic forces concerned in 
telephony, » = 200 is high, and it may be as low as 100. The point is, 
however, that f, from being large, may be made small by increasing the 
inductance without other changes, Still, however, with the assumed 
steady resistance of 20 ohms per kilom., we could not treat F as a small 
fraction, especially as the increased resistance due to the imperfect 
penetration of the magnetic induction into the wires will increase f, as 
will also the reduced inductance due to the same cause. Thus F must 
be kept in the formula for the equivalent impedance, though not to 
be treated as either very large or very small in general. That is, 
we have the form of theory of class (3) mentioned above. Similar 
remarks apply to long suspended copper wires if the resistance be 
several ohms per kilom., and they be at the usual distance apart; for 
although with high frequencies f will be small, yet it will not be 
small enough at the low frequencies to allow of its treatment as a 
small quantity. We should therefore use equation (4) with only g=0 
in general. 

ut now come to a copper wire of only 1 ohm per kilom., in 
on with a similar wire, making H= 20“ or r=2. Now n=10 


ee VVFFV**VV (10) 
from which we see that F may be so small a fraction as to lead to a 
simplified form of theory. e now have the fourth class of circuits; 


well-insulated, of low resistance, and of fairly high inductance, making 
E/ Ln small, and a tolerably close approach to distortionless trans- 
mission. 

To estimate the value of L, go back to equation (2) defining v. Here 
v is a speed, always less than that of light, but of the same order of 
magnitude. If the wires are of iron, it is considerably less; but if of 
copper it is so little less that we may neglect the difference. Now 
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v? = 90” and 1 microf. = 10715, so that if s is the permittance in microf. 


per kilom., 
E/ ·˙rAjĩĩ (11) 


which is useful in giving an immediate notion of the size of L in 
terms of the permittance, when that is known. Thus Ol microf. 
per kilom. makes L- II, so that f=,3, when n=10,000, when the 
resistance per kilom. is 2 ohms; and F is only pr at the higher 
froquency 20, 000/21. 

But this estimate (11) will always be too small a one, and sometimes 
much too small, if s be the measured permittance per kilom. It was 
found by Professor Jenkin that the measured permittance was twice as 
ze as that calculated on the assumption that the wire was solitary. 

he explanation (or a part of it) which I have before given [Art. XII., 
vol. I., p. 42, and XXXVII., vol. II., p. 159] is that the neighbouring 
wires themselves largely increase the permittance. Therefore, if sọ be 
the measured permittance in presence of earthed wires, the real Z must 
be considerably greater than by equation (11). On the other hand, 
there is a set-off by reason of L being reduced by the induction of 
currents in the neighbouring wires, though not so greatly as to 
counteract the preceding effect. Again, the magnetic field pene- 
trates the earth, which increases L. But, to avoid these complexities, 
which require us to consider the various mutual effects of circuits, 
let our circuit be quite solitary. Then, if r=radius of each wire, and 


s = distance apart, 
e,, (12) 


when »=1, as with copper wires, the 1 standing for ġa, + ½ if p, and 
u ave the inductivities of the two wires. These terms are important 
in the case of iron wires; but not with copper, unless the wires are ve 

close, when they become relatively important on account of the small- 
ness of the total inductance. The other part of L is the inductance of 
the dielectric, and it is this which, when multiplied by S, gives the 
reciprocal of the square of the speed of light, subject to the proper 
limitations. Now L=20 requires s/r=148 - or if r be 3 inch (which is 
about what is wanted to make the resistance 1 ohm per mile), s must 
be 184 inches. We therefore see that L= 20 is quite a reasonable value 
with copper loop-circuits It gives f=1 when n= 1000, and pd when 
n=10,000. Thus fis less than unity throughout the whole range of 
telephonic frequencies, and becomes a small fraction even at practical 


frequencies. 
Take, then, g=0 and f small in (3) and (4). We get 
In R R n 
„„ „ „ 2 (13) 
and the equivalent impedance formula (4) reduces to 
„5 21¹¾ 
I Le (ett be mite 2 cos „), F (14) 


in the fourth class of circuits. 
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The further significance of this formula will depend materially upon 
the value of the ratio Al/2Zv (that is, the value of Pl), the ratio of the 
resistance of the circuit to 2, which is, in the present case, 1200 ohms. 
If the length of the circuit be a small fraction of 600 kiloms., the 
impedance depends upon the frequency in a fluctuating manner, going 
down nearly to $A and then running up nearly to Lv, as the circular 
function goes from -1 to +1, on raising the frequency. Thus the 
least possible equivalent impedance at z=/ is one half the steady 
resistance of the line, and the greatest is Lv. 

According to (14) this would go on indefinitely, as the frequency was 
raised continuously. But another effect would come into play, viz., the 
increased resistance due to skin-conduction, with a corresponding small 
change in L. As the result of this increased resistance the value of 
Rljį2 Lv will rise, and the range in the fluctuations of J decrease; and if 
the frequency be pushed high enough the fluctuations will tend to 
disappear. But this could not happen in telephony at any reasonable 
frequency, say n= 20,000. 

The physical cause of the low value 4 RI at certain frequencies is the 
timing together of the impressed force at the beginning of the circuit 
and the reflected waves. It is akin to resonance. Thus, if the line 
had no resistance at all we should have 


fr eran oeeetassoaes (15) 


with the circular function taken always positive. When al/v=7, 
I=0. Then 27/n = 2l/v, or the period of the impressed force coincides 
with the time of a double transit (to the end of the circuit and 
back again). 

In connection with (15) I may mention that an approximate formula 
for the impedance, when nl/v is in the first quadrant, and especially in 
its early part, is 


; sin (nl/y 
I= (R+ Ln) x 10 . (16) 


which shows the beginning of the action of the permittance in reducing 
the impedance from its magnetic value as the frequency is raised. 

But to use wires of such low resistance for comparatively short lines 
would be wastefully extravagant. Such wires admit of very long 
circuits being worked. Therefore increase the length of the tine in 
equation (14); as we do this the range in the oscillation in J falls, 
until, when A/=2Lv, J does not depend much upon the circular 
function. We may then, and at all higher frequencies, write simply 


I= ZL. a E E A E E doit ( 7) 
= I = Lr RI2Lv 
or P= i 27755 FCC (18) 


Compare with (8), the corresponding cable-formula, and note the differ- 
ences. The impedance is now nearly independent of the frequency, 
and there is nearly distortionless transmission of signals, provided / In 
be small, and A, Lu- 2 or 3 or more. 
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The following table gives the values of p calculated by (14), which 
only assumes that / Lu is small, for a series of values of El / Lv = y. 


Here the “mean,” maximum,“ and “ minimum values of p mean the 
values when the cosine is 0, +1, and —1. The fluctuations are very 
large when y is small, going from 4A! to Lv; but they are insensible 
when y is bigger. Remember that the line is short-circuited. The 
recelving apparatus, by absorbing energy, reduces the fluctuations, and 
we shall see later that they can be nearly abolished. 

When &l/Lv=y is variable, the value of 1/ Rl is made a minimum by 
taking Rl = 2-06 Lv, say 2Lv. This is a little over 1200 ohms in our 
example of L= 20; and makes the length of circuit be 600 kilom., 
when the resistance is 2 ohms per kilom. After y=3 we may disregard 
the fluctuations. 

Now this length of only 600 kilom is still far too short to make it 
necessary to employ so expensive a wire. One of much higher 
resistance would answer quite well enough for practical telephony, in 
which a considerable amount of distortion is permissible, because 
transmission would be nearly perfect over 600 kilom. according to the 
sbove data. The question arises, upon what principles can we compare 
one circuit with another, and is it possible to lay down the law from 
theory as to the limiting distance of telephony? The answer is plainly 
that it is not possible, because the types of telephonic circuits differ. 
A cable or other circuit with inertia ignored is radically different from 
one in which there is a marked approach to elastic wave-propagation. 
Even if we fix the type, and take, say, the above example of low 
resistance, 2 ohms per kilom. and L= 20 per centim., and the question 
be asked, How far can you telephone ?—the answer is that there is no 
fixed limit, as it depends upon so many circumstances, some of which 
are unstated, and are hardly susceptible of measurement when stated. 

Consider, first, the circuit without terminal influences. We may 
distinguish two connected, but yet entirely different, things in opera- 
tion. We set up electromagnetic vibrations at A somehow, not regular 
vibrations of one frequency, but irregular, and of almost any type. 
Now, during transmission along the circuit, the vibrations are attenuated 
for one thing, and distorted, or changed in type, for another. With 

erfect transmission there would be neither attenuation nor distortion. 
his would require perfect conductors, which would not permit the 
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waves to enter them from the dielectric and be dissipated, but would 
let them slip along like greased lightning. Then there is a kind of 
circuit which is distortionless, but in which there is considerable attenu- 
ation. Here, plainly, any distance can be worked through, provided 
the attenuation is not too great. Trial alone could settle how far it 
would be practicable with a even type. Coming to more practical 
cases, there is the approximately distortionless circuit above described. 
Here the attenuation is not nearly so great as in the distortionless 
circuit of the same type (that is, only differing in the leakage needed 
to remove the remaining distortion), so that the distance to be worked 
through is much greater with similarly sensitive instruments, or with 
instruments graduated to make the currents received and sounds 
produced be about equal in the different cases compared. Here, again, 
trial alone can settle how far we may work safely. Supposing, for 
instance, we had reached a practical limit with nearly distortionless 
transmission, it is clear that we could increase that limit by the simple 
expedient of increasing the current sent out or the sensitiveness of the 
receiver. So we cannot fix a limit at all on theoretical principles. 
But undoubtedly the distortion will increase as the circuit is lengthened 
(except in the ideal distortionless circuit); this will tend to fix a limit, 
though we cannot precisely define it, independently of the attenuation. 
Nor should interferences be forgotten, and their distorting effects. 
When thousands of miles are in question, many other things may 
come in to interfere, all tending to fix a limit. Independently of the 
line, too, there are the terminal arrangements to be considered. A 
practical limit in a given case might be fixed merely by the inadequate 
intensity of the received currents to work the receiver suitably. But 
apart from intensity of action, both the transmitter and the receiving 
telephone distort the proper signals themselves. The distortion 
due to the electrical part of the receiver may, however, be minimized 
by a suitable choice of its impedance, and especially by making its 
inductance the smallest possible consistent with the possession of the 
other necessary qualifications. The conditions as regards perfect 
silence in reception are also of importance. Finally, there is“ personal 
equation.” It is clear, then, that in such a mixed 5 problem as this 
is, we cannot safely estimate what amount of distortion is permissible 
in transit along the circuit, and how much attenuated and distorted 
we may allow the vibrations to become before human speech ceases to 
be recognisable as such, and to be intelligibly guessable, 

It is, however, surprising what a large amount of distortion is 
permissible, not merely on long lines, but on short ones. It is, indeed, 
customary, or certainly was on the first introduction of the telephone, 
and for long after, for people to enlarge upon the wonderful manner 
in which a receiving telephone exactly reproduces, in all details, the 
sounds that are communicated to the transmitter, and to be astonished 
at the power the disc possesses of doing it, and to explain it by 
harmonic analysis, and so forth. Well, the disc does not do it. If it 
did, as it would be in quite mechanical obedience to the forces acting 
upon it, there would be nothing to wonder at; or the reason for wonder 
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would be shifted elsewhere. It would be really wonderful if we could 
get perfect reproduction of speech. The best telephony is bad to the 
critical ear, if a high standard be selected, and not one based upon 
mere intelligibility. (As a commentary upon the reports of perfect 
articulation,” etc., I may mention that we sometimes see the amusingly 
innocent remarks added that even whistling could be heard, and one 
voice distinguished from another.) Consider the difficulties in the 
way. Wecannot even make the diaphragm of the transmitter precisely 
follow the vibrations set up by the vocal organs (which vibrations are, by 
the way, distorted between the larynx and the diaphragm, though this 
is not an important matter), because it is not a dead-beat arrangement, 
and responds differently to different tones. Here is one cause of 
distortion. A second occurs in trying to make the primary current 
variations copy the motion of the diaphragm. A third is in the 
transformation to the secondary circuit, though perhaps this and the 
last transformation may be taken together . So to 
begin with, we have considerably distorted our signals before getting 
them on to the telephone line. Then, there is the distortion in transit, 
which may be very little or very great, according to the nature of the line. 
Next, the received-current variations ought to be exactly copied by the 
magnetic stress between the disc and magnet of the receiver. But the 
inductance of the receiver prevents that, even if the resistance be 
suitably chosen to nearly stop the reaction of the instrument on the 
line. Then we should get the disc of the telephone to exactly copy 
the magnetic-force variations, which it cannot do at all well, on account 
of the want of dead-beatness, and the augmentation of certain tones 
and weakening of others. The remaining transformations, from the 
brain to the vocal organs at one end, and from the disc to the brain 
vid the air and ear at the other end of the circuit, we need not consider. 
And yet, after all these transformations and distortions, practical 
telephony is possible. The real explanation is, I think, to be found 
in the human mind, which has been continuously trained during a 
lifetime (assisted by inherited capacity) to interpret the indistinct 
indications impressed upon the human ear; of which some remarkable 
examples may be found amongst 5 deaf persons, who seem to 
hear very well even when all they have to go by (Which practice makes 
sufficient) is as like articulate speech as a man’s shadow is like the man. 
In connection with these transformations, I may mention that one 
of them, viz., in the oe receiver itself, was until recently un- 
explained. Writers have before now remarked upon the necessity of a 
permanent magnetic field, and speculated as to its cause, and recentl 
Prof. Silvanus Thompson recalled attention to the matter, and candidly 
confessed his ignorance of the explanation, beyond what was furnished 
by M. Giltay, who had also considered the matter, and found that the 
permanent field was needed to eliminate the vibrations of doubled 
frequency that would result were there no permanent field. This is 
true in a sense; but it is not the really important part of what is, 
I think, the true explanation, because the vibrations of doubled 
frequency would be very feeble. What the permanent field does is 
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to vastly magnify the effect of the weak telephonic currents, and make 
them workable. The disc is attracted by the magnet, and the stress 
between them varies as the square of the intensity of magnetic force in 
the intermediate space. We want the disc to vibrate sensibly by very 
weak variations of etic force. If the permanent magnet were not 
there, we should have insensible vibrations of doubled frequency. But 
the permanent field makes the stress-variations vary as the product of 
the intensity of the permanent field and that of the weak variation due 
to the current-variations ; they are therefore proportional to the received 
current-variations, and are also greatly magnified, so that the telephone 
becomes efficient. [See Art. XXXVI., vol. II., p. 155. 

Returning to the telephone-circuit itself, the following would appear 
to be what should be aimed at (apart from improvements in terminal 
transmission and reception) in efficient long-distance telephony. Setting 
up an arbitrary train of disturbances at one end, causing the despatch 
of a continuously varying train of waves into the circuit, the waves 
should travel to the distant end of the line as little distorted as possible, 
and with as nearly equal attenuation as possible, which attenuation 
should not be too great; and, finally, on reaching the terminal 
telephone, the waves should be absorbed by it, as nearly as possible, 
without reflex action. This ideal may be illustrated by a long cord, 
along which we can, by forcibly agitating one end, despatch a train 
of waves, which travel along it only slightly distorted, and which 
should then be absorbed by some mechanical arrangement at the 
further end. Theoretically this only needs the further end to have its 
motion resisted by a force proportional to its velocity, the coefficient 
of resistance depending upon the mass and tension of the cord. 
At any intermediate point we may correctly register the disturbances 
passing it. It is evident that the reflected wave from the distant end 
should be done away with, in order that the disturbances passing (and 
reaching the distant end) may be a correct copy of those originally 
despatched. This ideal state of things is fairly-well reached in the 
fourth class of circuits above mentioned, and perfectly in the fifth 
class, whilst the low-resistance long-distance circuits introduced in 
America are somewhere between the third and the fourth classes. 

In passing from the fourth class to the third, by increasing the 
resistance of the line from very low to more common values, the effect 
is to introduce a considerable amount of distortion which may be 
(somewhat imperfectly) ascribed to electrostatic retardation. The 
limiting distance of telephony will therefore now depend more upon 
the circuit itself (apart from terminal arrangements) than before. Still 
we cannot fix it. Only by passing to the extreme case of such high 
resistance of the line acting in conjunction with the permittance that 
the effect of inertia is really insensible, do we so magnify the effect of 
the distortion in transit as to make the limiting distance be determined 
approximately by the value of the electrostatic time-constant RSI. 

e now come to the first class we began with, and Sir W. Thomson’s 
law of the squares may be applied in making comparisons. The dis- 
tortion in transit is very great, if the line be long, and we therefore to 
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some extent swamp the terminal apparatus as regards the total dis- 
tortion. 

But there is only a tendency to the electrostatic theory, not a com- 
plete fulfilment. a the case of a cable of the Atlantic type, used as a 
telephone- circuit (of course not across the Atlantic) the resistance is 
rather low, and this is quite sufficient, in conjunction with the induct- 
ance, to greatly improve matters from the electrostatic theory, in spite 
of the large permittance. In fact, a small amount of inductance is 
sufficient to render telephony possible under circumstances which would 

reclude possibility were it non-existent. To show this, consider the 
ollowing table :— 


In the first column we have the frequency-constant n = 2r x frequency, 
so that the frequency ranges through four octaves. It is supposed that 
the resistance is 4 ohms and the permittance } microf. per kilom, being 
somewhat like what obtains in an Atlantic cable. The remaining 
columns show the values of the equivalent impedance p at the distant 
end according to the already-given formula (4), with the values of Z 
given at the tops of the columns. (Take g=0 in (4).) 

Thus in the second column we have the figures given by the electro- 
static theory, showing such an extremely rapid increase of attenuation 
with the frequency that telephony would I think be quite impossible. 
But the third column shows that the small inductance of 2°5 per 
centim. immensely improves matters, especially with the great Ke. 
quencies. 

The fourth column, with L= 5, shows a far ter improvement, 
and I should think good telephony would be 19 1055 

The fifth column, with L= 10, is very remarkable, as it shows an 
approach to distortionless transmission. 

This remarkable result is wholly due to the inductance, in presence 
of the rather low resistance. Whereabouts the effective inductance 
really lies it is hard to say, but it must surely be greater than 2-5, 
though it may not be much more, as the iron sheathing does not make 
the effective L run up in the way that might be supposed at first sight. 

With L= O, n=10,000 makes p = 58, or the received current 1/58 of 
the steady current. To have the same result in our low. resistance 
circuit, we see by the first table that RI = 16 Lv about does it, giving 
RI = 15 x 600 = 9000 ohms, and 1 = 4500 kilom. Now is it possible to 
work a telephone fairly well through a mere resistance of 58 x 9000 or 
say 50,000 ohms (ignoring complications due to the telephone not 
being a mere resistance), remembering that our currents will be fairly 
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uniformly attenuated? If so, then this circuit of 4500 kilom. will work 
with good articulation, under favourable conditions—freedom from 
interferences, etc. But I do not fix this limit, nor any, for reasons 
before given. 

This difference should be noted. In the case of the cable of no 
inductance, the reduction to 1/58 part applies only to n=10,000. If 
n=1250, at the lower limit, the reduction is only to 10/17 of the 
steady current; thus there is plenty of sound, but very inarticulate. 
This is the reverse of what occurs in our other case, in which there is 
little sound, but with good articulation, and therefore usefully admitting 
of magnification. | 

If, on the other hand, we take the electrostatic time-constant as ‘02 
second, the attenuation at 1. 10,000 is, by the second table, to 1/778 of 
the steady current; and this value, by the first table, gives Hl / Lv = say 
20, and A. = 12,000 and /=6000 kilom., and the equivalent impedance 
=778 x 12,000 ohms. Of course this is excessively large. If com- 
ponent vibrations on a cable really suffer attenuation to 1/778 part, 
such vibrations might as well be altogether omitted, leaving only the 
lower tones. On the other hand, a sufficient magnification in the 
6000 kilom. case would render telephony possible. But the probable 
fact is that ‘01 second with L= O is not possible, far less -02 second. 
When it is said to be done, the reason is that Z is not zero. In the 
north of England examples there are usually buried wires and overhead 
wires in sequence, so that it is still more true that self-induction comes 
in to help, although the theory of such composite circuits cannot be 
easily brought down to numerical calculation. 

But, returning to the 4500 kilom. example, it appears reasonable that 
the circuit might be worked under favourable circumstances. Let us 
see what its electrostatic time-constant is. We get, by (11), s = 5 
microf. per kilom. Hence 


RSP = 2x1, (£500) _2 


I80 * 108 795 second, 
which is no less than 22 times the supposed maximum of ‘01 second. 
Even if we make a large allowance, and suppose that an attenuation to 
1. part only of the steady current, instead of part, is the utmost 
allowable, we shall see by the table that this makes Rl = 11 Lv (instead 
of the previous 15), so that the electrostatic time-constant is still a 
large multiple of the value Ol obtained by observation of wires of high 
resistance. 

Again, to contrast the two theories, let us inquire what length of line 
makes ‘01 sec. the electrostatic time-constant. The result is 300/10 
or say 900 kilom., of resistance 1800 ohms, which is only three times Lv; 
so that there is nearly perfect transmission on the line of low resistance, 
whilst there is extreme distortion on the circuit having the same electro- 
static time-constant if destitute of inductance. 

Since there is a minimum value of the attenuation-ratio J/Rl when 
the ratio l/ Lu is variable, let it be merely Z that is variable, without 
change of length or resistance. This may be done by simply varying 
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the distance between the two wires in the circuit. The minimum 
attenuation at the distant end comes about (by first table) when 


= Rl 87 L= Rl 2 RI ohms 
2-065 , 2v 60 obme’ 


When / = 600 kilom. we have L= 20, as we saw before. If I= 300 kilom., 
then L= IO, which change is easily made by bringing the wires closer. 
But if I= 1200 kilom., we require L= 40, | a wide separation is neces- 
sary, according to equation (12). But there is another thing to be 
remembered. The distance between the wires should continue to be a 
small fraction of the height above the ground, in order that the property 
LSv? =1 should remain fairly true. Although the permittance does not 
appear explicitly in formula (14), it is implicitly present in v, and in 
such a way that a doubling of S and halving of L are equivalent. (But 
this does not apply to the table, where L and & may vary independently.) 
Now, if we separate wires very widely without raising them any higher, 
S tends to become simply the reciprocal of the sum of the 8 
from the first wire to earth and from the earth to the second wire; 
that is, half the permittance of either. It therefore tends to constancy 
instead of varying inversely as L, which goes on increasing slowly as 
the wires are further separated. Hence the necessity of raising the 
wires, as well as of separating them, if the full advantage of L is to be 
secured when it is large. 

In passing, I may add that if the earth were perfectly conducting, so 
as to shut out the magnetic field from itself, the product LS, where L 
is the inductance of the dielectric and & its permittance, calculated so 
as to suit the propagation of 5 would remain unity always, 
however the wires were shifted, provided parallelism were maintained. 

It seems at first sight anomalous that when the permittance is so 
small that we might expect the common magnetic formula to apply, we 
should increase the amplitude of current of any (not too low) frequency 
by increasing the inductance. It seems to show how careful we should 
be not to extend too widely the application of professedly approximate 
formule. Equation (4) has quite different significations under varied 
circumstances ; and, general as it is, it is yet not general enough to 
meet oxtreme cases, even when, as in my original statement of it (The 
Electrician, July 23, 1886) [vol. II., p. 61], the increased resistance 
and reduced inductance due to the tendency towards skin-conduction 
are allowed for. Besides the propagation of disturbances through the 
dielectric following the wires, after the manner of plane-waves, there 18 
an outward propagation from the source of energy, which seems to me, 
however, to be quite a secondary matter, and insignificant, especially 
when the circuit is a metallic loop, which concentrates the electro- 
magnetic field considerably. But when there is an earth-return, there 
is a wide extension of the magnetic field, and distances from the line 
should be compared with its length, in making estimates of the range of 
disturbances of appreciable magnitude, appreciable by cumulative action 
on a distant wire. There are also the modifications due to the presence 
of neighbouring wires, which may be calculated by the equations of a 


nearly. 
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system of parallel wires. But perhaps the most important modifying | 
influence of all is that of the 5 
I have considered the effect of any terminal apparatus in my paper, 
“ On the Self- Induction of Wires,” Part V., [vol. II., p. 247]. It is very 
complex in general. But so far as relates to a long circuit of low resist- 
ance, we do not want the full formule. Take (17) as the formula 
when the wires are short-circuited at the sending and receiving ends. 
Then, when we put on terminal apparatus containing no impressed 
force except the one sinusoidally varying force at the beginning of the 
circuit, (which may be in any part of the main circuit of the terminal 
apparatus there), the result is to alter the attenuation-ratio from the 
former p to p,, given by 
pomp %éÜOõ³ 8 (19) 


where Gd and G} are the terminal factors for the sending and receiving 
ends, to be calculated in the following manner. Let R, and L be the 
“ effective ” resistance and inductance of the apparatus at the receiving 
end, then 


G = 14 (R+ Lane)- 
x (Gs + Q?)(R2 Tynz) + 2)(RR, + LL n?) + 200 Ln RI - Lin). (20) 


without assumptions regarding the size of f and g. Now take g=0, 
and F a small fraction, and we reduce (20), when the fraction f Lin / Lu 
is small, to 

GPS E A ETE E AT (21) 
Therefore (19) becomes 


py = NL. , + Ry Ly) (I + R/L) (22) 


Note that the full expression for G, is obtainable from (20) by changing 
k, and L, to Ro and Lo. But if we only assume F to be small and g 
zero, then, instead of (21), we have 


G, = (1 + R,/Lv)? (Lin / Le) (Lin / Lv -) + fR JLo) . 23) 


Now let it be merely a telephone that is the receiving apparatus, of 
resistance and inductance Hi and L,, or something equivalent to a mere 
coil. If it be a mere coil, and also, though less easily, if a telephone, 
we may vary L, independently by changing the form of the coil or by 


inserting non-conducting iron. e see, then, that the terminal factor 
is made a minimum, with L, alone variable, when 
2L,n? = Ry, 


which, with R=204 and n=104 makes 2L, = 606, quite a reasonable 
value for a small telephone. But if n = 203, the result is 150’, twenty- 
five times as large. 

Next let it be, not the current, but the magnetic force of the coil 
that is a maximum, on the assumption that L/R, the time-constant of 
the coil, is fixed. This is nearly true when the size of the wire is 
varied, if it be a mere coil that is concerned, and is an approach to the 

H.E.P.—VOL. II. 2 
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truth when there is iron. It is now G,/R, that has to be a minimum, 
subject to R/ Li constant. This happens when 


%%ͤ TA, chvasinsaecsabdvtincensarts (24) 


or when the impedance of the coil equals the critical Lv. 

I showed in my paper “On Electromagnets,” etc. [Art. XVII., vol. I., 

. 99], that in the magnetic theory the condition of maximum magnetic 
force of the coil is that its impedance should equal that of the rest of 
the circuit, which contains the impressed force. We may easily verify 
that Zw is the impedance in the present case (with f small). Now 
Iw = 600 ohms when L= 20; this is the extreme value of the resistance 
of the coil, which should really be less on, account of the term Lyn. 
For instance, if the time-constant be 0002 second, and n= 10, we 
require 2:24 RI Lv. We see further that this does make fL,n/Lv 
small, because F is small, and L,n/Iv<1. Therefore, using (23), we 
have 


G3 = 281+ R/ Le) = 2414 (IT n'” - ji, .. . 25) 


which, with n = 10 and the time- constant a = · 0002, becomes G} = 1-7. 
This is, of course, a far larger value of the terminal factor than need 
be. In fact, the conditions of maximum magnetic force of the coil and 
of maximum received current are not usually identical, and may be 
uite antagonistic. For instance, if we should make the terminal 
actor nearly unity, we should have the biggest current, but with the 
least power. 

But a remarkable property should be mentioned, which may be 
proved by the general formula from which (19) is derived. It is that 
if the receiver be a mere resistance, the choice of its resistance to equal 
Iw will, when / In is small, nearly annihilate the reflected wave, and 
so do away with the fluctuations and the distortion due to them, 
whether the circuit be a long or a short one. Under these circum- 
stances we have practically perfect reception of signals. 

The- general condition making G,/ a minimum on a long circuit, 
subject to constancy of a, is by (19) and (20), 


1 = (R? + L'n?) AP? + QNR? + Lin’), 


R ＋ Ln NI /14f3 
2 2 Z 2,2 ‘ 
or R; + Lin (Garam h 7270 L e 26) 


The right member expresses the square of the impedance of the circuit to 
a S. H. impressed force at its end. When fand g are small we obtain the 
former result. The property of equal impedances is, however, a general 
one, so that all we do in verifying it is to see that no glaring error has 
crept in. Ifa coil connect two points of any arrangement in which a 
S.H. state is kept up by impressed force, and we vary the size of wire 
without varying the size and shape of the coil, we bring the magnetic 
force of the coil to a maximum by making its impedance equal to that 
external to it, if the thickness of covering vary similarly to that of the 
wire. 
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XLII. ON RESISTANCE AND CONDUCTANCE OPERATORS, 
AND THEIR DERIVATIVES, INDUCTANCE AND PER- 
MITTANCE, ESPECIALLY IN CONNECTION WITH 
ELECTRIC AND MAGNETIC ENERGY. 


[Phil. Mag., December, 1887, p. 479.] 
General Nature of the Operators. 


1. IF we regard for a moment Ohm’s law merely from a mathematical 
point of view, we see that the quantity R, which expresses the resist- 
ance, in the equation V= RC, when the current is steady, is the 
operator that turns the current C into the voltage V. It seems, there- 
fore, appropriate that the operator which takes the place of R when 
the current varies should be termed the resistance-operator. To 
formally define it, let any self-contained electrostatic and magnetic 
combination be imagined to be cut anywhere, producing two electrodes 
or terminals. Let the current entering at one and leaving at the other 
terminal be C, and let the voltage be V, this being the fal of potential 
from where the current enters to where it leaves. Then, if V=ZC be 
the differential equation (ordinary, linear) connecting V and C, the 
resistance-operator is Z. 

All that is required to constitute a self-contained system is the 
absence of impressed force within it, so that no energy can enter or 
leave it (except in the latter case by the irreversible dissipation con- 
cerned in Joule’s law) until we introduce an impressed force; for 
instance, one producing the above voltage V at a certain place, when 
the product VC expresses the energy current, or flux of energy into the 
system per second. 

The resistance-operator Z is a function of the electrical constants of 
the combination and cf d/d?, the operator of time-differentiation, which 
will in the following be denoted by p simply. As I have made ex- 
tensive use of resistance-operators and connected quantities in previous 

pers,* it will be sufficient here, as regards their origin and manipu- 
ation, to say that resistance-operators combine in the same way as if 
they represented mere resistances. It is this fact that makes them of 
so much importance, especially to practical men, by whom they will be 
much employed in the future. I do not refer to practical men in the 
very limited sense of anti- or extra-theoretical, but to theoretical men 
who desire to make theory practically workable by the simplification 
and systematisation of methods which the employment of resistance- 
operators and their derivatives allows, and the substitution of simple 
for more complex ideas. In this paper I propose to give a connected 
account of most of their important properties, including some new ones, 
especially in connection with energy, and some illustrations of extreme 
cases, which are found, on examination, to prove the rule.” 

2. If we put p=0 in the resistance-operator of any system as above 
defined, we obtain the steady resistance, which we may write Z, If 
all the operations concerned in Z involve only differentiations, it is 


* Especially Part III., and after, On the Self-Induction of Wires,” [vol. 11., 
pp. 201 to 361 generally. Also vol. 1., p. 415]. 
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clear that when C is given completely, V is known completely. But if 
inverse operations 555 have to be performed, we cannot find 
V immediately from C completely ; but this does not interfere with the 
use of the resistance-operator for other purposes. | 

It is sometimes more convenient to make use of the converse method. 
Thus, let Y be the reciprocal of Z,so that C=YV. If we make p 
vanish in Y, the result, say Y,, is the conductance of the combination. 
Therefore Y is the conductance-operator. 

The fundamental forms of Y and Z are 


VER Sp... oð’“wwr (2) 
In the first case, it is a coil of resistance R and inductance L that is in 
question, with the momentum LC and magnetic energy 4LC% In the 
second case, it is a condenser of conductance K and permittance S, with 
the charge SV and electric energy 1874; or its equivalent, a perfectly 
nonconducting condenser having a shunt of conductance K. 

In a number of magnetic problems (no electric energy) the resistance- 
operator of a combination, even a complex one, reduces to the simple 
form (1). The system then behaves precisely like a simple coil, so far 
as externally impressed force is concerned, and is indistinguishable 
from a coil, provided we do not inquire into the internal details. I 
have previously given some examples.* Substituting condensers for 
coils, permittances for inductances, we see that corresponding reductions 
to the simple form (2) occur in electrostatic combinations (no magnetic 
energy). 

But such cases are exceptional; and, should a combination store 
both electric and magnetic energy, it is not possible to effect the above 
simplifications except in some very extreme circumstances. There are, 
however, two classes of problems which are important practically, in 
which we can produce simplicity by a certain sacrifice of generality. 
In the first class the state of the whole combination is a sinusoidal or 
simple-harmonic function of the time. In the second class we ignore 
altogether the manner of variation of the current, and consider onl 
the integral effects in passing from one steady state to another, whic 
are due to the storage of electric and magnetic energy. 


S. H. Vibrations, and the effective R, L/, K’, and Y. 


3. If the voltage at the terminals be made sinusoidal, the current 
will eventually become sinusoidal in every part of the system, unless it 
be infinitely extended, when consequences of a singular nature result. 
At present we are concerned with a finite combination. Then, if n/2r 
be the periodic frequency, we have the well-known property p?= — n?; 
which substitution, made in Z and Y, reduces them to the forms 


„%%% eRe aT Dee ʃ ĩ⁵ ere ere (3) 
Vim pe ei casas . ese (4) 


* On the Self-Induction of Wires,” Parts VI. and VII. (vol. 11., pp. 268 and 
292. 
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where R’, L, K, & are functions of the electrical constants and of n?, 
and are therefore constants at a given frequency. 

In the first case we compare the combination to a coil whose resist- 
ance is R’ and inductance L, so that R’ and Z’ are the effective resist- 
ance and inductance of the combination, originally introduced by Lord 
Rayleigh* for magnetic combinations. In my papers, however, there is 
no limitation to cases of magnetic energy only, f and it would be highly 
inconvenient to make a distinction. 

In a similar way, in the second case we compare the combination to 
a condenser, and we may then call K’ the effective conductance and 8 
the effective permittance at the given frequency. H/ reduces to Zp, 
and K’ to V. at zero frequency. But it is important to remember that 
the two comparisons are of widely different natures: and that the 
effective resistance [in the coil-comparison] is not the reciprocal of the 
effective conductance [in the condenser-comparison ]. 

Y and Z in (3) and (4) are reciprocal, or YZ=1, just as the general 
Y and Z of (1) and (2) are reciprocal. 

Y. V) and (C) denote the amplitudes of V and C, we have, by (3) 
and (4), 


(P(C) =(R2+ Lane)! =, say. . (5) 
(C)/(V) =(K2 Sn) =J, Say (6) 


J and J are also reciprocal. The former, J, being the ratio of the force 
to the flux (amplitudes), is the impedance of the combination. It is 
naturally suggested to call J the “admittance” of the combination. 
But it is not to be anticipated that this will meet with so favourable a 
reception as impedance, which term is now considerably used, because 
the methods of representation (1), (3), and (5) are more useful in 
practice than (2), (4), and (6); although theoretically the two sets are 
of equal importance. 
To obtain the relations between N and K’, and I and &, we have 


Y= (BR! I= (Bl LD „ eee ce sevens (7) 
L = (ATS) = (Kl -NH DD ; ccc cece (8) 
from which we derive 
IK = R’, J?R! = K', 
-PS =D, -JIVI = 5, | . (9) 
LH = - SK, H/K =P= - L’/8’, 


all of which are useful relations. 


* Phil. Mag., May, 1886. 

+ In Part V. of On the Self- Induction of Wires I have given a few examples 
of mixed cases of an elementary nature, in connexion with the problem of 1 5 
the effect of an impressed force in a telegraph circuit. 

+ The necessity of the term impedance (or some equivalent) to take the place of 
the various utterly misleading expressions that have been used, has come about 
through the wonderful popularisation of electromagnetic knowledge due to the 
dynamo, and ite adoption to Sir W. Thomson’s approval of it and of one or two 
other terms. 
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4. By (3) and (4) we have the equations of activity 
VE = RC? + p(RL/C?), oo... (10) 
OKT) . (11) 


in general. Now, if we take the mean values, the differentiated terms 
go out, leaving 
VO mI CRV? . Ra (12) 


the bars denoting mean values. The three expressions in (12) each 
represent the mean dissipativity, or heat per second. R/ and K are 
therefore necessarily positive. It should be noted that R/C? or K’V? 
do not represent the dissipativity at any moment. The dissipativity 
fluctuates, of course, because the square of the current fluctuates; but 
besides that, there is usually a fluctuation in the resistance, because the 
distribution of current varies, and it is only by taking mean values that 
we can have a definite resistance at a given frequency. 

If the combination be magnetic, and T denote the magnetic energy, 
its mean value is given by 


7§ö§ö%Ü;«ĩÄ 8 (13) 


so that I is necessarily positive and & negative. But 3Z/C? is not 
sara the magnetic energy at any moment. 

If the combination be electrostatic, and U denote the electric energy, 
its mean value is 


so that S’ is positive and I negative. The electric energy at any 
moment is not usually 49 p2. 
But, in the general case of both energies being stored, we have 


F775 ⁵¼— 8 (15) 


If the mean magnetic energy preponderates, the effective inductance 
is positive, and the permittance negative; and conversely if the electric 
energy preponderates. If there be no condensers, the comparison 
with a coil is obviously most suitable, and if there be no magnetic 
energy we should naturally use the comparison with a condenser ; but 
when both energies coexist, which method of representation to adopt is 
purely a matter of convenience in the special application concerned. 

If the mean energies, electric and magnetic, be equal, then 


V=0=9, RK=1, I- R, JK q . (16) 


That is, by equalising the mean energies we bring the current and 
voltage into the same phase, annihilate the effective inductance (and 
also permittance), and make the effective conductance the reciprocal of 
the effective resistance, which now equals the impedance itself. It 
should be noted that the vanishing of the energy-difference only refers 
to the mean value. The two energies are not equal and do not vanish 
simultaneously. Sometimes, however, their sum is constant at every 
moment, but this is exceptional. (Example, a coil and a condenser in 
sequence. ) 
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Impulsive Inductance and Permittance. General Theorem relating to the 
Electric and Magnetic Energies. 

5. Passing now to the second class referred to in § 2, imagine, first, 
the combination to be magnetic, and that V is steady, produce a 
steady C, dividing in the system in a manner solely settled by the dis- 
tribution of conductivity. Although we cannot treat the combination 
as a coil as regards the way the current varies when the impressed force 
is put on, we may do so as regards the integral effect at the terminals 
produced by the magnetic energy. The last is the well-known 
quadratic function of the currents in different parts of the system, 


Tan LD C8 + MOO 1 LC: . . (17) 


Now put every one of these C’s in terms of the C, the total current at 
the terminals, which may be done by Ohm’s law. This reduces 7 to 


n Ere nr oenT CSTE ree (18) 


where L, is a function of the real inductances, self and mutual, of the 
parts of the system, and of their resistances. This Lo may be called the 
impulsive inductance of the system. For although it is, in a sense, the 
effective steady inductance, taking the current C at the terminals as a 
basis, being, in fact, the value of the sinusoidal inductance L/ at zero 
frequency ; yet, as it is only true for impulses that the combination 
behaves as a coil of inductance L, it is better to signify this fact in the 
name, to avoid confusion. This will be specially useful in the more 
general case in which both energies are concerned. 

Secondly, let the system be electrostatic. Then, in a similar way, we 
may write the electric energy in the form 


J (49) 


in terms of the V at the terminals, where S, is a function of the real 
permittances and of the resistances. S, is the impulsive permittance of 
the combination. It is also the sinusoidal & at zero frequency. 

In (18) L, is positive, and in (19) So is positive. The momentum or 
electromotive impulse [or the voltaic impulse, if we use the modern 
“ voltage to signify the old “electromotive force] at the terminals in 
the former case is L,C, and in the latter case is — So , where £ is the 
steady resistance. The true analogue of momentum, however, is charge, 
or time-integral of current, and this, at the terminals, is - S,V, corre- 
sponding to L,C. 

6. Passing to the general case, and connecting with the resistance- 
operator, let I’ be the current at the terminals at time £ when varying, 


so that 
AT- (Z+ ZU + 4p Zy + ) Tri... . (20) 


where the accents denote differentiations to p, and the zero suffixes 
indicate that the values when p=0 are taken. The coefficients of the 
powers of p are therefore constants. Integrating to the time, 


[va=[2,rat+ zar] PEY E (21) 
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If the current be steady at beginning and at end, 


je rr (22) 
and if the initial current be zero, and the final value be C, 
jv- TTC (23) 


so that Z(C is the voltaic impulse employed in setting up the magnetic 
and the electric energy of the steady state due to steady V at the 
terminals. Thus 


/// ene Gace (24) 
finds the impulsive inductance from the resistance-operator. Or, 
Lo- (Z- Zohp-! with p OO (25) 
In a similar manner, we may show that 
727.ͤͤ]0].üü en eee re ae rere errr (26) 


finds the impulsive permittance from the conductance-operator. L,C 
and —S,Z,V are equivalent expressions for the voltaic impulse. 

If Z, should be infinite, then use Y. For instance, the insertion of a 
nonconducting condenser of permittance S, in the main circuit of the 
current makes. 0 infinite, since the resistance-operator of the condenser 
is (S: v) I. There is no final steady current, and Lo is infinite. We 
should then use (26) instead of (24), especially as the energy is wholly 
electric in the steady state. 

7. To connect with the energy, multiply (23) by C, the final current, 
and, for simplicity, let V be steady; giving 


jv- RT)Cdt = 2b T)dt. . (27) 


It may be anticipated from the preceding that these equated quantities 
express twice the excess of the magnetic over the electric energy. 

In connexion with this I may quote from Maxwell, vol. ii., art. 580. 
A purely electromagnetic system is in question. ‘If the currents are 
maintained constant by a battery during a displacement in which a 
quantity of work, V, is done by electromotive force, the electrokinetic 
energy of the system will be at the same time increased by W. Hence 
the battery will be drawn upon for a double quantity of energy, or 2W, 
in addition to that which is spent in generating heat in the circuit. 
This was first pointed out by Sir W. Thomson. Compare this result 
with the electrostatic property in art. 93.“ The electrostatic property 
referred to relates to conductors charged by batteries. If their poten- 
tials are maintained constant, they tend to move so that the energy of 
the system is increased, and the work done by the electrical forces 
during the displacement is equal to the increment of the energy of the 
system. ‘The energy spent by the batteries is equal to double of either 
of these quantities, and is spent half in mechanical, half in electrical 
work.” 

Although of a somewhat similar nature, these properties are not 
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what is at present required, which is contained in the following general 
theorem given by me* :—Let any steady impressed electric forces be 
suddenly started and continued in a medium permitting linear relatidns 
between the two forces, electric and magnetic, and the three fluxes— 
conduction current, electric displacement, and magnetic induction (but 
with no rotational property allowed, even for conduction current); the 
whole work done by the impressed forces during the establishment of 
the steady state exceeds what would have been done had this state been 
instantly established (but then without any electric or magnetic energy) 
by twice the excess of the electric over the magnetic energy. That is, 


[uE -r-T N 28) 


where e stands for an element of impressed force, I‘ the current-density. 
at time t, To the final value, and 2 the space- integration to include all 
the impressed forces. (Black letters for vectors.) The theorem (28) 
seems the most explicit and general representation of what has been 
long recognised in a general way, that permitting electric displacement 
increases the activity of a battery, whilst permitting magnetisation 
decreases it. The one process is equivalent to allowing elastic yielding, 
and the other to putting on a load (not to increasing the resistance, as 
is sometimes supposed). 

Applying (28) to our pee case of one impressed voltage V, pro- 


ducing the final current C, we obtain 
fara ~Opdt = (U T (29) 
comparing which with (27), we see that 
T- U- C: =1ILG = 18 2 (30) 


confirming the generality of our results. 


General Theorem of Dependence of Disturbances solely on the Curl of the 
Impressed Forcive. 


8. It is scarcely necessary to remark that the 5 of Z and 2 
previously discussed do not apply merely to combinations consisting of 
coils of fine wire and condensers; the currents may be free to flow iu 
conducting masses or dielectric masses. Solid cores, for example, may 
be inse in coils within the combination. The only effect is to make 
the resultant resistance-operator at a given place more complex. 

But a further very remarkable property we do not recognise by 
regarding only common combinations of coils and condensers. If we, 
in the complex medium above defined, select any unclosed surface, or 
surface bounded by a closed line, and make it a shell of impressed 
voltage (analogous to a simple magnetic shell), thereby producing a 
potential-difference V between its two faces, and C be the current 
through the shell in the direction of the impressed voltage, there must 
be a definite resistance-operator Z connecting them, depending upon 


* Electrician, April 25, 1885, p. 490, [vol. 1., p. 464.) 
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the distribution of conductivity, permittivity, and inductivity through 

all space, and determinable by a sufficiently exhaustive analysis. The 

remarkable property is that the resistance-operator is the same for any 

surfaces having the same bounding-edge. For a closed shell of im- 
ressed voltage of uniform strength can produce no flux whatever. 
his is instructively shown by the equation of activity, 


% ET. anat (31) 


indicating that the sum of the activities of the impressed forces, or the 
energy added to the system per second, equals the total dissipativity Q, 
plus the rate of increase of the stored energies, electric and magnetic, 
throughout the system. Now here I is circuital; if, therefore, the 
distribution of e be polar, or e be the vector space-variation of a single- 
valued scalar potential, of which a simple closed shell of impressed 
force is an example, the left member of (31) vanishes, so that the dis- 
sipation, if any, is derived entirely from the stored energy. Start, 
then, with no electric or magnetic energy in the system; then the 
positivity of Q, U, and T ensures that there never can be any, under 
the influence of polar impressed force. Hence two shells of impressed 
force of equal uniform strength produce the same fluxes if their edges 
be the same; not merely the steady fluxes possible, but the variable 
fluxes anywhere at corresponding moments after commencing action. 
The only difference made when one shell is substituted for the other is 
in the manner of the transfer of energy at the places of impressed force; 
for we have to remember that the effective force producing a flux, or 
the “force of the flux,” equals the sum of the impressed force and the 
“ force of the field“; whereas the transfer of energy is determined by 
the vector product of the two forces of the field, electric and magnetic 
respectively. In (31) no count is taken of energy transferred from one 
seat of impressed force to another, reversibly, al! such actions being 
eliminated by the summation. 

It is well to bear in mind, when considering the consequences of this 
transferability of impressed force, especially in cases of electrolysis or 
the Volta-force, not only that the three physical properties of con- 
ductivity, permittivity, and inductivity, though sufficient for the state- 
ment of the main facts of electromagnetism, are yet not comprehensive, 
but also that they have no reference to molecules and molecular actions; 
for the equations of the electromagnetic field are constructed on the 
hypothesis of the ultimate homogeneity of matter, or, in another form, 
only relate to elements of volume large enough to allow us to get rid of 
the heterogeneity. 

As the three fluxes are determined solely by the vorticity (to borrow 
from liquid motion) of the vector impressed force, we cannot know the 
distribution of the latter from that of the former, but have to find 
where energy transformations are going on; for the denial of the law 
that eI’ not only measures the activity of an impressed electric force e 
on the current T, but represents energy received by the electromagnetic 
system at the very same place, lands us in great difficulties. 

Again, as regards the “ electric force of induction.” We cannot find 
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the distribution through space of this vector from the Faraday-law 
that its line-integral in a closed circuit equals the rate of decrease of 
induction through the circuit. We may add to any distribution 
satisfying this law any polar distribution without altering matters, 
except that a different potential function arises. In this case we do 
not even alter the transfer of energy. The electric force of the field is 
always definite ; but when we divide it into two distinct distributions, 
and call one of them the electric force of induction, and the other the 
force derived from electric potential, it is then quite an indeterminate 
problem how to effect the division, unless we choose to make the quite 
arbitrary assumption that the electric force of induction has nothing of 
the polar character about it (or has no divergence anywhere), when of 
course it is the other part that possesses the whole of the divergence. 
This fact renders a lars z of some mathematical work on the 
electromagnetic field that I have seen redundant, as we may write 
down the final results at the E In the course of some in- 
vestigations concerning normal electromagnetic distributions in space 
I have been forcibly struck with the utter inutility of dividing the 
electric field into two fields, and by the simplicity that arises by not 
doing so, but confining oneself to the actual forces and fluxes, which 
describe the real state of the medium and have the least amount of 
artificiality about them. Similar remarks apply to Maxwell’s vector- 

tential A. Has it divergence or not? It does not matter in the 
toast, on account of the auxiliary polar force. When the electric force 
iteelf is made the subject of investigation, the question of divergence of 
the vector-potential does not present itself at all. 

The lines of vorticity, or vortex-lines of the vector impressed force, 
are of the utmost importance, because they are the originating places 
of all disturbances. This is totally at variance with preconceived 
notions founded upon the fluid analogy, which is, though so useful in 
the investigation of steady states, utterly misleading when variable 
states are in question, owing to the momentum and energy belonging 
to the magnetic field, not to the electric current. Every solution 
involving impressed forces consists of waves emanating from the vortex- 
lines of impressed force (electric or magnetic as the case may be, but 
only the electric are here considered), together with the various 
reflected waves produced by change of media and other causes. At 
the first moment of starting an impressed force the only disturbance 
is at the vortex-lines, which are the first lines of magnetic induction. 


Examples of the Forced Vibrations of Electromagnetic Systems. 


(a). Thus a uniform field of impressed force suddenly started over all 
space can produce no effect. For, either there are no vortex-lines at 
sil or they are at an infinite distance, so that an infinite time must 
elapse to produce any effect at a finite distance from the origin. 

(b). Copper and zinc put in contact. Whether the Volta-force be at 
the contact or over the air-surfaces away from and terminating at the 
contact (if perfectly metallic), the vortex-line is the common meeting- 
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place of air, zinc, and copper; the first line of magnetic force is there, 
and from it the disturbance proceeds into the metals and out into the 
air, which ends in the steady electric field.* 

Since the vortex-lines or tubes are closed, we need only consider one 
at present—say, that due to a simple shell of impressed force. If it be 
wholly within a conductor, the initial wave emanating from it is so 
rapidly attenuated by the conductivity (the 55 akin to 
repeated internal reflexions, say reflexion of 9 parts and transmission 
of 1 part, repeated at short intervals) that the transmission to a distance 
through the conductor (if good) becomes a very slow process, that of 
diffusion. Consequently, when the impressed force is rapidly alternated, 
there is no sonable disturbance except at and near the vortex-line. 

But if there be a dielectric outside the conductor, the moment dis- 
turbances reach it, and therefore instantly if the vortex-line be on the 
boundary, waves travel through the dielectric at the of light 
unimpeded, and without the attenuating process within the conductor, 
which therefore becomes exposed to electric force all over its boundary 
in a very short time ; hence diffusion inward from the ponerse? fe The 
electric telegraph would be impossible without the dielectric. It would 
take ages if the wire itself had to be the seat of transfer of energy. 

(c). In the magnetic theory of the rise of current in a wire we have, 
at first sight, an exception to the law that at the first moment there 
is no disturbance except at the vortex-lines of impressed force. But it 
is that theory which is incorrect, in assuming that there is no displace- 
ment. This is equivalent to making the apo of propagation through 
the dielectric infinitely great; so that we have results mathematically 
equivalent to distributing the impressed force throughout the whole 
circuit, and therefore its vortex-lines over the whole boundary. In 
reality, with finite speed, the disturbances come from the real vortex- 
lines in time. l 

There is still a limitation of the disturbances to the neighbourhood 
of the vortex-lines when they are on the boundary of the conductor, 
and the periodic 1 is sufficiently great, the impressed force being 
within the conductor. [The attenuation by resistance is referred to.] 

But in a nonconducting dielectric this effect does not occur, at least 
in any case I have examined. On the contrary, as the frequency is 
raised, there is a tendency to constancy of amplitude of the waves sent 
out from the edge of a simple sheet of impressed force, or from a shell 
of vortex-lines of the same, in a dielectric. Very remarkable results 
follow from the coexistence of the primary and reflected waves. Thus: 

(d). If a 1 portion of an infinitely extended dielectric have a 

] 


uniform field of alternating impressed force within it, and the radius a, 
the wave-frequency n/27, and the speed v be so related that 
tan = ad 
v v 


* Some Remarks on the Volta Force, Journal S. T. E. & E., 1885 [vol. 1., 
p. 425} 
+ The Electrician, June 25, 1886, p. 129 [Vol. t1., p. 60] 
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there is no disturbance outside the sphere. There are numerous 
similar cases; but this is a striking one, because, from the distribution 
of the impressed force, it looks as if there must be external displacement 
produced by it. There is not, because the above relation makes the 
primary wave outward from the surface of the sphere, which is a shell 
of vorticity, be exactly neutralised by the reflexion, from the centre, 
of the primary wave inward from the surface. 

(e). if, instead of alternating, the uniform field of impressed force in 
(d) be steady, the final steady electric field due to it takes the time 
(r +a)/v to be established at distance r from the centre. The moment 
the as | wave inward reaches the centre, the steady state is set up 
there; and as the reflected wave travels out, its front marks the 
boundary between the steady field (final) and a spherical shell of 
depth 2a, within which is the uncancelled first portion of the primary 
wave outward from the surface; which carries out to an infinite 
distance an amount of energy equal to that of the final steady electric 
field. This is the loss by radiation. (The magnetic energy in this 
shell equals half the final electrie energy on the whole journey ; the 
electric energy in the shell is greater, but ultimately becomes the 
same.) In practical cases this energy would be mostly, perhaps wholly 
dissipated in conductors. 

( H. If a uniformly distributed impressed force act alternatingly 
longitudinally within an infinitely long circular cylindrical portion of a 
dielectric, the axis is the place of reflexion of the primary wave inward, 
and the reflected wave cancels the outward primary wave when 

J,(na/v) =0 ; 
so that there is no external disturbance, except at first. Here a = radius 
of cylinder. 

(g). There is a similar result when the vorticity of impressed force 
takes the place of impressed force in ( 75 

i If the alternating impressed force act uniformly and longi- 
tudinally in a thin conducting-tube of radius a, with air within and 
without, then J 

o(na/v) = 0 


destroys the external field and makes the conduction-current depend 
upon the impressed force only. And if we put a barrier at distance z 
to serve as a perfect reflector, that is, a tube of infinite conductivity, 
J (nziv) = 0 
makes the electric force of the field in the inner tube be the exact 
negative of the impressed force ; so that there is no conduction-current. 
The electromagnetic field is in stationary vibration. If the inner tube 
be situated at one of the nodal surfaces of electric force, the vibrations 
mount up infinitely. 
(i). If, in case (4), the impressed force act circularly about the axis 
of the inner tube (which may be replaced by 9 0 of small depth), 
J (na/v) =0 
destroys the external field, and 
Ji(nz/v) =0 
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makes the electric force of the field the negative of the impressed force, 
and so destroys the conduction-current. 

(j). We can also destroy the longitudinal force of the field in a con- 
ductor without destroying the external field. Let it be a wire of 
steady resistance in a dielectric, and the impressed force in it be 


e = e COS MT COS nt 


per unit length. Then m =n/v makes e be the force of tle flux, in the 
wire ; so that the current is Ke, if K be the conductance of unit length. 

These examples are mostly selected from a paper I am now writin 
on the subject of electromagnetic waves, which I hope to be permitt 
to publish in this Journal. 

If the electric and magnetic energies, and the dissipation of energy, 
in a given system be bounded in their distribution, it is clear that the 
resistance operator is a rational function of p. But should the field be 
boundless, as when conductors are contained in an infinitely extended 
dielectric, then just as complete solutions in infinite series of normal 
solutions may become definite integrals by the infinite extension, so 
may the resistance-operator become irrational. We may also have to 
modify the meaning of the sinusoidal K’ from representing mean 
resistance only, on account of the never-ceasing outward transfer of 
energy so long as the impressed force continues. 


Induction-Balances—General, Sinusoidal, and Impulsive. 


9. Returning to a finite combination represented by V= ZC, there 
are at least three kinds of induction-balances possible. First, true 
balances of similar systems, where we balance one combination against 
another which either copies it identically or upon a reduced scale, 
without any reference to the manner of variation of the impressed 
farce. Along with these we may naturally include all cases in which 
the Z of a combination, in virtue of 3 internal relations, reduces 
to a simpler form representing another combination, equivalent so far 
as V and C are concerned. The telephone may be employed with 

eat advantage, and is, in fact, the only proper thing to use, especially 
for the observation of phenomena. 

There are, next, the sinusoidal-current balances. These are also 
true, in being independent of the time, so that the telephone may be 
used; but are of course of a very special character otherwise. ere 
any combination is made equivalent to a mere coil if L’ be positive, or 
to a condenser if S’ be positive ($ 3 and 4), and so may be balanced by 
one or the other. But intermittences of current cannot be safely taken 
to represent sinusoidality, and large errors may result from an assumed 
equivalence. 

In the third kind of balances it is the impulsive inductance that is 
balanced against some other impulsive inductance, positive or negative 
as the case may be; or perhaps the impulsive inductance of a com- 
bination is made to vanish, by ae the electric and magnetic 
energies in it when its state is steady. The rule that the impulsive 
balance in a Christie arrangement without mutual induction between 
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the four sides is given A equating to zero the coefficient of p in 
the expansion of Z.Z, -— 243 in powers of p, where Z,, etc. are the 
resistance-operators of the four sides,* is in agreement with the rule 
derived from (24) or (25) above, to make tho impulsive inductance of 
one combination vanish. Impulsive, or “kick” balances, naturally 
require a galvanometer. Even then, however, the method is sometimes 
unsatisfactory, when the opposing influences which make up the 
impulse are not sufficiently simultaneous, as has been pointed out by 
Lord Rayleigh.t 

There is also the striking method of cumulation of impulses employed 
by Ayrton and Perry,{ employing false resistance-balances. It seems 
complex, and of rather difficult theory; but, just as a watch is a 
complex piece of mechanism, and is yet thoroughly practical, so 
perhaps the secohmmeter may have a brilliant career before it. 

Several interesting papers relating to the comparison of inductances 
and permittances have appeared lately. It is usually impulsive balances 
that are in question, probably because it is not the observation of 
phenomena that is required, but a direct, even if rough, measurement 
of the inductance or permittance concerned, often under circumstances 
that do not well admit of the use of the telephone. Only one of these 

rs, however, contains anything really novel, scientifically, viz., that 
of Mr. W. H. Preece, F.R.S.,§ who concludes, from his latest researches, 
that the “coefficient of self-induction” of copper telegraph-circuits is 
nearly zero, the results he gives being several! hundred times smaller 
than the formula derived from electromagnetic principles asserts it to 
be. Here is work for the physicist. 

10. To equate the expressions for the electric and magnetic energies 
of a combination is, I find, in simple cases, the easiest and most direct 
way of furnishing the condition that the impulsive inductance shall 
vanish. Thus, if there be but one condenser and one coil, SV? = LC? is 
the condition, S and L being the permittance and the inductance 
respectively, V the voltage of the condenser, and C the current in the 
coil. The relation between V and C will be, of course, dependent upon 
the resistances concerned.|| But in complex cases, and to obtain the 
value of the impulsive inductance when it is not zero, equation (24) is 
most useful. 


The Resistance Operator of a Telegraph Circuit. 


The following illustration of the properties of Z and 3 is a complex 
one, but I choose it because of its comprehensive character, and because 
it leads to some singular extreme cases, interésting both mathematically 


* On the Self-Induction of Wires,” Part VL, Phil. Mag., Feb. 1887 [vol. N., 
p. 263]. 

+ Electrical Measurements, p. 65. 

+ Journ. Soc. Tel. Engineers and Electricians, 1887. 


§ B.A. Meeting, 1887: ‘‘On the Coefficient of Self-Induction of Iron and 
Copper Wires.” 


If the condenser shunts the coil, making V=RC, we get the case brought 
before the S. T. E. & E. by Mr. Sumpner, with developments. 
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and in the physical interpretation of the apparent anomalies. Let the 
combination be a telegraph-circuit, say a pair of parallel copper wires, 
of length /; resistance R, permittance S, inductance L, and leakage- 
conductance K, all per unit length, and here to be considered strictl 

constants, or independent of p. Let the two wires be joined throu 4 
an arrangement whose resistance-operator is Z, at the distant end B; 
then the resistance-operator at the beginning A of the circuit is given 


b + 
Í z- (BAIDU tan mind) (32) 
1+(K+Sp)lZ,{(tan ml)/(ml)}’. 
if -m = (RT Lp) K+Sp).  c.ccccccscscscccceeees (33) 
Take Z, =0 for the present, or short-circuit at B. This makes 
Z=(R+ Lp\l(tan mi) / mii . (34) 
and the steady resistance at A is therefore 
0 = Ri (tan mol) / ml one as (35) 


if —m = RK. Also, differentiating (34) to p, and then making p = O, 


we find 
-L -I ( 8 T) +} eL K) ae (36) 


represents the impulsive inductance. 

f we put 8-0 in (36) we make the arrangement magnetic, and then 
Lo is positive. If we put L=0, we make it electrostatic, and L, is nega- 
tive, or S,, the impulsive permittance, is positive. It is to be noticed that 
there is no confusion when both energies are present; that is, there 
are no terms in Z$ containing products of real permittances and induct- 
ances, which is clearly a general property of resistance-operators, 
atherwise the two energies would not be independent. 

We may make L, vanish by special relations, Thus, if there be no 
leakage, or X= O, (38) is 

Lo L- Rl. RS agu ͥ (37) 
so that the magnetic must be one third of the electrostatic time- 
constant to make the “extra-current” and the static charge balance. 
(The length of the circuit required for this result may be roughly stated 
as about 60 kilometres if it be a single copper wire of 6 ohms per 
kilometre, 4 metres high, with return through the ground; but it 
varies considerably, of course.) 

But if leakage be now added, it will increase the relative importance 
of the magnetic energy, so that the length of the circuit requires to be 
increased to produce a balance. This goes on until X reaches the 
value R/ L, when, as an examination of (36) will show, the length of 
the circuit needs to be infinitely great. The same formula also shows 
that if X be still greater, Z, cannot be made to vanish at all, being then 
always positive. 


On the Self-Induction of Wires,” Part IV., Phil. Mag., Nov., 1886 
[vol. 11., p. 232; also p. 247 and p. 105.] 
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11. Now let the circuit be infinitely long. Equation (35) reduces to 
the irrational form 


Z= ＋ (R TID)K T Sp) „ 38) 


with ambiguity of sign. Of course the positive sign must be taken. 
The negative appears to refer to disturbances coming from an infinite 
distance, which are out of the question in our problem, as there can be 
no reflexion from an infinite distance. But equation (38) may be 
obtained directly in a way which is very instructive as regards the 
structure of resistance- operators. Since the circuit is infinitely long, Z 
cannot be altered by cutting-off from the beginning, or joining on, any 
length. Now first add a coil of resistance Hi and inductance Ii in 
sequence, and a condenser of conductance K, and permittance Si, in 
bridge, at A, the beginning of the circuit. The effect is to increase Z 
to Z,, where 
22 [AKI SID ＋ (RI + LIp TZ) pts wee (39) 
i. e., the reciprocal of the new Z, or the new conductance- operator, 
equals the sum of the conductance- operators of the two branches in 
parallel, one the conducting condenser, the other the coil and circuit in 
sequence. (39) gives the quadratic 
23+(R,+L,p)Z,=(R, + L,p)(K, ＋ SID) I... . (40) 
Now choose Ri, LI, KI, S,, in exact proportion to R, L, K, and S, and then 
make the former set infinitely small. The result is that we have added 
to the original circuit a small piece of the same type, so that Z, and 2 
are identical, and that the coefficient of the first power of Z, in (40) 
vanishes. Therefore (40) becomes 


Z= (NT Lp}(K+ Sy) li.. (41) 
This fully serves to find the sinusoidal solution. Differentiating it, we 
find 
L RS 
IE cee E ee ere 42 


corroborating the previous result as to the vanishing of L when the 
circuit is infinitely long by equality of RS and KJ, and the positivity 
of Lo when KL > BS. 


The Distortionless Telegraph Circuit. 


12. Now, in the singular case of R/L = K/S, we have, by (41) and (42), 

2 In, Lo = 0, err rere eee eee eee eee ee ee) (43) 

if v= (LS), the speed of transmission of disturbances along the circuit. 

The resistance-operator has reduced to an absolute constant, and the 

current and transverse voltage are in the same phase, altogether 

independent of the frequency of wave-period, or indeed of the manner 

of variation. The quantity Lr, or L x 30 ohms, approximately, if the 

dielectric be air, is strictly, and without any reservation, the impedance 
of the circuit at A, but it is only exceptionally the resistance, 

H.E.P.—VOL. II. 2A 


370 ELECTRICAL PAPERS. 


Make V= f(t), at A, an arbitrary function of the time; then, if . 
and C, are the transverse voltage and the current at distance z from A 
at time t, we shall have 


V. H- ajo)", % aissein (44) 


or all disturbances originating at A are transmitted undistorted along 
the circuit at the speed v, attenuating at a rate indicated by the 
exponential function. (I have elsewhere“ fully developed the properties 
of this distortionless circuit, and only mention such as are necessary to 
understand the peculiarities connected with the present subject-matter.) 
The electric and magnetic energies are always equal, not only on the 
whole, but in any part of the circuit; this accounts for the disappear- 
ance of L and the bringing of J and C, to the same phase, as we 
should expect from § 4. But in the present case Z, or Lv, or Ii, for 
they are all equal, is only the resistance when the steady state due to 
the steady V at A is arrived at (asymptotically), or the effective 
resistance at a given frequency when V is sinusoidal, and sufficient time 
has elapsed to have allowed V, and C, to become sinusoidal to such a 
distance from A that we can neglect the remainder of the circuit into 
which greatly attenuated disturbances are still being transmitted. . 

13. Now, since the impedance is unaltered by joining on at A any 
length df circuit of the same type, and is a constant, it follows that the 
impedance at A of a distortionless circuit as above described, but of 
finite length, stopping at B, where x= l, with a resistance of amount Lv 
inserted at B, is also a constant, viz. the same Lv. To corroborate, take 
RS=KL and Zi- Lv in the full formula (32). The result is Z= Lu. 
The interpretation in this case is that all disturbances sent from A are 
absorbed completely by the resistance at B immediately on arrival, 
so that the finite circuit behaves as if it were infinitely long. The 
permanent state due to a steady V at A is arrived at in the time l/r. 
The impedance and the resistance then become identical. 

14. If, in the case of § 12, we further specialize by taking R=0, 
K = O, producing a perfectly insulated circuit of no resistance, the 
impedance is, as before, Iv; but no part of it is resistance, or ever can 
be, in spite of the identity of phase of V and C. However long we 
may keep on a steady V at A, we keep the impressed force working at 
the same rate, the energy being entirely employed in increasing the 
electric and magnetic energies at the front of the wave, which is 
unaitenuated, and cannot return. 

But if we cut the circuit at B, at a finite distance J, and there insert 
a resistance Lv, the effect is that, as soon as the front of the wave 
reaches B; the inserted resistance immediately becomes the resistance 
of the whole combination; or the impedance instantly becomes the 
resistance, without change of value. 

15. As a last example of singularity, substitute a short-circuit for the 
terminal resistance Ly just mentioned. Since there is now no resistance 
in any part of the system, if we make the state sinusoidal everywhere, 


*«< Electromagnetic Induction and its Propagation,” Sections XL. to L., Electri- 
cian, 1887 [vol. II., pp. 119 to 155). 
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by V sinusoidal at A, R’ must vanish, or V and C be in perpendicular 
prano due to the infinite series of to-and-fro reflexions. We now 


ve, by (32), 


„ Tp tan plt/v) _ 77, tan(nl/v) 
2 . Ip . (45) 


if n/2r = frequency, and R’ has disappeared. 

If, on the other hand, V be steady at A, the current increases without 
limit, every reflexion increasing it by the amount V/ Lv at A or at B 
(according to which end the reflexion takes place at), which increase 
then extends itself to B or A at speed v. The magnetic energy mounts 
up infinitely. On the other hand, the electric energy does not, fluctu- 
ating perpetually between O when the circuit is uncharged, and 3817 
when fully charged. The impedance of the circuit to the impressed 
force at A is Lo for the time 2% after starting it; then 3 IL for a 
second period 2//v; then Iv for a third period, and so on. 

It will have been observed that I have, in the last four paragraphs, 
used the term impedance in a wider sense than in § 3, where it is the 
ratio of the amplitude of the impressed force to the amplitude of the flux 
produced at the place of impressed force when sufficient time has elapsed 
to allow the sinusoidal state to be reached, when that is possible. The 
justification for the extension of meaning is that, since in the distortion- 
less circuit of infinite length, or of finite length with a terminal resistance 
to take the place of the infinite extension, we have nothing to do with 
the periodic frequency, or with waiting to allow a special state to be 
established, it is quite superfluous to adhere to the definition of the 
last sentence; and we may enlarge it by saying that the impedance of 
a combination is simply the ratio of the force to the flux, when it 
happens to be a constant, which is very exceptional indeed. I may 
add that R, L, K, and S need not be constants, as in the above, to pro- 
duce the propagation of waves without tailing. All that is required is 
R/L = K/S, and Lv = constant; so that R and L may be functions of z. 
The speed of the current, and the rate of attenuation, now vary from 
one part of the circuit to another. , 


The Use of the Resistance-Operator in Normal Solutions. 


16. In conclusion, consider the application of the resistance-operator 
to normal solutions. If we leave a combination to itself without 
impressed force, it will subside to equilibrium (when there is resistance) 
in a manner determined by the normal distributions of electric and 
magnetic force, or of charges of condensers and currents in coils; a 
normal system being, in tho most extended sense, a system that, in 
subsiding, remains similar to itself, the subsidence being represented 
by the time-factor e“, where p is a root of the equation Z=0. It is 
true that each part of the combination will usually have a distinct 
resistance-operator ; but the resistance-operators of all parts involve, 
and are contained in, the same characteristic function, which is merely 
the Z of any part cleared of fractions. It is sometimes useful to 
remember that we should clear of fractions, for the omission to do so 
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may lead to the neglect of a whole series of roots; but such cases 
are exceptional and may be foreseen; whilst the employment of a 
resistance-operator rather than the characteristic function is of far 

eater general utility, both for ease of manipulation and for physical 
interpretation. 

Given a combination containing energy and left to itself, it is upon the 
distribution of the energy that the manner of subsidence depends, or 
p the distribution of the electric and magnetic forces in those 
of the system where the permittivity and the inductivity are finite, or 
are reckoned finite for the purpose of calculation. Thus conductors, 
if they be not also dielectrics, have only to be considered as regards the 
magnetic force, whilst in a dielectric we must consider both the electric 
and the magnetic force. (The failure of Maxwell’s general equations of 
propagation arises from the impossibility of expressing the electric 
energy in terms of his potential function. The variables should always 
be capable of expressing the energy.) Now the internal connexions of 
a system determine what ratios the variables chosen should bear to one 
another in passing from place to place in order that the resultant system 
should be normal; and a constant multiplier will fix the size of the 
normal system. Thus, supposing u and w are the normal functions of 
voltage and current, which are in most probloms the most practical 
variables, the state of the whole system at time ¢ will be represented by 


V=} Au”, O = Auer; erer 46) 


being the real voltage at a place where the corresponding normal 
voltage is u, and C the real current where the normal current is w, the 
summation extending over all the p-roots of the characteristic equation. 
The size of the systems, settled by the 4’s (one for each p) are to be 
found by the conjugate property of the vanishing of the mutual energy- 
difference of any pair of p-systems, applied to the initial distributions 
of V and C. 

17. To find the effect of impressed force is a frequently recurring 
problem in practical applications; and here the resistance-operator 18 
specially useful, giving a general solution of great simplicity. Thus, 
suppose we insert a steady impressed force e at a place where the 
resistance-operator is Z, producing e= ZC thereafter. Find C in terms 
ofeand Z. The following demonstration appears quite comprehensive. 
Convert the problem into a case of subsidence first, by substituting a 
condenser of permittance S, and initial charge Se, for the impressed 
force. By making S infinite later we arrive at the effect of the steady e. 
In getting the subsidence solution we have only to deal with the ener 
of the condenser, so that a knowledge of the internal connexions of the 
system is quite superfluous. 

The resistance-operator of the condenser being (Sp) -l, that of the 
combination, when we use the condenser, is Zi, where 


AE eo age Ee (47) 


Let V and C be the voltage and the current respectively, at time ¢ after 
insertion of the condenser, and due entirely to its initial charge. 
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Equations (46) above express them, if u and w have the special ratio 
proper at the condenser, given by 


JC (48) 
because the current equals the rate of decrease of its charge. Initially, 
we have e=2 Au and T Aw=0. So, making use of the conjugate 
property, “ we have 

Seu = 2( U, T AM . . . (49) 
if U, be the electric and T, the magnetic energy in the normal system. 
But the following property of the resistance-operator is also true,“ 

da 
X(T,- U,)= ae C (50) 


that is, dZ,/dp is the impulsive inductance in the p system at a place 
where the resistance- operator is Z, p being a root of Z1 = O; just as 
d giſdp with p=0 is the impulsive inductance (complete) at the same 
place. Using (50) in (49) gives 


A= - (Seu) + (wi). an e (51) 
Now use (48) in (51) and insert the resulting 4 in the second of (46), 
and there results 
f Cut 
C= 2 FFFCCCCCCCCCCCC (52) 


where the accent means differentiation to p. This is the complete 
subsidence solution. Now increase & infinitely, keeping ¢ constant 
Zi ultimately becomes Z ; but, in doing so, one root of Z, =0 becomes 
zero. We have, by (47), and remembering that Z, =0, 


PEI (Sp) +p ZTP (53) 


so, when S=oo and 2 = O, we have pZI =, for all roots except the 
one just mentioned, in which case p tends to zero and Z” is finite, 
making in the limit pZ{=Z,, by (53), where Z, is the p=0 value of Z, 
or the steady resistance. Therefore, finally, 


e e 
Cog + Ling FFF (54) 


where the summation extends over the roots of Z=0, shows the 
manner of establishment of the current by the impressed force e. The 
use of this equation (54), even in comparatively elementary problems, 
leads to a considerable saving of labour, whilst in cases involving partial 
differential equations it is invaluable.t To extend it to show the rise 
of the current at any other part of the system than where the impressed 


* „On the Self-Induction of Wires,” Phil. Mag., Oct. 1886 [vol. rr., pp. 202 
to 206}. 

+ In Part III. of On the Self-Induction of Wires,” I employed the Condenser 
Method, with application to a special kind of combination ; but, as we have seen 
from the above proof, (54) is true for any electrostatic and electromagnetic com- 
bination provided it be finite. 
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force is, it is necessary to know the connections, so that we may know 
the ratio of the current in a normal system at the new place to that at 
the old; inserting this ratio in the summation, and modifying the 
external Z, to suit the new place, furnishes the complete solution ere 
Or, use the more general resistance-operator Z,,, such that e,=Z,,C,, 
connecting the impressed force at any place z with the current at 
Ea e y. 

18. When the initial current is zero, as happens when there is self- 
induction without permittance at the place of e, and in other cases, (54) 
gives 


1 1 
aE F (55) 


showing that the normal systems may be imagined to be arranged in 
parallel, the resistance of any one being (- pZ’). 

To express the impulsive inductance Z% in terms of the normal Zs, 
multiply (54) by e and take the complete time- integral. We obtain 


e A e? 
; J- )#=-20- T)= — pi” 0 % % % „ „ „„ „ 20 „ (56) 
remembering (29). Or, using (26), 
1 
752 Dp. e 010 e E e e e e d e © ese ere (57) 


In electrostatic problems the roots of Z = O are real and negative, as 
is also the case in magnetic problems. There are never any oscillatory 
results in either case, and the vanishing of Z’ is then accompanied by 
vanishing of the corresponding normal functions, to prevent the oscilla- 
tions which seem on the verge of occurring by the repetition of a root 
which Z’/=0 implies.* When both energies are present, the real parts 
of the imaginary roots are always compelled to be negative by the 
positivity of U, T, and of Q the dissipativity. 

When 2 is irrational, it is probable that the complete solution 
corresponding to (54) might be immediately derived from Z. In tbe 
case of (41), f however, the application is not obvious, although there is 
no difficulty in passing from the (54) solution to the corresponding 
definite integrals which arise when the length of the circuit is infinitely 
increased. 


* [See p. 529, vol. 1. Also Thomson and Tait, Part 1., § 343c and after, relating 
to Routh’s Theorem, given in his Adam's Prize Essay, Stability of Motion.’’) 


+ [Done in El. Mag. Waves, 1888. Arts. XLIII. and XLIV. later.] 


QN ELECTROMAGNETIC WAVES. PART I. 375 


XLII. ON ELECTROMAGNETIC WAVES, ESPECIALLY IN 
RELATION TO THE VORTICITY OF THE IMPRESSED 
FORCES; AND THE FORCED VIBRATIONS OF ELECTRO- 
MAGNETIC SYSTEMS. 

Phil. Mag., 1888; Part I., Feb , p. 180; Part II., March, p. 202; Part III., 

uly, 319 Part IV., October, p. 3603 Part V., November, 5 434; Part VI., 

December, 1888, p. 488.] 


Part I. 
Summary of Electromagnetic Connections. 

1. To avoid indistinctness, I start with a short summary of Maxwell's 
echeme, so far as its essentials are concerned, in the form given by me 
in January, 1885.* 

Two forces, electric and magnetic, E and H, connected linearly with 
the three fluxes, electric displacement D, conduction-current C, and 
magnetic induction B; thus 

B= pH, C = kE, D = (cjir)E crs (1) 

Two currents, electric and magnetic, T and d, each of which is 

roportional to the curl or vorticity of the other force, not counting 


impressed ; thus, 
crl (Mia bjs drl y iori a (2) 
curl (e- EB) = 4A ů jj (3) 


where e and h are the impressed parts of E and H. These currents 
are also directly connected with the corresponding forces through 


r=C+D, GB) Awe. cccivetatiataerer: (4) 
An auxiliary equation to exclude unipolar magnets, viz. 
/. A (5) 


expressing that B has no divergence. The most important feature of 
this scheme is the equation (3), as a fundamental equation, the natural 


. to (2). 

e derived energy- relations are not necessary, but are infinitely too 
useful to be ignored. The electric energy U, the magnetic energy 7, 
and the dissipativity Q, all per unit volume, are given by 


U=}ED, 1T=3HB/4z, = EW ...... ͥ (6) 
The transfer of energy W per unit area is expressed by a vector product, 
WS V(E- e) (H- h) /r . (7) 

and the equation of activity per unit volume is 
e hd OT 04+ T+div W. (8) 


from which W disappears by integration over all space. 
The equations of propagation are obtained by eliminating either E or 


See the opening sections of Electromagnetic Induction aud its Propagation,” 
Electrician, Jau. 3, 1885, and after [Art. XXX., vol. I., p. 429]. 


376 ELECTRICAL PAPERS. 


H between (2) and (3), and of course take different forms according to 
the geometrical coordinates selected. 

In a recent paper I gave some examples* illustrating the extreme 
importance of the lines of vorticity of the impressed forces, as the 
sources of electromagnetic disturbances. Those examples were mostly 
selected from the extended developments which follow. Although, 
being special investigations, involving special coordinates, vector 
methods will not be used, it will still be convenient occasionally to use 
the black letters when referring to the actual forces or fluxes, and to 
refer to the above equations. Phe German or Gothic letters employed 
by Maxwell I could never tolerate, from inability to distinguish one 
from another in certain cases without looking very hard. As 2 ates 
the notation EC for the scalar product of N and O (instead of the 
quaternionic.— SEC) it is the obvious practical extension of EC, the 
product of the tensors, what EO reduces to when E and O are parallel. t 


Plane Sheets of Impressed Force in a Nonconducting Dielectric. 


2. We need only refer to impressed electric force e, as solutions relat- 
ing to h are quite similar. Let an infinitely extended nonconducting 
dielectric be divided into two regions by an infinitely extended plane 
(z, y), on one side of which, say the left, or that of — z, is a field of e of 
uniform intensity e, but varying with the time. If it be perpendicular 
to the boundary, it produces no flux. Only the tangential component 
can be operative. Hence we may suppose that e is parallel to the 
plane, and choose it parallel tox. Then E, the force of the flux, is 

arallel to x, of intensity E say, and the magnetic force, of intensity 
E. is parallel to y. Let e=/(t); the complete solutions due to the 
impressed force are then 


E S po = Ft 2 v“ ꝛꝛhꝛꝛꝛꝛꝛꝛꝛꝛ (9) 
on the right side of the plane, where 2 is +, and 
E Su FG ＋ 2 d rſeb (10) 
on the left side of the plane, where zis—. In the latter case we must 
deduct the impressed force from E to obtain the force of the field, say 
F, which is therefore 
F= — f(t) U 2D) (11) 


* Phil. Mag. Dec. 1887, On Resistance and Conductance Operators,” § 8, p. 
487 [Art. XLII., vol. IL, p. 363). 

+ In the early part of my paper On the Electromagnetic Wave-Surface,” Phil. 
Mag., June, 1885 [Art. XXXI., vol. II., p. 1) I have given a short introduction to 
the Algebra of vectors (not quaternions) in a practical manner, i. e., without 
metaphysics. The result is a thoroughly practical working system. The matter 
is not an insignificant one, because the extensive use of vectors in mathematical 
physics is bound to come (the sooner the better), and my method furnishes a way 
of bringing them in without any study of Quaternions (which are scarcely wanted 
in Electromagnetism, though they may be added on), and allows us to work 
without change of notation, a Sree pt when the vectors are in special type, as 
they should be, being entities of widely different nature from scalars, I denote a 
vector by (say) E, its tensor by Z, and its x, y, 2 components, when wanted, by 
Ei, Ey, Az. The perpetually occurring scalar 5 of two vectors requires no 
prefix. The prefix V of a vector product should be a special symbol. 
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The results are most easily followed thus :—At the plane itself, where 
the vortex-lines of e are situated, we, by varying e, produce simultaneous 
changes in H, thus, 

7))ĩ];?¹u1AA˙ ꝛ· ONES (12) 


at the plane. This disturbance is then propagated both ways undis- 
torted at the speed v = (uc) i. 

On the other hand, the corresponding electric displacements are 

oppositely directed on the two sides of the plane. | 

ince the line-integral of H is electric current, and the line-integral 
of ¢ is electromotive force, the ratio of ¢ to H is the resistance-operator 
of an infinitely long tube of unit area ; a constant, measurable in ohms, 
being 60 ohms in vacuum, or 30 ohms on each side. Why it is a con- 
stant is simply because the waves cannot return, as there is no reflecting 
barrier in the infinite dielectric. 

3. If the impressed force be confined to the region between two 
parallel planes distant 2a from one another, there are now two sources 
of disturbances, which are of opposite natures, because the vorticity of 
e is oppositely directed on the two planes, so that the left plane sends 
out both ways disturbances which are the negatives of those simultanc- 
ously emitted by the right plane. Thus, if the origin of z be midway 
between the planes, we shall have 


wef pots N 
E=poH 70 - 77 70 x ) N (13) 
on the right side of the stratum of ¢, and 
~ ay (i472 stay . 
E u 70. - \+as(t+ z ) 1 (14) 
on the left side. If therefore e vary periodically in such a way that 
Ty //, ³·⁰ = S (15) 


there is no disturbance outside the stratum, after the initial waves have 
gone off, the disturbance being then confined to the stratum of impressed 
orce. 

Decreasing the thickness of the stratum indefinitely leads to the 
result that the effect due to e = f(t) in a layer of thickness dz at z = 0 is, 
on the right side, 


H- 28050 -{-45)}- -phi 858 (46) 


since mcv? = 1 ; on the left side the + sign is required. 
We can now, by integration, express the effect due to e= f(z, i), viz., 


__¢f? 4%, 2-2 c Pd 2— 20 
H= sf 47 eg AC eue, (7) 


1 d z= z ‘ltd 2227 
B=e-—| —f(t- jd ->| — | 
e- af F, ) EG z, ). (18) 
In these, however, a certain assumption is involved, viz. that e vanishes 
at œ both ways, because we base the formule upon (16), which concerns 
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a layer of e on both sides of which e is zero. Now the disturbances 
really depend upon de/dz, fur there can be none if this be zero. By 
(12) the elementary de/dz through distance dz instantly produces 


1 de 
Se Oe: 0 19 
24 dz a (19) 
at the place. If, therefore, e= f(z, t), the H-solution at any point con- 
sists of the positive waves coming from planes of de/dz on the left, pro- 
ducing say, Hi, and of H, due to the negative waves from the planes 
of de/dz on the right side, making the complete solution 


H=H,+ 4, Espl HHB) roria (20) 
where 
1 d Sa 
ek S / 2 
1 2¹⁰ ic v ’ ode ( 1) 
1 d 2— 27 
. (t+ v 3 ) ue. 0% % % OO — —⏑——— ] G (22) 


This is the most rational form of solution, and includes the case of 
e=f(t) only. The former may be derived from it by effecting the 
integrations in (21) and (22); remembering in doing so that the 
differential coefficient under the sign of integration is not the complete 
one with respect to 2’, as it occurs twice, but only to the second 2, and 
further assuming that ¢ = 0 at infinity. 


Waves in a Conducting Dielectric. How to remove the Distortion 
due to the Conductivity. 


4. Let us introduce a new physical property into the conducting 
medium, namely that it cannot support magnetic force without dissipa- 
tion of energy at a rate proportional to the square of the force, a 
property which is the magnetic analogue of electric conductivity. We 
make the equations (2) and (3) become, if p = d/dt, 


curl H = (47k + cp)B, (23) 
— curl E = (47g u . (24) 


if there be no impressed force at the spot, where g is the new coefficient 
of magnetic conductivity, analogous to k. 


Let 
4/27 = 1 911229 E= ., Soest (25) 
49 / 2 = 92. 21 — 728, H= HI. 
Substitution in (23), (24) leads to 
curl HI c ll. conceeses (26) 
— curl EIA TH cece eee ees (27) 


If s = 0, these are the equations of electric and magnetic force in a non- 
conducting dielectric. If therefore the new g be of such magnitude as 
to make s = 0, we cause disturbances to be propagated in the conducting 
dielectric in identically the same manner as if it were nonconducting, 
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but with a uniform attenuation at a rate indicated by the time- 
factor *. 


Undistorted Plane Waves in a Conducting Dielectric. 


5. Taking z perpendicular to the plane of the waves, we now have, 
as special forms of (23), (24), . 


d Hſdæ - (ſxx A E. . 28) 
~ dE /dz= (arg uf 29) 


E being the tensor of I, parallel to x, and H the tensor of H, parallel 
to 8 and both being functions of z and t. 

iven E = E, and H= H, at time = 0, functions of z only, decompose 
them thus, 


Here f, makes the positive and f, the negative wave, and at time i the 
solutions are, due to the initial state, when s=0, 


r f(z— vt) L. N vt) ] . 32) 
pol =e" { f (20t) . v0). . . (38) 


The only difference from plane waves in a nonconducting dielectric is 
in the uniform attenuation that goes on, due to the dissipation of 
energy, which is so balanced on the electric and magnetic sides as to 
annihilate the distortion the waves would undergo were s finite, whether 
positive or negative. 


Practical Application. Imitation of this Effect. 


6. When I introduced * the new property of matter symbolized by 
the coefficient g, it was merely to complete the analogy between the 
electric and magnetic sides of electromagnetism. The property is non- 
existent, so far as I know. But I have more recently found how to 
precisely imitate its effect in another electromagnetic problem, also 
relating to plane waves, making use of electric conductivity to effect 
the functions of both * and g in & 4 and 5. In the case of § 5, first 
remove both conductivities, so that we have plane waves unattenuated 
and undistorted. Next put a pair of parallel wires of no resistance in 
the dielectric, parallel to z, and let the lines of electric force terminate 
upon them, whilst those of magnetic force go round the wires. We 
shall still have these plane electromagnetic waves with curved lines of 
force propagated undistorted and unattenuated, at the same speed ». 
If V be the line-integral of I across the dielectric from one wire to the 
other, and 47C be the line-integral of H round either wire, we shall 


have 
VCC (34) 
c A a wcueacia les (35) 


* See first footnote [p. 375). 
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(34) taking the place of (29), and (35) of (28), with k and g both zero. 
Here L and S are the inductance and permittance of unit length of the 
circuit of the el wires, and v= (LS) 

Next let the wires have constant resistance R per unit length to 
current in them, and let the medium between them be conducting (to a 
very low degree), making K the conductance per unit length across 
from one wire to the other. We then turn the last equations into 


d Vjdæ = (RIC (36) 
- dOjdz (KSD (37) 


and have a complete imitation of the previous unreal problem. The 
two dissipations of energy are now due to R in the wires, and to K in 
the dielectric, it being that in the wires which takes the place of the 
unreal magnetic dissipation. The relation R/L = K/S, which does not 
require excessive leakage when the wires are of copper of low resist- 
ance, removes the distortion otherwise suffered by the waves. I have, 
however, found that when the alternations of current are very rapid, as 
in telephony, there is very little distortion produced by copper wires, 
even without the leakage required to wholly remove it, owing to / Ln 
ene small, n/2r being the frequency; an effect which is greatly 
assisted by increasing the inductance (see Note A, [p. 392]). Of course 
there is little resemblance between this problem and that of the long 
and slowly-worked submarine cable, whether looked at from the 
ee side or merely from the numerical point of view, the results 
ing then of different orders of magnitude. A remarkable misconcep- 
tion on this point seems to be somewhat generally held. It seems to be 
imagined that self-induction is harmful* to long-distance telephony. 
The precise contrary is the case. It is the very life and soul of it, as is 
proved both by practical experience in America and on the Continent 
on very long copper circuits, and by examining the theory of the 
matter. I have proved this in considerable detail; f but they will not 
believe it. So far does the misconception extend that it has perhaps 
contributed to leading Mr. W. H. Preece to conclude that the coefficient 
of self-induction in copper circuits is negligible (several hundred times 
smaller than it can possibly be), on the basis of his recent remarkable 
experimental researches. 
he following formula, derived from my general formulæ f, will show 
the réle 1 self- induction Let R and L be the resistance and 
inductance per unit length of a perfectly insulated circuit of length /, 
short-circuited at both ends. Lot a rapidly sinusoidal impressed force 
of amplitude e act at one end, and let Co be the amplitude of the 


* W. H. Preece, F. R. S., On the Coefficient of Self-Induction of Copper 
Wires, B. A. Meeting, 1887. 

+.“ El. Mag. Ind. and its Propagation,” Electrician, Sections XL. to L. (1887) 
[vol. II., pp. 119 to 155]. 

+ See the sinusoidal solutions in Part II. and Part. V. of On the Self- Induction 
of Wires,” Phi. Mag., Sept. 1886 and Jan. 1887 vol. 11., pp. 194 and 247. 
Also p. 62]. 
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current at the distant end. Then, if the circuit be very long, 
we 279. 
C= To G (38) 


where v is the speed (LS) = (uc) i, provided R/ In be small, say . 
It may be considerably greater, and yet allow (38) to be nearly true. 
We can include nearly the whole range of telephonic frequencies by 
using suspended copper wires of low resistance. * 

It is resistance that is so harmful, not self-induction ; as, in combina- 
tion with the electrostatic permittance, it causes immense distortion of 
waves, unless counteracted by increasing the inductance, which is not 
often practicable (see Note B, [p. 393). 


Distorted Plane Waves: in a Conducting Dielectric. 


7. Owing to the fact that, as above shown, we can fully utilize solu- 
tions involving the unreal g, by changing the meaning of the symbols, 
whilst still keeping to plane electromagnetic waves, we may preserve g 
in our equations (28) and (29), remembering that H has to become C, 
E become , 41 become K, c become S, 419 become R, and n become 
L, when making the application to the possible problem; whilst, when 
dealing with a real conducting dielectric, g has to be zero. 

Required the solutions of (28) and (29) due to any initial states E 


and H, when s is not zero. Using the notation and transformations of 
(25), (or direct from (26), (27)), we produce 
-dH [dz cs ＋ οE b . oes (39) 
d Eiſdæ = 8 ＋ Il q q (40) 
from which 
10d Hi/ dz) = (P — 82) HII . (41) 


with the same equation for Zi. 

The complete solution may be thus described. Let, at time 1 = O, 
there be H= H, through the small distance a at the origin. This 
immediately splits into two plane waves of half the amplitude, which 
travel to right and left respectively at speed v, attenuating as they 
progress, so that at time f later, when they are at distances +t from 
the origin, their amplitudes equal 


„ E TE E ES (42) 

with corresponding E's, viz., 
bpv He and CV (43) 
on the right and left sides respectively. These extend through the 
* The explanation of the 1Ly dividing eg in (38), instead of the Lv we might 
expect from the uv resistance-operator of a tube of unit section infinitely long one 
way only, is that, on arrival at the distant end of the line, the current is immedi- 

ate 


y doubled in amplitude by the reflected wave. The second and following 
reflected waves are negligible, on account of the length of the line. 
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distance a. Between them is a diffused disturbance, given by 


Hanis 40 vf]. r 44) 
E= 451 z 8 2 ey, ere (45) 


in which 2 > 2. 

In a similar manner, suppose initially E = E, through distance a at 
the origin. Then, at time ¢ later, we have two plane strata of depth a 
at distance vt to right and left respectively, in which 


ES,“, 8 (46) 


the + sign to be used in the right-hand stratum, the — in the left. 
And, between them, the diffused disturbance given by 


E= 20 a$ TOEG s ee), ere (47) 
H= 725 = zy a veil. e 48) 


Knowing thus the effects due to initial elements of E, and Ha, we 
have only to integrate with respect to 2 to find the solutions due to 
any arbitrary initial distributions. I forbear from giving a detailed 
demonstration, leaving the satisfaction of the proper conditions to be 
the proof of (42) to (48); since, although they were very laboriously 
worked out by myself, yet, as mathematical solutions, are more likely 
8 have been given before in some other physical problem than to 

new. 

Another way of viewing the matter is to start with s=0, and then 
examine the effect of introducing s, either + or —. Let an isolated 
plane disturbance of small depth be travelling along in the positive 
direction undistorted at speed v. We have E=pvH in it. Now 
suddenly increase k, making s positive. The disturbance still keeps 
moving on at the same speed. but is attenuated with greater rapidity. 
At the same time it leaves a tail behind it, the tip of which travels out 
the other way at speed v, so that at time f after commencement of the 
tailing, the whole disturbance extends through the distance 21. In 
this tail H is of the same sign as in the head, and its integral amount is 
such that it exactly accounts for the extra-attenuation suffered by H in 
the head. On the other hand, E in the tail is of the opposite sign to 
E in the head; so that the integral amount of E in head and tail 
decreases faster. As a special case, let, in the first place, there be no 
conductivity, x O and g=0. Then, keeping g still zero, the effect of 
introducing k is to cause the above-described effect, except that as there 
was no attenuation at first, the attenuation later is entirely due to k, 
whilst the line-integral of H along the tail, or 


Hdz, 


including H in the head, remains constant. This is the persistence of 
momentum. 
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If, on the other hand, we introduce g, the statements made regarding 
H are now true as regards E, and conversely. The tail is of a different 
nature, E being of same sign in the tail as in the head, and H of the 
opposite sign. Hence, of course, when we have both k and g of the 
right amounts, there is no tailing. This subject is, however, far better 
studied in the telegraphic application, owing to the physical reality 
then existent, than in the present problem, mid also then by elementary 
methods. * 

8. Owing to the presence of d/dz in (45) and (47) we are enabled to 
give some integral solutions in a finite form. Thus, let H = H, (constant) 
and £=0 initially on the whole of the negative side of the origin, with 
no E or H on the positive side. The E at time ? later is got by 
lategrating (45), giving 


E 8 — en he e T (49) 


which holds between the limits z= & ut, there being no disturbance 
beyond, except the H, on the left side. When g=0 and 2 f is small, 
it reduces to 


E= P(E) en. e (50) 


T 


This is the pure-diffusion solution, suitable for good conductors. 

If initially E = Eo, constant, on the left side of the origin, and zero on 
the right side, then at time ¢ the H due to it is, by (48), 

E 8 ; z 
H= 250 be oe — te) he F (51) 

The result of taking c=0, 9 = 0, in this formula is zero, as we may 
see by observing that c in (49) becomes p in (51). It is of course 
obvious that as the given initial electric field has no energy if c=0, it 
can produce no effect later. , 

The H-solution corresponding to (49) cannot be finitely expressed. 


It is 
HS=AZ He 1+ 56 + AY 02 — veji 
N 1 dt) °\» i 


which, integrated, gives 
ye oe _ 8 1 IT a 
H- Hoe .. : h-i) (e) 20-9 


1.3 5) l- 00 E 5 Lit J+ wh (52) 


6 % FË 7 % St 
where all the J’s operate on st/ - 1; thus, e.g. (Bessel’s), 
J,=J,(st/ — 1). 


* H Electromagnetic Induction and its Propagation,” Electrician, Sections xLIII. 
to L. (1887) [vol. II., pp. 132 to 155). 
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But a much better form than (52), suitable for calculating the shape 
of the wave speedily, especially at its start, may be got by arranging in 
powers of z — vt, thus 

Ho- „ ( - 2) a ( -2y 
H=}H, {1+ 0f,(1 ,- 5g A(1-§) -- 
true when z < ul, where fi, Jẹ etc., are functions of ¢ only, of which the 
first five are given by 


27, s 
ftp Aled) a e- Tb 
8 
A= 120126 +55 60178) 


I a 
Js (1+5) 248 1 .4.6.81 tin) 
At the origin, H is given by 
H= Hoe *, . 6 6 6 „ „ „66 „6 „666 „„ „6 „ „ 66 „ „6 6 „„ (54) 


and is therefore permanently 4H, when 9 = 0. At the front of the 
wave, where 2 == vi, 


H=}. ...... Ce ee: (55) 


Now, to represent the E- solution corresponding to (51), we have only 
to turn H to E and H, to E, in (53), and change the sign of s throughout, 
i. e. explicit, and in the fs. Similarly in (52). Thus, at the origin, 

Pe PE et site 0 de gaan atana sae (56) 
and at the front of the wave 
j7CCCCCCCCCCCCC EE E (57) 


9. Again, let H= 2 Ho on the left side, and H= 4H on the right 
side of the origin, initially. The E that results from each of them is 
the same, and is half that of (49); so that (49) still expresses the 
E-solution. This case corresponds to an initial electric current of 
surface-density H/ r on the z=0 plane, with the full magnetic field 
to correspond, and from it immediately follows the E-solution due to 
any initial distribution of electric current in plane layers. 

Owing to H being permanently 4H, at the origin in the case (49), 
(54), when g=0, we. may state the problem thus: — An infinite con- 
ducting dielectric with a plane boundary is initially free from magnetic 
induction, and its boundary suddenly receives the magnetic force 4H, = 
constant. At time F later (49) and (52) or (53) give the state of the 
conductor at distance z < vt from the boundary. In a good conductor 
the attenuation at the front of the wave is so enormous that the 
diffusion-solution (50) applies parne y It is only in bad conductors 
that the more complete form is required. 


Effect of Impressed Force. 


10. We can show that the initial effect of impressed forco is the 
same as if the dielectric were nonconducting. In equations (23), (24), 
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let p=ni, where n/2r = periodic frequency, supposing e to alternate 
rapidly. By increasing n we can make the second terms on the 
right sides be as great multiples of the first terms as we please, 
so that in the limit we have results independent of k and g, in this 
respect, that as the frequency is raised infinitely, the true solutions 
tend to be infinitely nearly represented by simplified forms, in which 
k and g play the part of small quantities. An inspection of the sinu- 
soidal solution for plane waves doni that E and H get into the same 
phase, and that k and g merely present themselves in the exponents of 
factors representing attenuation of amplitude as the waves pass away 
from the seat of vorticity of impressed force. 

Consequently, in the plane problem, the initial effect of an abrupt 
discontinuity in e, say e= constant on the left, and zero on the right 
side of the plane through the origin, is to produce 


HS ept a o eee ecuares (58) 
all over the plane of vorticity ; and 
C E (59) 


on its right and left sides respectively. We may regard the plane as 
continuously emitting these disturbances to right and left at speed v so 
long as the impressed force is in operation, but their subsequent history 
can only be fully represented by the tail-formulæ already given. 

Irrespective of the finite curvature of a surface, any element thereof 
may be regarded as plane. Therefore every element of a sheet of 
vortex-lines of impressed force acts in the way just described as being 
true of the elements of an infinite plano sheet. But it is only in com- 
paratively simple cases, of which I shall give examples later, that the 
subsequent course of events does not so greatly complicate matters as 
to render it impossible to go into details after the first moment. On 
first starting the sheet, it becomes a sheet of magnetic induction, whose 
lines coincide with the vortex-lines of impressed force. If f be the 
measure of the vorticity per unit area, f/2uv is the intensity of the 
magnetic force. In the imaginary good conductor of no permittivity, 
this is zero, owing to v being then assumed to be infinite. 

Notice that whilst the vorticity of e produces magnetic induction, 
that of h produces electric displacement, and whilst in the former case 
I is made discontinuous at a plane of finite vorticity, in the latter case 
it is H that is initially discontinuous. 


True Nature of Diffusion in Conductors. 


11. The process of diffusion of magnetic induction in conductors 
appears to be fundamentally one of repeated internal reflexions with 
partial transmission. Thus, let a plane wave E,=pvH, moving in a 
nonconducting dielectric strike flush an ane y thin sheet of metal. 
Let E,=pvH, be the transmitted wave in the dielectric on the other 
side, and EA = — vH, be the reflected wave. At the sheet we have 


Ei + E,= Ey „ 0 . . . . „ „6 Ie „ „„ 6 „„ (60) 
HI + Hy = Hy + A Ei. . (61) 
2 3 


H. E. P. — VOL, II. 
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if Ki. be the conductivity of the sheet of thickness z. Therefore 
E, Hz EITE; 1 
EI HI EI l + 2 


H is reflected positively and E negatively. A perfectly conducting 
barrier is a perfect reflector ; it doubles the magnetic force and destroys 
the electric force on the side containing the incident wave, and trans- 
mits nothing. 

Take k, = (1600) 1 for copper, and wv = 3 x 101° centim. per sec. 

Then we see that to attenuate the incident wave Hi to 4H, by trans- 
mission through the plate, requires 


2 (2 ib) 1 85 x 1078 centim , q (63) 


which is a very small fraction of the wave-length of visible light. The 
H-disturbance is made $H,, the E reduced to 4£,, on the transmission 
side. There is, however, persistence of H, although there is dissipation 
of E. To produce dissipation of H with persistence of E requires the 
plate to be a magnetic, not an electric conductor. 

Now, imagine an immense number of such plates to be packed closely 
together, with dielectric between them, forming a composite dielectric 
conductor, and let the outermost sheet be struck flush by a plane wave 
as above. The first sheet transmits HI, the second 4H, the third 3 Hi, 
and soon. This refers to the front of the wave, going into the composite 
conductor at speed v. It is only necessary to go a very short distance 
to attenuate the front of the wave to nothing; the immense speed of 
propagation does not result in producing any sensible immediate effect 
at a distance, which comes on quite slowly as the complex result of all 
the internal reflexions and transmissions between and at the sheets. 
Observe that there is an initial accumulation of H, so to speak, at the 
boundary of the conductor, due to the reflexion. (Example: the current- 
density may be greater at the outermost layer * of a round wire when 
the current is started in it than the final value, and the total current in 
the wire increases faster than if it were constrained to be uniformly 
distributed.) 

Thus a good conductor may have very considerable permittivity, 
much greater than that of air, and yet show no signs of it, on account 
of the extraordinary attenuation produced by the conductivity. Now 
this is rather important from the theoretical point of view. It is 
commonly assumed that good conductors, e.g., metals, are not dielectrics 
at all. This makes the speed of propagation of disturbances through 
them infinitely great. Such a hypothesis, however, should have no 

lace in a rational theory, professing to represent transmission in time 
y stresses in a medium occupying the space between molecules of gross 
matter. But by admitting that not only bad conductors, but all con- 
ductors, are also dielectrics, we do away with the absurdity of infinitely 
rapid action through infinite distances in no time at all, and make the 
method of propagation, although it practically differs so greatly from 


* “ On the S. I. of Wires,” Part I., Phil. Mag., August 1886 [vol. 11. p. 181). 
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that in a nonconducting dielectric, be yet fundamentally the same, with 
its characteristic features masked by repeated internal reflexions with 
loss of energy. We need not take any account of the electric displace- 
ment in actual reckonings of the magnitude of the effects which can be 
observed in the case of good conductors, but it is surely a mistake to 
overlook it when it is the nature of the actions involved that is in 
question. (Seo Note C, [p. 153.]) 

Why conductors act as reflectors is quite another question, which 

can only be answered speculatively. If molecules are perfect conduc- 
tors, they are perfect reflectors, and if they were packed quite closely, 
we should nearly have a perfect conductor in bulk, impenetrable by 
magnetic induction; and we know that cooling a metal and packing 
the molecules closer does increase its conductivity. But as they do not 
form a compact mass in any substance, they must always allow a partial 
transmission of electromagnetic waves in the intervening dielectric 
medium, and this would lead to the diffusion method of propagation. 
We do not, however, account in this way for the dissipation of energy, 
which requires some special hypothesis. 
The diffusion of heat, too, which is, in Fourier's theory, done by 
instantaneous action to infinite distances, cannot be physically true, 
however insignificant may be the numerical departures from the truth. 
What can it be but a process of radiation, profouridly modified by the 
molecules of the body, but still only transmissible at a finite speed ? 
The very remarkable fact that the more easily penetrable a body is to 
magnetic induction the less easily it conducts heat, in general, is at 
present a great difficulty in the way, though it may perhaps turn out 
to be an illustration of electromagnetic principles eventually. 


Infinite Series of Reflected Waves. Remarkable Identities. 
Realized Example. 

12. When, in a plane-wave problem, we confine ourselves to the 
region between two parallel planes, we can express our solutions in 
Fourier series, constructed so as to harmonize with the boundary con- 
ditions which represent the effect of the whole of the ignored regions 
beyond the boundaries in modifying the phenomena occurring within 
the limited region. Now the effect of Ge boundaries is usually to pro- 
duce reflected waves. Hence a solution in Fourier series must usually 
be decomposable into an infinite series of separate solutions, comin 
into existence one after the other in time if the speed v be finite, or al 
in operation at once from the first moment if the speed be made infinite 
(as in pure diffusion). If the boundary conditions be of a simple 
nature, this decomposition can sometimes be easily explicitly repre- 
sented, indicating remarkable identities, of which the following investi- 
gation leads to one. We may either take the case of plane-waves in a 
conducting dielectric bounded by infinitely conductive planes, making 
E=0 the boundary condition; or, similarly, by perfect magnetically 
conductive planes producing H=0. But the most practical way, and the 
most easily followed, is to put a pair of parallel wires in the dielectric, 
and produce a real problem relating to a telegraph-circuit, 
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Let A and B be its terminations at z=0 and z=[ respectively. Let 
them be short-circuited, producing the terminal conditions V=0 at 
A and B in the absence of impressed force at either place. Now, the 
circuit being free from charge and current initially, insert a steady 
RE force e, at A. Required the effect, both in Fourier series 
and in detail, showing the whole history of the phenomena that 
result. 

Equations (36) and (37) are the fundamental connections of V and C 
at any distance z from A. Let R, L, K, S be the resistance, inductance, 
leakage-conductance, and permittance per unit length of circuit, and 


&=R/2L, A/ 28, 9 T % 8 = 81 — %% . (64) 
A= (mp? %%% / .. ees (65) 


It may be easily shown, by the use of the resistance- operator, or by 
testing satisfaction of conditions, that the required solutions are 


26% wm sin mz q.. 
= =e T Y NALA t jo â tocco oooo 
Kak ] DORE am E At+ ein a |, (66) 
=0,- ÍL -i. 26 COS MZ g ( Sog; 8 sin 
Om Cy fae Lm pR "| RX(cos— Poin) a2 N. (67) 


where m=jr/l, and j includes all integers from 1 to œ; whilst V, and 
Co represent the final steady T and C, which are l 


7 sin moꝛ 

Vi e(cos mer - an mi)» F (68) 
= “a in An ve) 

Cy g in Mg? + fan e (69) 


where mè = — RK. 

Now if the circuit were infinitely long both ways and were charged 
paper to potential-difference 2e, on the whole of the negative side of 
A, with no charge on the positive side, and no current anywhere, the 
resulting current at time f later at distance z from A would be 


= 2 eda (et emi), EE EEE (70) 


by §§ 7 and 8; and if, further, K=0, Vat A would be permanent! los 
which is what it is in (66). Hence the C-solution (67) can be finitely 
decomposed into separate solutions of the form (70) in the case of 
perfect insulation, when (67) takes the form 


<5 60: — e * 220 -et 2g i 
m-e )+ N. Loos mz J sin M, eer (71) 


where g = 81 = 5% by the vanishing of s, in (64). 

Therefore (70) represents the real meaning of (71) from ¢=0 to , 
provided vt>z. But on arrival of the wave Ci at B, V becomes zero, 
and C doubled by the reflected wave that then commences to travel 
from B to A. This wave may bo imagined to start when ¢=0 from a 
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point distant } beyond B, and be the precise negative of the first wave 
as regards V but the same as regards C. Thus 


Ors eel Meat 202 — va} re eee (72) 


expresses the second wave, starting from B when =, and reaching 
A when #=2l/v. The sum of Ci and C, now expresses (71) where the 
odes coexist, and Ci alone expresses (71) in the remainder of the 
circuit. 

_ The reflected wave arising when this second wave reaches A may be 
imagined to start when ¢=0 from a point distant 21 from. A on its 
negative side, and be a precise copy of the first wave. Thus 


C, = . te 7202 oe} | e (73) 


expresses the third wave; and now (71) means C,+C,+C, in those 
parts of the circuit reached by C,, and C, + C in the remainder. 
The fourth wave is, similarly, 


0. rd - wey}, eee (74) 


starting from B when # = 3%, and reaching A when ¢=4l/v. And so 
on, ad inf. * 

If we take L= O in this problem, we make v=o, and bring the 
whole of the waves into operation immediately. (70) becomes 


C= 6% oa N (75) 


and similarly for C, C, etc. In this simplified form the identity is 
that obtained by Sir W. Thomson f in connexion with his theory of 
the submarine cable; also discussed by A. Cayley f and J. W. L. 
Glaisher. [See also vol. I., p. 88.] 

In order to similarly represent the history of the establishment of 
Vi» we require to use the series for E due to E, corresponding to 
(53), or some equivalent. In other respects there is no difference. 

Whilst it is impossible not to admire the capacity possessed by solu- 
tions in Fourier series to compactly sum up the effect of an infinite 
series of successive solutions, it is greatly to be regretted that the 
Fourier solutions themselves should be of such difficult interpretation. 


* It is not to be expected that in a real telegraph-circuit the successive waves 
have abrupt fronts, as in the text. There are causes in operation to prevent this, 
and round off the abruptness. The equations connecting V and C express the 
first approximation to a complete theory. Thus the wires are assumed to be 
instantaneously penetrated by the magnetic induction as a wave passes over their 
surfaces, as if the conductors were infinitely thin sheets of the same resistance. 
It is only a very partial remedy to divide a wire into several thinner wires, unless 
we at the same time widely separate them. If kept quite close it would, with 
copper, be no remedy at all. i 

+ Math. and Physical Papers, vol. ii., art. lxxii. ; with Note by A. Cayley. 


t Phil. Mag., June 1874. 
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Perhaps there will be discovered some practical way of analysing them 
into easily interpretable forms. 

Some special cases of (66), (67) are worthy of notice. Thus V is 
established in the same way when R=0 as when K=O, provided the 
value of K/S in the first case be the same as that of R/L in the second. 
Calling this value 29, we have in both cases 


V=e(1-7)- Oer (s At + Zein l). . (Ce) 


m A 
But the current is established in quite different manners. When it 


is K that is zero, (71) is the solution; but if R vanish instead, then 
(67) gives 


0-1 oK z 7 8 Ce Al- (275 € * — (77) 


2 l À 
C now mounts up infinitely. But the leakage-current, which is KV, 
becomes steady, as (76) shows. 
In connexion with this subject I should remark that the distortionless 
circuit produced by taking E/ L A / is of immense assistance, as its 
properties can be investigated in full detail by elementary methods, and 


are most instructive in respect to the distortional circuits in question 
above.“ 


Modifications made by Terminal Apparatus. Certain Cases easily 
brought to Full ization. 


13. Suppose that the terminal conditions in the preceding are 
=- i and V=Z,C, 40 and Z, being the “resistance-operators ” of 
terminal apparatus at A and B respectively. In a certain class of cases 
the determinantal equation so simplifies as to render full realization 
possible in an elementary manner. Thus, the resistance-operator of the 
circuit, reckoned at A, ist 


. (R + Lp)l(tan ml)/nil + Z 
$= ot TF Ut + Spd, (tan m/m? e 78) 
where 1¹² - (R+ ID) (K ＋ SS (79) 


That is, e= is the linear differential equation of the current at A. 
Now, to illustrate the reductions obviously possible, let Z = O, and 
Zi MUR TED) q (80) 


This makes the apparatus at B a coil whose time- constant is L/R, and 
reduces ꝙ to 


je ; Z min rt ee (81) 

so that the roots of = O are given by 
./ ( (82) 
tan ml + mili, =O; ͤ ᷣPPUPH7H7 (83) 


* * Electromagnetic Induction and its Propagation,” Arts. XL. to I. [vol. 11., 
p. 119}. 
+ n the Self-Induction of Wires,” Part IV. [vol. 11., p. 232} 
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i. e., a solitary root p= - R/L, and the roots of (83), which is an 
elementary well-known form of determinantal equation. 

The complete solution due to the insertion of the steady impressed 
force e, at A will be given by * 


di da d 
Vor T eue + (5) e (84) 

y 77 
C = Co + > ewe 7 (45) 6 „%%% % çͥḿ·e „„ „„ „„ (85) 


where the summations range over all the p roots of $=0, subject to 
(79); whilst u and w are the V and C functions in a normal system, 
expressed by 

w = cos MZ, u = m sin mz + (KT Sy) (86) 


and , Co are the final steady V and C. In the case of the solitary 
root (82) we shall find 


105 = Ri +n) 6 6 0% % % % % % eee WH % „% „„ „ „ 6% „ ẽᷣ 1 . . . (87) 
but for all the rest 
do l dm? 
— — 2 — _____.___ 1 os?ml e % % %% h „%% % % „% „„ Ooo 
P dp 2(K ＋ Sp) dy (l+ne ) (88) 


Realizing (84), (85) by pairing terms belonging to the two p’s associ- 
ated with one m? through (79), we shall find that (66), (67) express the 
solutions, provided we make these simple changes :—Divide the general 
term in both the summations by (1 + n, cos?m?), and the term following 
C, outside the summation in (67) by (1 +n,). Of course the m's have 
now different values, as per (83), and Vy 05 are different. 

14. There are several other cases in which similar reductions are 
possible. Thus, we may have 


20 =n (R + Lp) ＋ NK Sp) I, 

2, n + Lp) +ni(K + Sp)", 
simultaneously, uo, nj, n, ni being any lengths. That is, apparatus at 
either end consisting of a coil and a condenser in sequence, the time- 
constant of the coil being L/R and that of the condenser S/K. Or, the 


condenser may be in parallel with the coil. In general we have, as an 
alternative form of ¢ = O, equation (78), 


tan mi (24+ Z,){(R+1p)l}"" (89) 
mi I- MZ ZI TI Er 


from which we see that when 


(R+ Lp) (X TI) 
are functions of mi, equation (89) finds the value of m? immediately, i e. 
not indirectly as functions of p. In all such cases, therefore, we may 


Ib. Parts III. and IV. Phil. Mag., Oct. and Nov. 1886; or On Resistance 
and Conductance Operators,” Phil. Mag., Dec. 1887, 5 17, p. 500 [vol. 11., p. 373]. 
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advan usly have the general solutions (84), (85) put into the realized 
form. ey are 


J= 7,205 mz + tan Ô cos me) m. (oo . N- inn (90) 


cl + RK)(1 ~ coon y tan ml) g 


Q= 65 oos m- tan sin ma) e * cos— (26 d)-1(A2 + gs,)sin At (91) 
same denominator 


where g, A, 3% 8 are as in (64), (65). The differentiation shown in the 
denominator is to be performed upon the function of mi to which tan ml 
is equated in (89), after reduction to the form of such a function in the 
way explained ; and 6 depends upon Z, thus, 


tan0=—m-(K+Sp)Z, gsecz0 = 14 m HK Sph, (92) 


which are also functions of ml. It should be remarked that the terms 
depending upon solitary roots, occurring in the case m?=0, are not 
represented in (90), (91). They must be carefully attended to when 
they occur. 


Nore A. The Electromagnetic Theory of Inght. 


An electromagnetic theory of light becomes a necessity, the moment one 
realizes that it is the same medium that transmits electro etic dis- 
turbances and those concerned in common radiation. Hence electro- 

etic theory of Maxwell, the essential part of which is that the vibra- 
tions of light are really electromagnetic vibrations (whatever they may be), 
and which is an undulatory theory, seems to possess far greater intrinsic 
probability than the undulatory theory, because that is not an electro- 
magnetic theory. Adopting, then, Maxwell’s notion, we see that the only 
difference between the waves in telephony (apart from the distortion and 
dissipation due to resistance) and light-waves is in the wave-length; and the 
fact that the speed, as calculated by electromagnetic data, is the same as that 
of light, furnishes a powerful argument in favour of the extreme relative 
simplicity of constitution of the ether, as compared with common matter in 
bul There is obeervational reason to believe that the sun sometimes causes 
magnetic disturbances here of the ordinary kind. It is impossible to 
attribute this to any amount of increased activity of emission of the 
sun so long as we only think of common radiation. But, bearing in mind the 
long waves of electromagnetism, and the constant speed, we see that 
disturbances from the sun may be hundreds or thousands of miles long 
of one kind (te. without alternation), and such waves, in passing the earth, 
would cause magnetic “storms,” by inducing currents in the earth’s 
crust and in telegraph-wires. Since common radiation is ascribed to 
molecules, we must ascribe the great disturbances to movements of large 
masses of matter. | 

There is nothing in the abstract electromagnetic theory to indicate whether 
the electric or the magnetic force is in the plane of polarization, or rather, 
surface of polarization. But by taking a concrete example, as the reflexion 
of light at the boundary of transparent dielectrics, we get Fresnel’s formula 
for the ratio of reflected to incident wave, on the assumption that his “ dis- 
placement” coincides with the electric displacement ; and so prove that it is 
the magnetic flux that is in the plane of polarization. 
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Nore B. The Beneficial Effect of Self-Induction. 


I give these numerical examples :— 

Take a circuit 100 kilom. long, of 4 ohms and } microf. per kilom. and no 
inductance in the first place, and also no leakage in any case. Short-circuit 
at beginning A and end B. Introduce at A a sinusoidal impressed force, 
and calculate the amplitude of the current at B by the electrostatic theory. 
Let the ratic of the full steady current to the amplitude of the sinusoidal 
current be p, and let the frequency range through 4 octaves, from n= 1250 to 
n=20,000; the frequency being 2.2. The values of p are 

1°723, 3:431, 10:49, 58°87, 778. 
It is barely credible that any kind of speaking would be possible, owing 
to the extraordinarily rapid increase of attenuation with the frequency. 
Little more than murmuring would be the result. 

Now let L=2 (very low indeed), L being inductance per centim. 
Calculate by the combined electrostatic and magnetic formula. The 
corresponding figures are 

1567, 2°649, 5°587, 10°496, 16:607. 
The change is marvellous. It is only by the preservation of the currents 
of great frequency that good articulation is possible, and we see that 
even a very little self-induction immensely improves matters. There 
is no “dominant” frequency in telephony. What should be aimed at 
is to get currents of any frequency reproduced at B in their proper pro- 
portions, attenuated to the same extent. 

Change Z to 5. Results :— 


1:437, 2'251, 3'176, 4'169, 4:670. 
Good telephony is now possible, though much distortion remains. 
Increase L to 10. Results. ; 
1'235, 1'510, 1:729, 1:825, 1'854. 
This is first class, showing approximation towards a distortionless circuit. 
Now this is all done by the self-induction carrying forward the waves 
undistorted (relatively) and also with much less attenuation. 

I should add that I attach no importance to the above figures in point 
of exactness. The theory is only a first approximation. In order to 
emphasize the played by self-induction, I have stated that by sufficiently 
increasing it (without other change, if this could be possible) we could 
make the amplitude of current at the end of an Atlantic cable greater 
than the steady current (by the guast-resonance). 


Nore O. The Velocity of Electricity. 


In Sir W. Thomson’s article on the “ Velocity of Electricity ” (Nichols’s 
Cyclopedia, 2nd edition, 1860, and Art. lxxxi. of Mathematical and Physical 
Papers,’ vol. ii.) is an account of the chief results published up to that 
date relating to,the “velocity” of transmission of electricity, and a very 
explicit statement, except in some respects as regards inertia, of the 
theoretical meaning to be attached to this velocity under different circum- 
stances. This article is also strikingly illustrative of the remarkable 
contrast between Sir W. Thomson’s way of looking at things electrical 
(at least at that time) and Maxwell’s views; or perhaps I shouid say 
Maxwell’s plainly evident views combined with the views which his followers 
have extracted from that mine of wealth ‘Maxwell,’ but which do not lie on 
the surface. (As charity begins at home, I may perhaps illustrate by a 
personal example the difference between the patent and the latent, in 
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Maxwell. If I should claim (which I do) to have discovered the true 
method of establishment of current in a wire—that is, the current starting 
on its boundary, as the result of the initial dielectric wave outside it, 
followed by diffusion inwards,—I might be told that it was all “in Max- 
well.” So it is; but entirely latent. And there are many more things 
in Maxwell which are not yet discovered.) This difference has been the 
subject of a most moving appeal from Prof. G. F. Fitzgerald, in Nature, 
about three years since. ere really seemed to be substance in that 
appeal. For it is only a master-mind that can adequately attack the 
great constructional problem of the ether, and its true relation to matter; 
and should there be reason to believe that the master is on the wrong track, 
the result must be, as Prof. Fitzgerald observed (in effect) disastrous to 
progress. Now Maxwell’s theory and methods have stood the test of 
time, and shown themselves to be eminently rational and developable. 

It is not, however, with the general question that we are here concerned, 
but with the different kinds of “velocity of electricity.” As Sir W. 
Thomson points out, his electrostatic theory, by ignoring magnetic in- 
duction, leads to infinite speed of electricity through the wire. Inter- 
preted in terms of Maxwell's theory, this speed is not that of electricity 
through the wire at all, but of the waves through the dielectric, guided by 
the wire. It results, then, from the assumption u =, destroying inertia 
18 of the electric current, but of the magnetic field), and leaving only 
orces of elasticity and resistance. 5 

But he also points out another way of getting an infinite speed, when we, 
in the case of a suspended wire, not of great length, ignore the static charge. 
This is illustrated by the pushing of incompressible water through an 
unyielding pipe, constraining the current to be the same in all parts of the 
circuit. ‘This , in Maxwell’s theory, amounts to stopping the elastic dis- 

lacement in the dielectric, and so making the speed of the wave through it 
infinite. As, however, the physical actions must be the same, whether 
a wire be long or short, the assumption being only warrantable for purposes 
of calculation, 1 have explained the matter thus. The electromagnetic 
waves are sent toand fro with such great frequency (owing to the shortness 
of the line) that only the mean value of the oscillatory V at any part can be 

rceived, and this 1s the final value ; at the same time, by reason of current 
in the negative waves being of the same sign as in the positive, the current 
C mounts up by little jumps, which are, however, packed so closely together 
as to make a practically continuous rise of current in a smooth curve, 
which is that given by the magnetic theory. This curve is of course 
ractically the same all over the circuit, because of the little jumps being 
imperceptible. 
ut in any case this speed is not the speéd of electricity through the wire, 
but through the dielectric outside it. Maxwell remarked that we know 
nothing of the speed of electricity in a wire l current; it may be 
an inch in an hour, or immensely great. is is on the assumption, 
apparently, that the electric current in a wire really consists in the transfer 
of electricity through.the wire. I have been forced, to make Maxwell’s 
scheme intelligible to myself, to go further, and add that the electricity may 
be standing still, which is as much as to say that there is no current, in 
a literal sense, inside a conductor. (The slipping of electrification over the 
surface of a wire is quite another thing. at is merely the movement 
of the wave through the dielectric, guided by the wire. It occurs in a 
distortionless circuit, owing to the absence of tailing, in the most plainly 
evident manner.) In other words, take Maxwell’s definition of electric 
current ù terms of magnetic force as a basis, and ignore the imaginary 
fluid behind it as being a positive hindrance to progress, as soon as one 
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leaves the elementary field of steady currents and has to deal with variable 
states. 

The remarks in the text on the subject of the speed of waves in conductors 
relates to a speed that is not considered in Sir W. Thomson’s article, It is 
the speed of transmission of magnetic disturbances into the wire, in 
adal waves, which begins at any part of a wirc as soon as the primary 
wave through the dielectric reaches that part. It would be no use trying to 
make signals through a wire if we had not the outer dielectric to carry the 
magnetizing and electrizing force to its boundary. The slowness of diffusion 
in large masses is surprising. Thus a sheet of copper covering the earth, 
only 1 centim, in thickness, supporting a current whose external field imitates 
that of the earth, has a time-constant of about a fortnight. If the copper 
extended to the centre of the earth, the time-constant of the most slowly sub- 
siding normal system would be millions of years. 

In the article referred to, Sir W. Thomson mentions that Kirch- 
hoffs investigation, introducing magnetic induction, led to a velocity 
of electricity considerably greater than“ that of light, which is so far in 
accordance with Wheatstone's observation. Now it seems to me that 
we have here a suggestion of a probable explanation of why Sir W. 
Thomson did not introduce self-induction into his theory. There were 
presumably more ways than one of doing it, as regards the measure of 
che electric force of induction. When we follow Maxwell’s equations, there 
is but one way of doing it, which is quite definite, and leads to a speed which 
cannot possibly iced that of light, since it is the speed (uc) through 
the dielectric, and cannot be sensibly greater than 3 * 10" centim., though 
it may be less. Kirchhoff's result is therefore in conflict with Maxwell's 
statement that the German methods lead to the same results as his. 
Besides that, Wheatstone’s classical result has not been supported by any 
later results, which are always less than the speed of light, as is to 
be expected (even in a distortionless circuit) But a reference to Wheat- 


(Note by StR WILLIAM THOMSON.) In this statement I inadvertently did injustice to 
Kirchhoff. In the unpublished investigation referred to in the article Electricity, 
Velocity of [Nichols’s Cyclopedia, second edition, 1860; or my Collected Papers,’ vol. 
ii. page 135 (:33)}, I had found that the ultimate velocity of propagation of electricity in a 
long insulated wire in air is equal to the number of electrostatic units in the electro- 
magnetic unit; and I had correctly assumed that Kirchhoff’s investigation led to 
the same result. But, owing to ihe misunderstanding of two electricities or one, 
referred to in § 317 of my ‘ Electrostatics and Magnetism, I imagined Weber’s measure- 
ment of the number of electrostatic units in the electromagnetic to be 2x 3'1x10!° 
centimetres per second, which would give for the ultimate velocity of electricity through 
a long wire in air twice the velocity of light. In my own, investigation, for the sub- 
marine cable, I had found the ultimate velocity of electricity to be equal to the number 
of electrostatic units in the electromagnetic unit divided by Wk; & denoting the specific 
inductive capacity of the gutta-percha. But at that time no one in Germany (scarcely 
any one out of England) believed in Faraday’s ‘‘specific inductive capacity of a 

ielectric.“ 

Kirchhoff himself was perfectly clear on the velocity of electricity in a long insulated 
wire in air. In his original paper, Ueber die Bewegung der Electricität in Drähten“ 
(Pogg. Ann. Bd. c. 1857; see pages 146 and 147 of Kirchhoff's Volume of Collected 
Papers, Leipzig, 1882), he gives it as / V2, which is what I then called the number of 
clectrostatic units in the electromagnetic unit; and immediately after this he says, 
ihr Werth ist der von 41950 Meilen in einer Sekunde, iso sehr nahe gleich der 
Geschwindigkeit des Lichtes im leeren Raume.“ 

Thus clearly to Kirchhoff belongs the priority of the discovery that the velocity of 
electricity in a wire insulated in air is very approximately equal to the velocity of light. 


Note by THE AUTHOR. In Maxwell's theory, however, as I understand it, we are not 
at all concerned with the velocity of electricity in a wire (except the transverse velocity 
of eae propagation). The velocity is that of the waves in the dielectric outside 
the wire. 
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stone’s paper on the subject will show, first, that there was confessedly 
a good deal of guesswork ; and, next, that the repeated doubling of the 
wire on itself made the experiment, from a modern point of view, of 
too complex a theory to be examined in detail, and unsuitable as a test. 


Part II. 


Nor ON PART I. The Function of Self-Induction in the Propagation of 
Waves along Wires.* 


An editorial query, the purport of which I did not at first understand, 
has directed my attention to Prof. J. J. Thomson’s paper On Electrical 
Oscillations in Cylindrical Conductors” (Proc. Math. Soc., vol. xvii., 
Nos. 272, 273), a copy of which the author has been so good as to send 
me. His results, for example, that an iron wire of z centim. radius, 
of inductivity 500, carries a wave of frequency 100 per second about 
100,000 miles before attenuating it from 1 to l, and similar results, 
summed up in his conclusion that the carrying-power of an iron-wire 
cable is very much greater than that of a copper one of similar dimen- 
sions, are 80 risingly different from my own, deduced from my 
developed sinusoidal solutions, in the accuracy of which I have perfect 
confidence (having had occasion last winter to make numerous practical 
applications of them in connexion with a paper which was to have been 
read at the S. T. E. and E.) [see Art XII., vol. II., p. 323], that I felt 
sure there must be some serious error of a fundamental nature running 
through his investigations. On examination I find this is the case, 
being the use of an erroneous boundary condition in the beginning, 
which wholly vitiates the subsequent results [relating to the effect of 
magnetisation]. It is equivalent to assuming that the tangential com- 
ponent of the flux magnetic induction is continuous at the surface of 
separation of the wire and dielectric, where the inductivity changes 
value, from a large value to unity, when the wire is of iron. The true 
conditions are continuity of tangential force and of normal flux. 

As regards my own results, and how increasing the inductance is 
favourable, the matter really lies almost in a nutshell; thus. In order to 
reduce the full expression of Maxwell’s connexions to a practical 
working form I make two assumptions. First, that the longitudinal 
component of current (parallel to the wires) in the dielectric is negli- 
gible, in comparison with the total current in the conductors, which 
makes C one of the variables, C being the current in either conductor ; 
and next, what is equivalent to supposing that the wave-length of 
disturbances transmitted along the wires is a large multiple of their 
distance apart. The result is that the equations connecting V and C 
become 

d dz HC, —dC/dz= KV +SV; 


S being the permittance and K the conductance of the dielectric per 
unit length of circuit, whilst R” is a resistance-operator, depending 


* This note may be regarded as a continuation of Note B [p. 393, vol. u.]. 
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upon the conductors, and their mutual position, which, in the sinusoidal 
state of variation, reduces to 
R" = R' + L/(d/dt), 

where R and L/ are the effective resistance and inductance of the 
circuit respectively, per unit length, to be calculated entirely upon 
magnetic principles. It follows that the fully developed sinusoidal 
solution is of precisely the same form as if the resistance and induct- 
ance were constants. Disregarding the effect of reflexions, we have 

Ye sin (nt - Qz), 
due to V sin nt impressed at z=0; where P and Q are functions of 
R', L, 8, K, and n. 

Now if R Ln is large, and leakage is negligible (a well-insulated 

slowly-worked submarine cable, and other cases), we have 
P=Q=(}R'Sn)', 

as in the electrostatic theory of Sir W. Thomson. There is at once 

great attenuation in transit, and also great distortion of arbitrary 

waves, owing to P and Q varying with n. 

But in telephony, n being large, P and Q may have widely different 
values, because R’/L’n may be quite small, even a fraction. In such 
case we have no resemblance to the former results. If R Ln is small, 
P and Q approximate to 

P= R'/2L/v + K/28v, Q=n/v’, 
where 7 (L/S) 1. This also requires K/Sn to be small. But it is 
always very small in telephony. l 

Now take the case of copper wires of low resistance. I is practically 
Lo the inductance of the dielectric, and v is practically v, the speed of 
undissipated waves, or of all elementary disturbances, through the 
dielectric, whilst R’ may be taken to be R, the steady resistance, except 
in extreme cases. Hence, with perfect insulation, 

P= k/2L,», Q=n/», 
or the speed of the waves is v, and the attenuating coefficient P is practi- 
cally independent of the frequency, and is made smaller by reducing 
the resistance, and by increasing the inductance of the dielectric. 

The corresponding current is 

O0 = Lov 
very nearly, or V and C are nearly in the same phase, like undissipated 
plane waves. There is very little distortion in transit. 

How to increase Lo is to separate the conductors, if twin wires, or 
raise the wire higher from the ground, if a single wire with earth- 
return. It is not, however, to be concluded that Lo could be increased 
indefinitely with advantage. If? is the length of the circuit, 

, Rl = 2TLov 
shows the value of Lo which makes the received current greatest. It 
is then far greater than is practically wanted, so that the difficulty of 
increasing Lo sufficiently is counterbalanced by the non-necessity. The 
best value of Lo is, in the case of a long line, out of reach; so that we 
may say, generally, that increasing the inductance is always of advant- 
age to reduce the attenuation and the distortion. 
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Now if we introduce leakage, such that / L= A/ d, we entirely 
remove the distortion, not merely when R/ Lon is small, but of any sort 
of waves. It is, however, at the expense of increased attenuation. The 
condition of greatest received current, Lo being variable, is now 


R = Lyw. 


We have thus two ways of securing good transmission of electromag- 
netic waves: one very perfect, for any kind of signals ; the other less 
erfect, and limited to the case of / Lon small, but quite practical. 
he next step is to secure that the receiving-instrument shall not intro- 
duce further distortion by the quasi-resonance that occurs. In the truly 
distortionless circuit this can be done by making the resistance of the 
receiver be Lw (whatever the length of the line); this causes complete 
absorption of the arriving waves. In the other case, of / Lon small, with 
good insulation, we require the resistance of the receiver to be also L,v 
to secure this result approximately. I have also found that this value 
of the receiver's resistance is exactly the one that (when size of wire in 
receiver is variable) makes the magnetic force, and therefore the 
strength of signal, a maximum. Some correction is required on 
account of the self-induction of the receiver; but in really good tele- 
are of the best kind, with very small time-constants, it is not great. 
e see therefore that telephony, so far as the electrical part of the 
matter is concerned, can be made as nearly perfect as possible on lines 
of thousands of miles in length. But the distortion that is left, due to 
imperfect translation of sound waves into electromagnetic waves at the 
sending-end, and the reproduction of sound-waves at the receiving-end, 
is still very great; though, practically, any fairly good telephonic 
speech is a sufficiently good imitation of the human voice. 

There is one other way of increasing the inductance which I bave 
described, viz., in the case of covered wires to use a dielectric impreg- 
nated with iron dust. I have proved experimentally that L, can be 
multiplied several times in this way without any increase in resistance ; 
and the figures I have given above (in Note B) prove what a wonderful 
difference the self-induction makes, even in a cable, if the frequency is 
great. Hence, if this method could be made practical, it would greatly 
increase the distance of telephony through cables. 

Now, passing to iron wires, the case is entirely different, on account 
of the great increase in resistance that the substitution of iron for 
copper of the same size causes, which increases P and the attenuation. 
Taking for simplicity the very extreme case of such an excessive 
frequency as to make the formula 

R =(} Ryn) 
nearly true, R being the steady and A’ the actual resistance, we see 
that increasing either # or p increases J?’ and therefore P, because L'y 
tends to the value Lo. Thus the carrying power of iron is not greatly 
above, but greatly below that of copper of the same size. 

I have, however, pointed out a possible way of utilizing iron (other 
than that above mentioned), viz., to cover a bundle of fine iron wires 
with a copper sheath, The sheath is to secure plenty of conductance ; 
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the division of the iron to facilitate the penetration of current, and so 
lower the resistance still more, to the greatest extent, whilst at the same 
time increasing the inductance. But the theory is difficult, and it is 
doubtful whether this method is even theoretically legitimate. First 
class results were obtained by Van Rysselberghe on a 1000-mile circuit 
in America (2000 miles of wire), using copper-covered steel wire. Here 
the resistance was very low, on account of the copper, and the induct- 
ance considerable, on account of the dielectric alone, so that there is no 
certain evidence that the iron did any good except by lowering the 
resistance. But about the advantage of increasing the inductance of 
the dielectric there can, I think, be no question. It imparts momentum 
to the waves, and that carries them on. 

In Note B to the first part of this paper [p. 393 ante], I gave four sets 
of numerical results showing the influence of increasing the inductance, 
selecting a cable of large permittance (constant) in order to render the 
illustrations more forcible. The formula used was equation (82), Part II. 
of my paper “On the Self-Induction of Wires [p. 195 ante], which is 


1 
0-27. Cn (. 2 cos 2000 U; 
(2/2 + L/2n2)t 
where P or Q=($Sn)¥{ (R2 + Ln} Lin] d. 
Here Co is the amplitude of current at z=} due to impressed force 
V sin nt at z=0, with terminal short-circuits. When the circuit is long 
enough to make e~” small, we obtain 
(R2 + L/?n?) p 

2R1Sn)* 
as the expression for the ratio p of the steady current to the amplitude 
of the sinusoidal current. 

The following table is constructed to show the fluctuating manner of 
variation of the amplitude with the frequency. Drop the accents, and 
let E / In be small. Then, approximately, 

1 . n 
72 9 2 cos 2%), 
where y = Ri/In, 
under no restriction as regards the length of the circuit. Now give y a 
succession of values, and calculate p with the cosine taken as — 1, 0, and 
+1. Call the results the maximum, mean, and minimum values of p. 


p= 


Min. p. | Mean p. Max. p. 


2 


pa 
Ot e 09 O O mja 
a 
Or 
2 
© 
rs 
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It will be seen that when the resistance of the circuit varies from a 
small fraction to about the same magnitude as Lv (which may be 
from 300 to 600 ohms in the case of a suspended copper wire), the 
variation in the value of p as the frequency changes through a 
sufficiently wide range, is great, merely by reason of the reflexions 
causing reinforcement or reduction of the strength of the received 
current. The theoretical least value of pis 4, when R / Ln is vanishingly 
small, indicating a doubling of the amplitude of current. But, as 
5 the range of p gets smaller and smaller. After y=5 it is 
negligible. 

t a however, the mean p that is of most importance, because the 
influence of terminal resistances is to lower the range in p, and fo a 
variable extent. The value y= 2-065, or, practically, Rl = 2 Lu, makes 
the mean pa minimum. As I pointed out in the paper before referred 
to, these fluctuations can only be prejudicial to telephony. In the 

resent Note I have described how to almost entirely destroy them. 
The principle may be understood thus. Let the circuit be infinitely long 
first. Then its impedance to an intermediate impressed force alternat- 
ing with sufficient be pad to make R/ Ln small will be 2 Lr, viz., Iw 
each way. The current and transverse voltage produced will be in the 
same phase, and in moving away from the source of energy they will be 
similarly attenuated according to the time-factor * Ta order that 
the circuit, when of finite length, shall still behave as if of infinite 
length, the constancy of the impedance suggests to us that we should 

e the terminal apparatus a mere resistance, of amount Lv, by which 
the waves will be absorbed without reflexion. 

That this is correct we may prove by my formula for the amplitude 
of received current when there is terminal apparatus, equation (19b), 
Part V. On the Self-Induction of Wires” (Phil. Mag., Jan. 1887). It 
is 

2 213 : 
C= 2V, P 10% % +A Aye 200001 Ho Hi) icos 2(Qi+ 6) . 
Here Co is the amplitude of received current at z=} due to V, sin nt 
impressed force at z=0, R’ and I the effective resistance and induct- 
ance per unit length of circuit; K and S the leakage-conductance and 
permittance per unit length, 


t 
Por Q= d= + Linz) (K + Sn?) * (XR / Usus) 


Gy Hs, are terminal functions depending upon the apparatus at 2 = 0; 
G,, H, upon that at z=} ; the apparatus being of any kind, specified by 
resistance-operators, making IIe, Li the effective resistance and induct- 
ance of apparatus at 2 = O. and Al, II, at 2 = l. G, is given by 


G,=14 Lang -( + (RE + Lent) 
+ 2P( RRS + L Lin?) + 2Qn( REL! - 270). 
from which H, is derived by changing the signs of P and Q; whilst. 
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G and H, are the same functions of RI, I as G, and H, are of 


Now drop the accents, since we have only copper wires of low resist- 
ance (but not very thick) in question, and the terminal apparatus are 
to be of the simplest character. K/Sn will be vanishingly small prac- 
tically, so take F. =0. Next let R/Ln be small, and let the apparatus 
at z=} be a mere coil, R, of negligible inductance first. e shall 


now have 
P = R/ Lo, = nv, 
and these make Gi=(1+ R/ Lo), H= (1 R/L»). 


Thus R, = Lv makes H, vanish, whatever the length of lines, and the 
terms due to reflexions disappear. 
We now have 
Cy =(P Lo). e x G54, 


where Gi expresses the effect of the apparatus at z = O in reducing the 
potential difference there, V, being the impressed force, and the value 
of G, being unity when there is a short-circuit. 

Now, to show that R, = Zv makes the etic force of the receiver 
the greatest, go back to the general formula, let e“ be small, and let 
the size of the wire vary, whilst the size of the receiving-coil is fixed. 
It will be easily found, from the expression for Gi, that the magnetic 
force of the coil is a maximum when 


R? + Lin? N 
Bi Lint- (Ta sent) 
where we R Li, the inductance of the receiver. Or, when R / Ln 
and K/Sn are both small, 
(Ri + Lin) = Lo, 
or, as described, RI = Zw when the receiver has a sufficiently small time- 


constant. The rule is, equality of impedances. 

We may operate in a similar manner upon the terminal function at 
the sending end. Suppose the apparatus to be representable as a 
resistance containing an electromotive force, and that by varying the 
resistance we cause the electromotive force to vary as its square root. 
Then, according to a well-known law, the arrangement producing the 
maximum external current is given by H= Lv, equality of impedances 
again. This brings us to 

Co = (Vo Lohe 7, 
as if the circuit were infinitely long both ways, with maximum efficiency 
secured at both ends. 

Lastly, the choice of L such that Ri = 2Zw makes the circuit, of given 
resistance, most efficient. 

In long-distance telephony using wires of low resistance, the waves 
are sent along the circuit in a manner closely resembling the trans- 
mission of waves along a stretched elastic cord, subject to a small 
amount of friction. In order to similarly imitate the electrostatic 

H. R. P.— vol. 11 20 
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theory, we must so reduce the mass of the cord, or else so exaggerate 
the friction, that there cannot be free vibrations. We may suppose 
that the displacement of the cord represents the transverse voltage in 
both cases. But the current will be in the same phase as the transverse 
voltage in one case, and proportional to its variation along the circuit 
in the other. 

We may conveniently divide circuits, so far as their signallin 
peculiarities are concerned, into five classes. (1). Circuits of suc 
short length, or so operated upon, that any effects due to electric 
displacement are insensible. The theory is then entirely magnetic, at 
least so far as numerical results are concerned. (2). Circuits of such 
great length that they can only be worked so slowly as to render 
electromagnetic inertia numerically insignificant in its effects. Also 
some telephonic circuits in which R/ Ln is large. Then, at least so far 
as the reception of signals is concerned, we may apply the electrostatic 
theory. (3). The exceedingly large intermediate class in which both 
the electrostatic and magnetic sides have to be considered, not separ- 
ately, but conjointly. (4). The simplified form of the last to which we 
are led when the signals are very rapid and the wires of low resistance. 
(5). The distortionless circuit, in which, by a proper amount of uniform 
leakage, distortion of signals is abolished, whether fast or slow. 
Regarded from the point of view of practical application, this class lies 
on one side. But from the theoretical point of view, the distortionless 
circuit lies in the very focus of the general theory, reducing it to simple 
algebra. I was led to it by an examination of the effect of telephones 
bridged across a common circuit (the proper place for intermediate 
apparatus, removing their impedance) on waves transmitted along the 
circuit. The current is reflected positively, the charge negatively, at a 
bridge. This is opposite to what occurs when a resistance is put in 
the main circuit, which causes positive reflexion of the charge, and 
negative of the current. Unite the two effects and the reflexion of the 
wave is destroyed, approximately when the resistance in the main 
circuit and the bridge-conductance are finite, perfectly when they are 
infinitely small, as in a uniform distortionless circuit. 


PART III. 


SPHERICAL ELECTROMAGNETIC WAVES. 


15. Leaving the subject of plane waves, those next in order of 
simplicity are the spherical. Here, at the very beginning, the question 
presents itself whether there can be anything resembling condensational 
waves! 

Sir W. Thomson (“Baltimore Lectures”, as reported by Forbes in 
Nature, 1884) suggested that a conductor charged rapidly alternately + 
and — would cause condensational waves in the ether. But there is no 
other way of charging it than by a current from somewhere else, so he 
suggested two conducting spheres to be connected with the poles of an 
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alternating dynamo. The idea seems to be here that electricity would 
be forced out of one sphere and into the other to and fro with great 
rapidity, and that between the spheres there might be condensational 
waves. 

But in this case, according to the Faraday law of induction, the 
result would be the setting up of alternating electromagnetic disturb- 
ances in the dielectric, exposing the bounding surfaces of the two 
spheres to rapidly alternating magnetizing and electrizing force, causing 
waves, approximately spherical at least, to be transmitted into the 
spheres, in the diffusion manner, greatly attenuating as they progressed 
in 
Perhaps, howeve:, there can be condensational waves if we admit 
that a certain quite hypothetical something called electricity is com- 

ressible, instead of being incompressible, as it must be if we in 
Maxwell's scheme make the unnecessary assumption that an electric 
current is the motion through space of the something. In fact, Prof. 
J. J. Thomson has calculated* the speed of condensational waves 
supposed to arise by allowing the electric current to have convergence. 
But a careful examination of his equations will show that the con- 
densational waves there investigated do not exist, i. e., the function 
determining them has the value zero. f 

16. To construct a perfectly general spherical wave we may proceed 
thas. The characteristic equation of H, the magnetic force, in a homo- 
geneous medium free from impressed force is, by (2) and (3), 


VIH = (4rukp + pep) E. ve ceececeseeeesseees (93) 


Now, let r be the vector distance from the origin, and Q any scalar 
function satisfying this equation. Let 


H = curl (ro) 94) 


Then this derived vector will satisfy (93), and have no convergence, 
and have no radial component, or will be arranged in spherical sheets 
From it derive the other electromagnetic quantities. Change H to E 
to obtain spherical sheets of electric force. 

This method leads to the spherical sheets depending upon any kind 
of spherical harmonic. They are, however, too general to be really 
useful except as mathematical exercises. For the examination of the 
manner of origin and propagation of waves, zonal harmonics are more 
useful, berides leading to the solution of more practical problems. It 
is then not difficult to generalize results to suit any kind of spherical 
harmonics. 


The Simplest Spherical Waves, 
17. Let the lines of H be circles, centred upon the axis from which 6 


is measured, and let r be the distance from the origin. We have no 
concern with ¢ (longitude) as regards H, so that the simple specification 


* B.A. Report on Electrical Theories. 


+I ought to qualify this by adding that the investigation seems very obecure, 
so that, although I cannot make the system work, yet others may. 
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of its intensity H fully defines it. Under these circumstances the 
equation (93) becomes 


CD (rH) = (4r pkp + Heep, . (95) 
H., say, 

where the acute accent denotes differentiation to r, and the grave accent 

to cos Ô or , whilst v stands for sin 6. The inductivity will be NOW flys 

to avoid confusing with the » of zonal harmonics. Equation (95) also 

defines g in the three forms it can assume in a conductor, dielectric, and 

conducting dielectric. 


_ Now try to make rH be an undistorted spherical wave, i. e. H varying 
inversely as the distance, and travelling inward or outward at speed v. 


Let 
rH = Ar- t) . . 96) 


where A is independent of r and 1. Of course we must have k=O, 
making g=p/v. Now (96) makes 


PUSH ꝛ⸗mnr geesnewedege (97) 
which, substituted in (95), gives 
JJC) (98) 
therefore AY = A Bi 22 2 (99) 
From these we find the required solutions to be 
E- Elms il. Faye - ' (100) 
F= 1e Fel- J EE (101) 


where Fo is any function, 4, and B, constants, E and F the two com- 
ponents of the electric force, F being the radial component out, and E 
the other component coinciding with a line of longitude, the positive 
direction being that of increasing 9, or from the pole. Similarly, if the 
lines of E be circular about the axis, we have the solutions 


(noe ptt B, pyr- ETEN (102) 
e (103) 


where H, and H, are the radial and tangential components of H. 

But both these systems involve infinite values at the axis. We must 
therefore exclude the axis somehow to make use of them.. Here is one 
way. Describe a conical surface of any angle 0,, and outside it another 
of angle 6, and let the dielectric lie between them. Make the tan- 
gential component of E at the conical surfaces vanish, requiring infinite 
conductivity there, and we make F vanish in (101), and produce the 
solution 


B 
Bape =~ fr et), .. ...... .. (104) 
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exactly resembling plane waves as regards 7vE. Here B is the same as 
KYB, and f the same as Ff, in equation (100).* 
18. Now bring in zonal harmonics. Split equation (95) into the two 


6H) fe . k. e (105) 
Zoea DI.... q (oe) 


The equation (106) has for solution 
H= AvQ\, 


where A is independent of 6, and is to be found from (105). 

The most practical way of getting the r functions is that followed by 
Professor Rowland in his papert wherein he treats of the waves 
emitted when the state is sinusoidal with respect tothe time. We shall 
come across the same waves in some problems. 


Let H= P. vd. . (107) 


P” 29! mn YP ; e (108) 


In order to render this arrangement (104) intelligible in terms of more every- 
day quantities, let the angles 0, and 6, be small, for simplicity of representation; 
then we have two infinitely conducting tubes of gradually increasing diameter 
enclosing between them a non-conducting dielectric. Now change the variables. 
Let be the line - integral of E across the dielectric, following the direction of the 
force ; it is the transverse voltage of the conductors. Let 40 be the line-integral 
of H round the inner tube; it is the same for a given value of r, independent of 6 ; 
C therefore what is commonly called the current in the conductor. We shall 


have 
V=Iw~, Cs Sv, Lv I; 
where L is the inductance and & the permittance, per unit length of the circuit. 
The value of L is 
L= 2py log [(tan 46,) (tan 3610]; 
so that the circuit has uniform inductance and permittance. The value of C in 
terms of (104) is 
= B Kir vt). 
2⁰⁰ 
When the tubes have constant radii a, and a», the value of L reduces to the well 


known 
L 2u log (a/a), 


of concentric cylinders. The wave may go either way, though only the positive 
wave is mentioned. 


+ Phil. Mag., June 1884, On the Propagation of au Arbitrary Electromagnetic 
Disturbance, Spherical Waves of Light, and the Dynamical Theory of Refraction.” 
Prof. J. J. Thomson has also considered spherical waves in a dielectric in his paper 
“ On Electrical Oscillations and Effects produced by the Motion of an Electrified 
Sphere,” Proc. London Math. Soc. vol. xv., April 3, 1884. [See also Stoke’s 
Mathematical and Physical Papers, and Rayleigh’s Sound on the subject of 
these functions.] 
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and the solution, for practical purposes with complete harmonics, is 

_7 _mm+1) , m(m*-1?)(m+2) m(m?-1)(m?-2?)(m + 3) 109 
P=!) age FFV +.... (109) 
We shall find the first few useful, thus :— 


P, 21 (gr), 
P. 1 30) + 3(gr)-’, | 
P. = 1 - 6(gr)-1 + 157) -2- 1509 )-. 
Now let U = e"P, so that U is the r function in Hr. If we change 
the sign of q in U, producing, say, V, it is the required second solution 
of (105). us 


b (-). mier +5) T (111) 


in the very important case of Oi, when m=1. 
The conjugate property of U and W is 
„%% (112) 
which is continually useful. 
We have next to combine U and W so as to produce functions suitable 
for use inside spheres, right up to the centre, and finite there. Let 


u=;(U+W), WH (U- W), . . (113) 


It will be found that when m is even, w/r is zero and u/r infinite at the 
origin; but that when m is odd, it is u/r that is zero at the origin and 
w infinite. 
The conjugate property of u and w is 
/ E EA (114) 
corresponding to (112). 


Consiruction of the Differential Equations connected with a Spherical Sheet of 
Vorticity of Impressed Force. 

19. Now let there be two media—one extending from r = O to r =a, in 
which we must therefore use the u-function or w-function, according as 
m is odd or even, and an outer medium, or at least one in which g has a 
different form in general. Then, within the sphere of radius a, we have 


FE at AGM, ecen v (115) 
JJJCJCCCJJJJVGCCCCC noria (116) 
where k, = 4rk+cp, and we suppose m odd. It follows that 
E lw 
F ĩ (117) 


In the outer medium use , if the medium extends to infinity, or both 
U and W if there be barriers or change of medium. First, let it be an 
infinitely extended medium. Then, in it, 

„ é !.; ⁊̃ꝗF ß (118) 


E= Brow - 19h. ccecce (119) 
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where k, = 47k +cp in the outer medium. From these 
ERS. Ss EEATT, (120) 


T u- w` 
(1 a0 and (120) show the forms of the resistance-operators on the two 
sides.“ 

Now, at the surface of separation, 7 = a, H is continuous (unless we 
choose to make it a sheet of electric current, which we do not); so that 
the H in (117) and (120) are the same. We only require a relation 
between the E's to complete the differential equation. 

Let there be vorticity of impressed force on the surface 1 = d, and 
nowhere else (the latter being already assumed). Then 


curl e = curl... . ore (121) 
is the surface-condition which follows; or, if f be the measure of the 
curl of e, 

Ü ⁵ k (122) 
Ez meaning the outer and Ei the inner E. Therefore 

= E, — EI 2 

f= He it) ‚J——U ee tee eee reeeeeenccces (123) 


H, denoting the surface H. So, by (117) and (120), used in (123), 


JI ul 1 2 — 10 es 2 
fe 6 2 1 1) M. (r=) eer (124) 


the required differential equation. Observe that u, only differs from 
and w, from w, in the different values of 9 inside and outside (when 
different), and that r=<a in all. 


*Some rather important considerations are presented here. On what principles 
should we settle which functions to use internally and externally, seeing that these 
functions U and W are not quantities, but differential operators? First, as regards 
the space outside the surface of origin of disturbances. The operator et” turns 
Jit) into At r / v), and can therefore only be possible with a negative wave, coming 
to the origin. But there cannot be such a wave without a barrier or change of 
medium to produce it. Hence the operator e alone can be involved in the exter- 
nal solution when the medium is unbounded, and we must use W. Next, go inside 
the sphere r=a. It is clear that both U and W are now needed, because disturb- 
ances come to any point from the further as well as from the nearer side of the 
surface, thus coming from and going to the centre. Two questions remain: Why 
take U and W in equal ratio; and why their sum or their difference, according as 
m is odd or even ? e first is answered by stating the facts that, although it is 
convenient to assume the origin to be a place of reflection, yet it is really only a 

lace where disturbances cross, and that the H produced at any point of the sur- 
is (initially) equal on both sides of it. The second question is answered by 
stating the property of the & function, that it is an even function of u when m is 
odd, and conversely ; so that when m is odd the H disturbances arriving at any 
point on a diameter from its two ends are of the same sign, requiring U + W ; and 
when m is even, of opposite sign, requiring U - W. 

Similar reasoning applies to the operators concerned in other than spherical 
waves. Cases of simple diffusion are brought under the same rules by generalizing 
the problem so as to produce wave-propagation with finite speed. On the other 
hand, when there are barriers, or changes of media, there is no difficulty, because 
the boundary conditions tell us in what ratio U and W must be taken. 
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Equation (124) applies to any odd m. When m is even, exchange u 
and w, also u’ and w. In the m system we may write 


A E: PEE A ssa vot T (125) 


the form of ¢ being given in (124). The vorticity of the impressed 
force is of course restricted to be of the proper kind to suit the m zonal 
harmonic. Thus, any distribution of vorticity whose lines are the lines 
of latitude on the spherical surface may be expanded in the form 


F (126) 


and it is the m* of these distributions which is involved in the preceding. 
20. Both media being supposed to be identical, ¢ reduces to 


21 q 
b= E. r eeeeeneeeem 127) 


by using (114) in (124). This is with m odd; if even, we shall get 


3 128 
$ V (128) 
In a non-dielectric conductor, k =4rk, and g?=4apkp; so that, 
keeping to m odd, 
Uf (29 
$ (45) . u ee (129) 
In a non-conducting dielectric, li p, and g=p/v; 80 
7 ͤ ͤͤ—w 130 
$ u. (u. ie: Wa) ( 
In this case the complete differential equation is 
H. yen %%Ü§ö§öÜ 8 (131) 
Po? 


when there is any distribution of impressed force in space whose vor- 
ticity is represented by (126). 
Outside the sphere, consequently, 


TaS 2 ( 
a =>, pear ib AWAD) gs dade tincpesasaaes (132) 
= 50 a 7 
8 = > a u 100% f, e (133) 


understanding that when no letter is affixed to u or w, the value at 
distance r is meant. We see at once that u. - O makes the external 
field vanish, i. ., the field of the particular F concerned. This happens 
when f is a sinusoidal function of the time, at definite frequencies. 
Also, inside the sphere, 


„ 
-O Sulu- . (134) 

(in) a 
E= 45 e e e (135) 
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As for the radial component F, it is not often wanted. It is got thus 


from H:— 

f ar Uv), / q — .. (136) 
where for op write 41 +cp in the general case. Thus, the internal F 
corresponding to (135) is 


{in) op = JED ilua- V- G ETTEREN (137) 


Practical Problem. Uniform Impressed Force in the Sphere. 


21. If there be a uniform field of impressed force in the sphere, 
parallel to the axis, of intensity Fi, its vorticity is represented by /,sin 0 
on the surface of the sphere. It is therefore the case m = 1 in the above. 
Let this impressed force be suddenly started. Find the effect produced. 
We have, by (132),* 


-.- 0; . .. .... 
(out) H u. (u- 10 e (138) 
or, in full, referring to the forms of u and w, equations (110) to (113), 


H= wafer“ -2)(1+ =) ewe + =\(2 + 70 . (139) 


Te the integrations indicated by the inverse powers of g or p/v; 
us 


f- (vt)ꝰ 
T fi Ta” A TR (140) 
if f, be zero before and constant after = O. As for the exponentials, 
use Taylors theorem, as only differentiations are involved. We get, 
after the process (140) has been applied to (139), and then Taylor's 
theorem carried out, 


2 
1-2 -% ( 26) (141) 
four a r 2ar a r 2ar 


where vt, u- TT a, vt, uta. 


* It will be observed that the operator connecting. /i and I is of such a nature that 
the process of expansion of H in a series of normal functions fails. I have examined 
several cases of this kind. The invariable rule seems to be that when there is a 
surface of vorticity of e, leading to an equation of the form = H, and there is a 
ohange of medium somewhere, or else barriers, causing reflected waves, the form of 
¢ is such that we can, when f is constant, starting at ¢=0, solve thus [p. 873, vol. II.] 


H aa + I. 
$o Tyſdeſdv 
extending over all the (algebraical) p-roots of ¢=0, which is the determinantal 
equation. But should there be no change of medium, the conjugate property of 
the functions concerned comes into play. It causes a great simplification in the 
form of ¢, and makes the last method fail completely, all trace of the roots having 
disappeared. But if we pass continuously from one case to the other. then the last 
formula becomes a definite integral. On the other hand, we can immediately 
integrate FH in its simplified form, and obtain an interpretable equivalent for 
the definite integral, the latter being more ornamental than useful. In the simpli- 
fied form, ¢ may be either rational or irrational. The integration of the irrational 
forms will be given in some later problems. 
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It is particularly to be noticed that the ti of (141) only comes into 
operation when 11 reaches zero, and similarly as regards the ap 
Thus, the first part expresses the primary wave out from the surface ; 
the second, arriving at any point 2a/v later than the first, is the reflected 
wave from the centre, arising from the primary wave inward from the 
surface. 

The primary wave outward may be written 


Nl * ; 
H= (255) 5 (1+ e (142) 


where vt (r- a), and the second wave by its exact negative, with 
vi>(r+a). Now, by comparing (132) with (134), we see that the 
internal solution is got from the external by exchanging a and r in the 
{ }’s in (139) and (141), including also in 11 and ¢, The result is that 
(142) represents the internal H in the primary inward wave, vt having 
to be (a- r); whilst its negative represents the reflected wave, 
provided vt & (a A r). 

The whole may be summed up thus. First, vtis <a. Then (142) 
represents H everywhere between r=a + vt and ra- u. But when vt 
is >a, H is given by the same formula between the limits r= vt — a and 
vt+a. In both cases H is zero outside the limits named. 

The reflected wave, superimposed on the primary, annuls the H 
disturbance, which is therefore, after the reflexion, confined to a 
spherical shell of depth 2a containing the uncancelled part of the 
primary wave 1 | 

The amplitude of H at the front of the two primary waves, in and 
out, before the former reaches the centre, is 

(Jiva) + (2,07). 
After the inward wave has reached the centre, however, the amplitude 
of H on the front of the reflected wave is the negative of that of the 
primary wave at the same distance, which is itself negative. 

The process of reflexion is a very remarkable one, and difficult to 
fully understand. At the moment ¢=a/v that the disturbance reaches 
the centre, we have H= (iv) + (4u), constant, all the way from r=0 
to 2a, which is just half the initial value of H on leaving the surface of 
the sphere. But just before reaching the centre, H runs up infinitely 
for an infinitely short time, infinitely near the centre; and just after 
the centre is reached we have H= —o infinitely near the centre, where 
the H-disturbance is always zero, except in this singular case when it 
is seemingly finite for an infinitely short time, though, of course, v is 
indeterminate. 

With respect to this running-up of the value of H in the inward 
primary wave, it is to be observed that whilst H is increasing so fast at 
and near its front, it is falling elsewhere, viz., between near the front 
and the surface of the sphere ; so that just before the centre is reached 
H has only half the initial value, except close to the centre, where it is 
enormously great. 

After reflexion has commenced, the H-disturbance is negative in the 
hinder part of the shell of depth 2a which goes out to infinity, positive 
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of course still in the forward part. At a great distance these portions 
become of equal depth a; at the front of the shell H= (ird) (2 hοur) I, 
at its back H= ditto; using of course a different value of r. 

22. As regards the electric field, we have, by (133), 


(out) E= . . uw fi; . 143) 
which, expanded, is 


E a Com - 100 ( 7 „50 + ei + alt 175 za) ; (144) 


comparing which with (139), we see that 
oH teal (Laert (141) 
E=poH + mat zal a +e ga 145 Fi- (145) 
We have, therefore, only to develop the second part, which is not in 
the same phase with H. It is, in the same manner as before, 


227 (25 550 47 (2 + 8750 —＋—＋ũ-ũ55öõ1. EENS 


275 6ra 
only operating when vii = -r +a, and #,= vt -a are positive. Or, 
2 (24 alt- i (A . 

4 (z te „-Z T) (J ) Oe ). „ (146a) 


l and 2 referring to the two waves. So, when vi (r a), and the two 
are coincident, we have the sum 


Nbc is the tangential component of the steady electric field left 
behind. 
The radial component F is, by (137), 
F008 6-7 ( I 1 1 1 
(out) F= 7 (A- n gn) . ...(148) 
where the unwritten term ... may be obtained from the preceding by 
changing the sign of a. Or 


e oi — 2 en) 
F 72 ((U 27 24 bra) tep e (149) 
where #¢,=vt+a-r. Or, 
. 008 a a ay 7) diy 7) I ( rb; 
i r an 2 27 ( 0 24( 1 Sra 5; (150) 
so that, when both waves coincide, we have their sum, 
271 cos 6 
F- . . snes 


which is the radial component of the steady field left behind by the 
part of the primary wave whose magnetic field is wholly cancelled. 
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To verify; the uniform field of impressed force of intensity Fi, by 
elementary principles, produces the external electric potential 
0 as 
Q cos 6 375 
whose derivatives, radial and tangential, taken negatively, are (151) 
and (147). The corresponding internal potential is 


Q = LAr cos 6. 


But its slope does not give the force E left behind within the sphere, 
because this E is the force of the flux. Any other distribution of 
impressed force, with the same vorticity, will lead to the same E. 
e 35) and its companion for F, derived from (134) by using 
(136), lead to the steady field (residual) 


= — 4#f,sin 6, F=}8ficos . (152) 


the components of the true force of the flux. Add e to the slope of Q 
to produce E.“ 
is always zero at the front of the primary wave outward, and 

E=,p,vH. At the front of the primary wave inward F is also zero, 
and E=-—yp,vH. After reflection, F at the front of the reflected wave 
is still zero, but now E = pov. 

The electric energy U, set up is the volume-integral of the scalar 
product 3eD. That is, 


of, . Aras caf? 
bi- E x Be on e (153) 


But the total work done by e is 2U,, by the general law that the 
whole work done by impressed forces suddenly started exceeds the 
amount representing the waste by Joule-heating at the final rate (when 
there is any), supposed to start at once, by twice the excess of the 
electric over the magnetic energy of the steady field set up. It is 
clear, then, that when the travelling shell has gone a good way out, and 
it has become nearly equivalent to a plane wave, its electric and mag- 
netic energies are nearly equal, and each nearly 3 Ui in value. I did 
not, however, anticipate that the magnetic energy in the travelling 
shell would turn out to be constant, viz., 4U, during the whole journey, 
from f= / to t=, so that it is the electric energy in the shell which 
gradually decreases to 3 Ui. Integrate the square of H according to 
(142) to verify. 

23. The most convenient way of reckoning the work done, and also 
the most appropriate in this class of problems, is by the integral of the 


Sometimes the flux is apparently wrongly directed. For example, a uniform 
field of impressed force from left to right in all space except a spherical portion 
produces a flux from right to left in that portion. This is made intelligible by 
the above. Let the impressed force act in the space between r=a and r=b, a 
being small and b great. In the inner sphere the first effects are those due to the 
r=a vorticity, and the flux left behind is against the force. But after a time 
comes the wave from the r=b vorticity, which sets matters right. The same 
applies in the case of conductors, when, in fact, a long time might have to elapse 
hefore the second and real permanent state conquered the first one. 
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scalar product of the curl of the impressed force and the magnetic force. 
Thus, in our problem 


2U, = fa Zer = far © H curl e/ Ar =| Pla ar (154) 


where dS is an element of the surface r=a. So we have to calculate 
the time-integral of the magnetic force at the place of vorticity of e, the 
limits being 0 and 2a/v. This can be easily done without solving the 
full problem, not only in the case of m=1, but m= ahy integer. The 


result is, if U,, be the electric energy of the steady field due to f,, 
— nV On 
jeu- York, ee eee (155) 
and, therefore, by surface-integration according to (154), 
asepa m + 1) 
2U,,=a Sm Sm + BB (156) 


JU. is the etic energy in the mi travelling shell. I have entered 
into detail in the case of m = I, because of its relative importance, and 
to avoid repetition. In every case the magnetic field of the primary 
wave outward is cancelled by that of the reflection of the primary 
wave in ward, producing a travelling shell of depth 2a, within which is 
the final s field. There, are, however, some differences in other 
respects, 8 as m is even or odd. 
us, in the case m = 2, we have, by (110) to (113), 


(0. — Wa) W 
3 3 


3 3 3, 3 
_ 42 —7) ee err = — = 3 

He (- 0) ei . p)) x (145 +a) (107) 
Making this operate upon f, zero before and constant after ¢=0, we 
obtain, by (132), (140), and Taylor's theorem, 

Haro 805 450 65 05 . 

(out) . 478 ata)" 74 atata 455 . . (158) 
In the wave represented, vt (r- a), it being the primary wave out. 
The unrepresented part, to be obtained by changing the sign of a 
within the (J, is the reflected wave, in which vt (r + a). 

To obtain the internal H exchange a and r within the (] in (158). 
The result is that faves ; 

=] Ya 2 — — — mr 2 8 . 

E . b+ 3 (0% - a? 70 \ (159) 
expresses the H-solution always, provided that when vt<a the limits 
for r are a- ut and a+vt; but when vr a, they are vt—a and vt +a. 

At the surface of the sphere, 


H, 5511 2 40) + aa) p e (460) 


from ¢=0 to 20% . It vanishes twice, instead of only once, inter- 
mediately, finishing at the same value that it commenced at, instead of 
at the opposite, as in the m = 1 case. 
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The radial component F of I is always zero at the front of either of 
the primary waves or of the reflected wave, and E= tp vH, according 
as the wave is going out or in. In the travelling shell É cha sign 
m times, thus kalang m+1 smaller shells of oppositely di 


magnetic force. At its outer boundary 


E= H= bfivQh(a/r), / . (161) 
and at the inner boundary the same formula holds, with + prefixed 
according as m is even or odd. 

In case m = 3, the magnetic force at the spherical surface is 
JOf, 30 15 tt 5 ers 5 
H, 274⁰b l 47 + R 47 16 “ae eoeancvseces (162) 
from ¢=0 to 2a/v; after which. zero. 


Spherical Sheet of Radial Impressed Force. 

24. If the surface r=a be a sheet of radial impressed force, it is clear 
that the vorticity is wholly on the surface. Let the intensity be inde- 
pendent of ¢, so that 

%%% ]]] acide (163) 

The steady potential produced is 


: a m+ /r\™ 
(in) V. Le- (% S (164) 
m JaN N i 
(out) V- Ce- © ETTE (165) 
because, at r =a, these make 
V-V, =e, and dy /dr=dV jdr; oooi. (166) 


i.e, potential difference e, and continuity of displacement. The normal 
component of displacement is 


c dV, c m(m +1) 
Ar Deo ee 
therefore, integrating over the sphere, the total work done by e is 
m(m+1 
20 = Yeas mth) E TT) 
which agrees with the estimate (156), because 
de vde 
1 420-4 444. (169) 
finds the vorticity, f, from the radial impressed force e; or, taking 
e = mv Qa! = vorticity, 


so that the old fa = e. /a. 


Single Circular Vortex Line. 


25. There are some advantages connected with transferring the 
impressed force to the surface of the sphere, as it makes the force of the 
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flux and the force of the field identical both outside and inside. At 
the boundary F is continuous, E discontinuous. 

Let the impressed force be a simple circular shell of radius a, and 
strength e. Let it be the equatorial plane, so that the equator is the 
one line of vorticity. Substitute for this shell a spherical shell of 
strength e on the positive hemisphere, — 3e or the negative, the 
impressed force acting radially. Expand this distribution in zonal 
harmonics. The result is 


e 3 7 11.3 15. 1.3.5 
85620200 240 6-468 0, 4 a, (170 
so that we are only concerned with the odd m's. This equation settling 
the value of en, the vorticity is 


DOA OSS / tocnseaenetanets (171) 


We know therefore, by the preceding, the complete solution due to 
sudden starting of the single vortex-line. That is, we know the 
individual waves in detail produced by ei, eg, etc. The resultant 
travelling disturbance is therefore confined between two spherical 
surfaces of radii t- d and vt a, after the centre has been reached, 
or of radii a—vt and a+ before the centre is reached. But it 
cannot occupy the whole of either of the regions mentioned. 

The actual shape of the boundaries, however, may be easily found. 
It is sufficient to consider a plane section through the axis of the 
sphere. Let A and B be the points on this plane cut by the vortex- 
line. Describe circles of radius rż with A and B as centres. If vt<a, 
the circles do not intersect ; the disturbance is therefore wholly within 
them. But when vt is > a, the intersecting part contains no H, and 
only the E of the steady field due to the vortex-line, which we know 
by § 24. 

hat within the part common to both circles there is no H we may 
prove thus. The vortex-line in question may be imagined to be a line 
of latitude on any spherical surface passing through A and B, and 
centred upon the axis. Let «, be the radius of any sphere of this kind. 
Then, at a time making «>a, the disturbance must lie between the 
surfaces of spheres of radii 21 1 and vt+a,, whose centre is that of 
the sphere aj. Now this excludes a portion of the space between the 
ot - d and vt +a circles, referring to the plane section; and by varying 
the radius a, we can find the whole space excluded. Thus, find the 
locus of intersections of circles of radius 


ut — (a? +2}, 


with centre at distance z from the origin, upon the axis. The equation 
of the circle is 


-er = {ut - (a? + 22) 
or a2 4 2 — 2 = ve +4? — 2¹¶ e +22)b n (172) 
Differentiate with respect to z, giving 
Ae iy SOF) succes 5 . (173) 
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and eliminate z between (173) and (172). After reductions, the result is 
* ＋ ( T a)ꝰ . ee ã q (174) 


indicating two circles, both of radius vt, whose centres are at A and B. 
Within the common space, therefore, the steady electric field has been 
established. 

If this case be taken literally, then, since it involves an infinite 
concentration in a geometrical line of a finite amount of vorticity of e, 
the result for the steady field is infinite close up to that line, and the 
energy is infinite. But imagine, instead, the vorticity to be spread 
over a zone at the equator of the sphere r=a, half on each side of 
it, and its surface-density to be fı», where f, is finite. Consider the 
effect produced at a point in the equatorial plane. From time f= O to 

(r- / (if the point be external) there is no disturbance. But 

m time 11 to ¢,=6/v, where b is the distance from the point to the 
edges of the zone, the disturbance must be identically the same as if the 
harmonic distribution f,v were complete, viz. by (142), 


H= (EN 7) 3 (175) 


After this moment 1, the formula of course fails. Now narrow the 
band to width adò at the equator and simultaneously increase 71, 80 as 
to make fad =e, the strength of the shell of impressed force when 
there is but one. The formula (175) will now be true only for a very 
short time, and in the limit it will be true only momentarily, at the 
front of the wave, viz., 

Jia / ppr =H =e] perd, . y (176) 


going up infinitely as do is reduced. To avoid infinities in the electric 
and magnetic forces we must seemingly keep either to finite volume 
or finite surface-density of vorticity of e, just as in electrostatics with 
respect to electrification. 

stead of a simple shell of impressed electric force, it may be one of 
magnetic force, with similar results. As a verification, calculate the 
displacement through circle v on the sphere r=a due to a vortex-circle 
at v, on the same surface, the latter being of unit strength. It is 


av Cen vAN 
2 2 gmp III 0 (177) 


due to 2¢,,Q,,, through the circle v. Take then 
(2m + 1)v7Q), 

2m(m + 1) 
which represents e, due to vortex-line of unit strength at v,. Use this 
in the preceding equation (177), and we obtain 


a ca VIVO n 
D- Eeim assassanin ser (179) 


as tbe displacement through v due to unit vortex-line at v. Applying 
this result to a circular electric current, B= p,H takes the place of 


Can = 
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D = (o/ ar) E, as the flux concerned, whilst if h be the strength of the shell 
of impressed magnetic force, h/4m is the equivalent bounding electric 
current. The induction through the circle v due to unit electric current 
in the circle v, is therefore obtainable from (17 9) by turning c to m and 
multiplying by (4) 2. The result agrees with Maxwell's formula for 
the coefficient of mutual induction of two circles hep II., art. 697). 

It must be noted that in the magnetic-shell application there must be 
no conductivity, if the wave-formulæ are to apply. 


An Electromotive Impulse. m=1. 


26. Returning to the case of impressed electric force, let in a spherical 
portion of an infinite dielectric a uniform field of impressed force act 
momentarily. We know the result of the continued application of the 
force. We have, then, to imagine it cancelled by an oppositely directed 
force, starting a little later. Let ¢, be the time of application of the 
real force, and let it be a small fraction of 2a/v, the time the travelling 
shell takes to traverse any point. The result is evidently a shell of 
depth of, at r= vt +a, in which the electromagnetic field is the same as in 
the case of continued application of the force, and a similar shell situated 
at r=vt—a, in which H is negative. Within this inner shell there is 
no E or H. But between the two thin shells just mentioned there is a 
diffused disturbance, of weak intensity, which is due to the sphericity of 
the waves, and would be non-existent were they plane waves. In fact, 
at time t= ij, when the initial disturbance H = f,v/2y,v has extended itself 
a small distance vii on each side of the surface of the sphere, there is a 
radial component F at the surface itself, since, by (150), 


F. - fi eos (= - 805 e (180) 


so that the sudden removal of f, leaves two waves which do not satisfy 
the condition E HH at their common surface of contact. On separa- 
tion, therefore, there must be a residual disturbance between them. 
The discontinuity in E at the moment of removing fı is abolished by 
instantaneous assumption of the mean value, but it is impossible to 
destroy the radial displacement which joins the two shells at the 
moment they separate. Put on i when ¢=0, then —/, at time 11 later. 
The H at time ¢ due to both is, by (142), 


= fe 2— 2 e 1b akon leice ie wiacetale Sratena ec wit elas 
H= DA 2t); (181) 
which, when t, is infinitely small, becomes 
= _ firth 9 
H= Ware SCC (182) 


First of all, at a point distant 7 from the centre, comes the primary 
disturbance or head, 


when vt r- ad, lasting for the time 11. It is followed by the diffused 
negative disturbance, or tail, represented by (182), lasting for the time 
H.E.P.—VOL. II. 25 
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2a / v. At its end comes the companion to ( 183), its negative, when 
vt =r +a, lasting for time ii, after which it is all over. This description 
applies when r >a. If r<a, the interval between the beginning and 
end of the H-disturbance is only 27/7 From the above follows the 
eee solution expressing the effect of Ji varying in any manner with 
the time. 


Alternating Impressed Forces. 


27. If the impressed force in the sphere, or wherever it may be, be a 
sinusoidal function of the time, making p? — u, if n= 2 x frequency, 
the complete solutions arise from (132) A (135) so immediately that we 
can almost call them the complete solutions. Of course in any case in 
which we have developed the connection between the impressed force 
=- the flux, say e = ZC, or C= le, where Z is the resistance-operator, 

call this equation the solution in the sinusoidal case, if we state 
that pi is to mean — n’. But there is usually a lot of work needed to 
bring the solution to a practical form. In the present instance, how- 
ever, there is scarcely any required, because u and w are simple functions 
of qr, and q? is real. The substitution p? = n? in u results in a real 
function of n7/v, and in w in a real function * (- 1). Thus :-- 


ur v. nr 
a n 


3 

W (185) 

i 307\ . nr 3v mr 

62 i (1 - 1575) ein + = cos . ; 
nèr v nr 


In the case m= I, if (Ji) eos nt is the form of i, so that (Ji) 5 
the amplitude, we find, writing this case fully because it is the most 
important :— 


(ant) H= Ci Ha cos — = sin) > (cos - ein) ( — nt), 


e (185a) 
(in) H= "(oo bein) w. (cos - ein) (. — nt), 
(out) F= - 2(F 5 E (cos - ein) „, (ein + 170) ( v — nt), 
8 185% 
(in) F=- T S ein) „. (sin + cos) (S — nt), = 


(out) E = (es e a { -S eos Zein (v ah aia 
(in) E=- vafi — hein + Zeos) 2 (sin+ cos) (5 0 


7427 
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It is very remarkable, on first acquaintance, that the impressed force 
produces no external effect at all when 


u. = O, or tan . 
v v 

For the impressed force may be most simply taken to be a uniform field 
of inteusity (f,) cos nt in the sphere of radius a acting parallel to the 
axis, and it looks as if external displacement must be produced. Of 
course, on acquaintance with the reason, the fact that the solution is 
made up of two sets of waves, those outward from the lines of vorticity 
and those going inward, and then reflected out, the mystery disappears. 

To show the positive and negative waves explicitly, we may write 
the first of (185a) in the form 


-- G.. -C- 


+ (1 + J Jos + (2 - = ein} (nt + ne) | (185d) 


the second line showing the primary wave out, the first the reflected 
wave. Exchange a and r within the [] to obtain the internal H. The 
disturbance, at the surface, of the primary wave going both ways is, 
from ¢=0 to 2a/v, 


r (0s - 1) . . 
pe {cos nt + nian CO nt 1) (185e) 
The amplitude due to both waves is 

(A) N 

0710 $ mt) e (185f) 


The time-rate of outward transfer of energy per unit area at any 
distance r is EH/4r. In the m system this is 


1 e e {u'sin-(—iw)cos}nt.{ucos-+(—iw)sin}nt, (186) 


where m is supposed odd, whilst u and -iw are the real functions of 


*In reference to this formula (185d), and the corresponding ones for other 
values of m, it is not without importance to know that a very slight change 
suttices to make (185d) represent the solution from the first moment of starting 
the impressed force. Thus, let it start when ¢=0, and let the f, in equation (139) 
be (Ji) co nt. Effect the two integrations thus, 


v.; vi 
f- (Jin nt, Ae (% cos nt), 

vanishing when ¢=0, and then operate with the exponentials, and we shall obtain 
(185d) thus modified :—To the first line must be added 

Cipa 

Quyvr néar’ 
and to the second line its negative. Thus modified, (185d) is true from ¢=0, 
understanding that the second line begins when ¢=(7-a)/v, and the first when 
t=(r+a)/v. The first of (185a) is therefore true up to distance r= vt - a, when 
this is positive. In the shell of depth 2a beyond, it fails. 
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nr / v obtained in the same way as (184). The mean value of the f 
function is, by the conjugate property of u and w, equation (114), 


= —n/2v. 
Using this, and integrating (186) over the complete surface of radius r, 
giving 
vero 4 mim + 1) 187 
ffe as n+l ’ F 87) 


we find the mean transfer of energy outward per second through any 
surface enclosing the sphere to be 
mem TI) (u 
2(2m+1) por’ 
if (J cos nt is the vorticity of the impressed force. [When m is 
even substitute — w;. | 
In the case m=1, the waste of energy per second is 


e (188) 


u (189) 
aa E OT S 
due to the uniform alternating field of impressed force of intensity 
(fı) cos nt within the sphere. 

In reality, the impressed force must have been an infinitely long time 
in operation to make the above solutions true to an infinite distance, 
and have therefore already wasted an infinite amount of energy. If 
the impressed force has been in operation any finite time t, however 
great, the disturbance has only reached the distance = vt d. Of 
course the solutions are true, provided we do not go further than 
rt - a. We see, therefore, that the real function of the never-ceasing 
waste of energy is to set up the sinusoidal state of E and H in the 
boundless regions of space which the disturbances have not yet 
reached. The above outward waves are the same as in Rowland’s 
solutions.* Here, however, they are explicitly expressed in terms of 
the impressed forces causing them. 

u. = O makes the external field vanish when m is odd; and w,=0 
when m is even; that is, when the sinusoidal state has been assumed. 
It takes only the time 2/ to do this, as regards the sphere r=a; the 
initial external disturbance goes out to infinity and is lost. This 
vanishing of the external field happens whatever may be the nature of 
the external medium away from the sphere, except that the initial 
external disturbance will behave differently, being variously reflected 
or absorbed according to circumstances. 


Conducting Medium. m=1. 


28. Now consider the same problem in an infinitely extended con- 
ductor of conductivity k. We may remark at once that, unless the 
conductivity is low, the solution is but little different from what it 
would be were the conductor not greatly larger than the spherical 


* In paper referred to in 8 18. 
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portion within it on whose surface lie the vortex-lines of the impressed 

force, owing to the great attenuation suffered by the disturbances as 

they progress from the surface. In a similar manner, if the sphere be 

large, or the periodic frequency great, or both, we may remove the 

greater part of the interior of the sphere without much altering matters. 
We have now 


q=(4ru kp} =(1+iz, if c=(Qepgkn)h ou... (190) 
The realization is a little troublesome on account of this pt. The result 


is that the uniform alternating field of impressed force of intensity 
(f,) cos nt, gives rise to the internal solution 


[ a- (5) um., see (129), § 20 | 


r PoP 
(in) H= (Fe) A (4 + B)coant+(A - B) sinni}, . (191) 


where 4 and B are the functions of r expressed by 
1 1 1 1 2 . 
Aza (14+——- — 3 — 
1 + 27 227) oe (25 228. 257. 2) in lle r) 
z + : Jii 
za 


1 1 1 

- 5 53 (192 

ii 22) eos (set Qar.2 E n°) 
1 


1 1 2 1 : 
= Ar- EE ce = . — 
ý 1 2 T Jer. ga) (1 2 j 226) in fee i 


1 1 2 1 a 
er 4 4 . . (19 
€ 1 2 + Pe zajos + (1 + oat 256) in e +r). (193) 


Equation (191) showing the internal H, the external is got by exchang- 
ing a and r in the functions 4 and B. 

Now æa is easily made large, in a good conductor; then, anywhere 
near the boundary, (r = a), we have 


A =°- cos z(a — r), B= . h sin z(a- r), .....(194) 
and (191) becomes 
(in) H= =‘ (War . cos{ ni (A- 7) — i} N (195) 
on 7 4 
The wave-length A is 
„ (196) 
z 550 e 


Thus, in copper, a frequency of 1600 to 1700 makes A= 1 centim. 
Both A and the attenuation-rate depend inversely on the square roots 
of the inductivity, conductivity, and frequency, whereas the amplitude 
varies directly as the square root of the conductivity, and inversely as 
the square roots of the others. 

[The attenuation in distance À is -= e r; therefore we may say 
it is nearly insensible further on. If we introduce an auxiliary 
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impressed force to keep the current straight, we shall, when za is 
large, just double the external H and the activity. 

o verify that very great frequency ultimately limits the disturbance 
to the vortex-line of e when there is but one, we may use the last solu- 
tion to construct that due to a sheet of impressed force 

cos nt Te, ., 
acting radially on the surface of the sphere. Thus, 
Qn 
(in) H= =\> ent Or e-He-regs fa _x(a—1)- zh (197) 
when za is very great. When the vorticity is confined one line of 
latitude, H in (197) vanishes everywhere except at the vortex-line. 
But a further approximation is required, or a different form of solution, 
to show the disturbance round the vortex-line explicitly, i.e.. when n is 
great, though not intinitely great. 
A Conducting Dielectric m=1. 


29. Here, if k is the conductivity, c the permittivity, and p, the 


inductivity, let 
q= (4p, kp + pep?) =M Ti (198) 
when p=nt. Then n, and n, will be given by 


N = [f į (0); 11 r 499) 


Using this 9 in the general external H-solution, but ignoring the explicit 
connexion with the impressed force, we shall arrive at 


_ CoP -er My e r-ni 2 
(out) H N 0 + Tartan eos rn? + nein d nt), (200) 


where Co is an undetermined constant, depending upon the magnitude 
of the disturbance at r=a. So far as the external solution goes, how- 
ever, the internal connexions are quite arbitrary save in the periodicity 
and confinement to producing magnetic force proportional in intensity 
to the cosine of the latitude. The solution (200) may be continued 
unchanged as near to the centre as we please. Stopping it .nywhere, 
there are various ways of constructing complementary distributions in 
the rest of space, from which (200) is excluded. 

n, is zero when k=0. We then have the dielectric solution, with 
n,=n/v. On the other hand, c= O makes 


n =n = (Qrpgkn)* = a, 
as in 8 28. The value of ur T u is 


n? 4TkN?Nè ~ n? 7 )) 201 
220 + (A5) m, 9201 + (a © ococoooooooocooeo ( ) 


Enormously great frequency brings us to the formulæ of the non- 
conducting dielectric, with a difference, thus: n, and n become 


n, = 2 Æ⁰¹ν, RF (202) 
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when 4rk/cn is a small fraction. The attenuation due to conductivity 
still exists, but is independent of the frequency. We have now 


(out) H= Sorene (cos — < ein) ( — nt), e (203) 


differing from the case of no conductivity only in the presence of the 
exponential factor. 

It is, however, easily seen by the form of n, in (202) that in a good 
conductor the attenuation in a short distance is very great, so that the 
disturbances are practically confined to the vortex-lines of the impressed 
force, where the H-disturbance is nearly the same as if the conductivity 
were zero, as before concluded. It follows that the initial effect of the 
sudden introduction of a steady impressed force in the conducting 
dielectric is the emission from the seat of its vorticity of waves in the 
same manner as if there were no conductivity, but attenuated at their 
front to an extent represented by the factor e, with the (202) value 
of n,, in addition to the attenuation by spreading which would occur 
were the medium nonconducting. This estimate of the attenuation 
applies at the front only. 


Current in Sphere constrained to be uniform. 


30. Let us complete the solution (200) of § 29 by means of a current 
of uniform density parallel to the axis within the sphere of radius a, 
beyond which (200) is to be the solution. This will require a special 
distribution of impressed force, which we shall find. Equation (200) 
gives us the normal component of electric current at + =a, by differenti- 
ation. Let this be T' cos 0. Then T is the density of the internal 
current. The corresponding magnetic field must have the boundary- 
value according to (200), and vary in intensity as the distance from the 
axis, its lines being circles centred upon it, and in plancs perpendicular 
to it. Thus the internal H is also known. The internal E is fully 
known too, being KIT in intensity and parallel to the axis. It only 
remains to find e to satisfy 


curl (e E) Hi q (3) bis 


within the sphere, and at its boundary (with the suitable surface inter- 
pretation), as it is already satisfied outside the sphere. The simplest 
way appears to be to first introduce a uniform field of e parallel to the 
axis, of such intensity e, as to neutralize the difference between the 
tangential components of the internal and external E at the boundary, 
and so make continuity there in the force of the field; and next, to 
find an auxiliary distribution e, such that 


curl e. = H, 
and having no tangential component on the boundary. This may be 
done by having e, parallel to the axis, of intensity proportional to 
(a? — 12) sin 0. 
The result is that the internal H is got from the external by putting 
r=a in (200) and then multiplying by r/a; T from the internal H by 
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multiplying by (2 r sin 6) 1; ei from the difference of the tangential 
components E outside and inside is given by 


el . (()) LC. nh) t 47 (mazar p) joan) 


2 i on mn sin nza- t) J 
fa( datna ma) + 450 +na+ anit <5) \s na nt) | (204) 
Finally, the auxiliary force has its intensity given by 
— a? = r -na ny e Ng = 
en HynCo———,-€ 0 aber %)) in d n oe) (me nt). . (205) 


A remarkable property of this auxiliary force, which (or an equivalent) 
is absolutely required to keep the current straight, is that it does no 
work on the current, on the average ; the mean activity and waste of 
energy being therefore settled by ei. 


Nov. 27, 1887. 


PART IV. 
Spherical Waves (with Diffusion) in a Conducting Dielectric. 

31. In an infinitely extended homogeneous isotropic conducting 
dielectric, let the surface r=a be a sheet of vorticity of impressed 
electric force; for simplicity, let it be of the first order, so that the 
5 is represented by fr. By (127), § 20, the differential 

’ 0 


equation of H, the intensity of magnetic force is, at distance r from the 
origin, outside the surface of f, (v meaning sin 6), 


H= a @) — ( + =) {cosh ga - ama N (206) 


where J may be any function of the time. Here, in the general case, 
including the unreal “ magnetic conductivity ” g,* we have 


q= [(4rk + cp)(4rg + pp)} =v" '[(p+p)?- of}, ee: (207) 
k, =4ak p 
if, for subsequent convenience, 
P = 4 T / 2c, P=P, t+ Py -$ 
pa = 4g] 2p, ap p V= (uc) . . (208) 


The speed is v, and pi, pg are the coefficients of attenuation of the parts 
transmitted of elementary disturbances due to the real electric con- 
ductivity k and the unreal g; that is, “ is the factor of attenuation 
due to conductivity. On the other hand, the distortion produced by 
conductivity depends on o, and vanishes with it. There is some utility 


* Owing to the lapse of time, I should mention that the phystcal and other 
meanings of the coefficient g are explained in Part I. of this paper. Also k= electrio 
conductivity: 4= magnetic inductivity ; and c/4r electric permittivity. All the 
problems in this paper, except in § 43, relate to spherical waves; the geometrical 
coordinates are r and 0. Wales otherwise mentioned, p always signifies the 
operator d/dt, t being the time. 
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in keeping in 9, because it sometimes happens that the vanishing of k, 
making p= — o, leads to a solvable case. We can then produce a real 
problem by changing the meaning of the symbols, turning the magnetic 
into an electric field, with other changes to correspond. 


The Steady Magnetic Field due to f Constant. 


32. Let f be zero before, and constant after f= O, the whole medium 
having been previously free from electric and magnetic force. All 
subsequent disturbances are entirely due to f. The steady field which 
finally results is expressed by (206), by taking p=0; that is, k, has to 
mean 47k, and g= 4r(kg)?, by (207). To obtain the corresponding 
internal field, exchange a and r in (206), except in the first a/r. The 
same values of k, and g used in the corresponding equations of E and F 
give the final electric field. The steady magnetic field here considered 
depends upon g, and vanishes with it. 


Variable State when pi = pt First Case. Subsiding f. 


33. There are cases in which we already know how the final state 
is reached, viz., the already given case of a nonconducting dielectric 
(S 21, 22), and the case o O in (208), which is an example of the 
theory of $4. In the latter case the impressed force must subside at 
the same rate as do the disturbances it sends out from the surface of 7. 
Thus, given F = Fe ot, starting when ¢=0, with f, constant, the resulting 
electric and magnetic fields are represented by those in the correspond- 
ing case in a nonconducting dielectric, when multiplied by e-. The 
final state is zero because f subsides to zero; the travelling shell also 
loses all its energy. But there are, in a sense, two final states; the 
first commencing at any place as soon as the rear of the travelling shell 
reaches it, and which is entirely an electric field; the second is zero, 
produced by the subsidence of this electric field. There is no magnetic 
force to correspond, and therefore no “true” electric current, in Max- 
well’s sense of the term, except in the shell. 


Second Case. f Constant. 


34. But let the impressed f be constant. Then, by effecting the 
integrations in (206), we are immediately led to the full solution 


rd -r-a LAVITAN * 
1 2% (7% 7 (HEP gat 


+ same function of - a), ...(209) 
where the fully-represented part expresses the primary wave out from 
the surface of f, reaching r at time (r—a)/v; whilst the rest expresses 


the second wave, reaching r when t=(r+a)/v. After that, the actual H 
is their sum, viz., 


Hater + =) | cosh Z z sinh |, ee (210) 
p 
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a mint wih Zu, ben ve give q therein tle meral value pr at 
pron uur, aui k. = bri 
At ths fra A the fru wave we Lave 


))) (211) 


ws that the energy in the traveling she!) el] subsides to zero. 
Faatim (211) ams exr H at tte front of the inward wave, 
fenh fene and after rahing the centre of the sphere. The exchange of 
a and r in the [j in 420% produces the evrrezponding internal solution. 


Unequal pi anl py. General Case. 
45. If we put ddr =V, we may write (206) thus, 


Ha" af (9 l j7 + : 5 (v 5 700 Å 3 f. (212) 


It is, therefore, sufficient to find 
%%%«ͤö;éöé1Bé ] 8 213) 


t obtain the complete solution ot (212); namely, by performing upon 
thes solution of (213) the differentiations V and the operation ky. This 
rer to the first half of (212); the second half only requires the 
changed sign of a in the [] to be attended to. 


Now (213) is the same as 


„ 
Pen me o (52 )- . (214) 


xpand the two functions of p in descending powers of p, thus, 


2027 = -U VF 
(1-0) ap 7222 f ag ptf —. 215) 


27 52 ee | ee | oe 2 
„„ D e . PERE (216) 


where tho A's are functions of r, but not of p. Multiplying these 
togothor, wo convort (213) or (214) to l 


Pipa l 2. 
ven hte v0 mk gn. |e, ere (217) 


whore the i's are functions of r, but not of p. The integrations can 
now he effected. Let f be constant, first. Then, F starting when ¢=0, 


wo huve 
po (Jett) Iod - 1 - pt pL) = ) say; .....(218) 


etc, oto. Next, opening with the exponential containing p in (217) 
turns t to f- (r- 4 / v, and gives the required solution in the form 


* l IX (ti) . (eft) 
ntoro (o= o [rent] 
+ same function of -a |, e (219) 
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where ti - (r-) / v; the represented beginning when 11 reaches 
zero, and the rest when f- (r +a)/v reaches zero. 


Fuller Development in a Special Case. Theorems involving Irrational 
Operators. 


36. As this process is very complex, and (219) does not admit of 
being brought to a readily interpretable form, we should seek for 
special cases which are, when fully developed, of a comparatively 
simple nature. Write the first half of (212) thus, 


erde p. y N. 1 FPE ran], E 
H 27 € n(v 0 % Fe CE) E vy (fe? 1 (220) 


Now the part in the square brackets can be finitely integrated when 
fe subsides in a certain way. We can show that 


G e) u- } —..—h᷑221) 


in which, observe, the sign of e may be changed, making no difference 
on the right side (the result), but a great deal on the left side. 
The simplest proof of (221) is perhaps this. First let r=a. Then 


pte -rt = a -ZN 1 s.e. e 22 
(Exe) eae 1-7) dh be. 222) 
b7 getting the exponential to the left side, so as to operate on unity. 
ext, by the binomial theorem, 
120  1.3/20\? 
= -a „5 2 — fF E boo FL & feo eee, 
i [+ 7 270207) +... JQ). (223) 


Now integrate, and we have (f commencing when t= 0); 


1.3 1.3.5 

E 308 ro} e (224) 

=~ tet J (ott) ; 

so that, finally, 

Beye = AC) . —. (225) 

— 0. 

It is also worth notice that, integrating in a similar manner, 

(1 70 0 aia E Tati). . (226) 


These theorems present themselves naturally in problems relating to a 
telegraph- circuit, when treated by the method of resistance- operators. 


A ial f (225) i 
special case of (225) is pal) = (wt) .. . 2 (227) 
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which presents itself in the electrostatic theory of a submarine 
cable.* 

We have now to generalize (225) to meet the case (221). The left 
member of (221) satisfies the partial differential equation : 


v p  ieccceeesscceeeceeeescee: 228) 


so we have to find the solution of (228) which becomes J (cti) when 
r=a. Physical considerations show that it must be an even function 
of (r- a), so that it is suggested that the f in J (sti) has to become, not 
t—(r—a)/v or t ( r- a) /, but that f has to become their product. In 
any case, the right member of (221) does satisfy (228) and the further 
prescribed condition, so that (221) is correct. 

If a direct proof be required, expand the exponential operator in 
(221) garni r in the way indicated in (216), and let the result 
operate upon J,(ctt). The integrated result can be simplified down to 
221). 

l 37. Now use (221) in (220). Let feet = feet, where f, is constant; 
and the square bracket in (220) becomes known, being in fact the right 
member of (221) multiplied by f, So, making use also of (228), we 
bring (220) to 


_ vafo -pt 1 1 d v? 1 T| „ 2. 2% VP. 
Hm lee N a Bees fe a) ee | ; (229) 


to which must be added the other part, beginning 2a/v later, got by 
negativing a, except the first one. The operation (p? - ) may be 
replaced by two integrations with respect to r. 

Let r and a be infinitely great, thus abolishing the curvature. Let 
r- a=z, and f,va/r, which is now constant, be called ¢. Then we have 
simply 


— % e-m] |T 5 2 
H- 2 ORRE veh}, eats 1 (230) 


showing the H produced in an infinite homogeneous conducting 
dielectric medium at time ¢ after the introduction of a plane sheet (at 
z=0), of vorticity of impressed electric force, the surface-density of 


* Thus, let an infinitely long circuit, with constants R, S, K, L, be operated 
upon by impressed force at the place z=0, producing the potential-difference V, 
there, which may be any function of the time. Let C be the current and V the 
potential-difference at time ¢ at distance 2. Then 


[K 75 3 
c=( SAU 
where q=(R+Lp)(K+Sp)t. Take K=0, and L=0; then, if V, be zero before 
and constant after ¢=0, the current at z=0 is given by 

Cy = Vi(S/R)tpt(1), 
and (227) gives the solution. Prove thus: let ö be any constant, to be finally 
made infinite ; then 


DCI) + bp?) “t= bi Abtae— A, 


by the investigation in the text. Now put b=o, and (227) results. 
In the similar treatment of cylindrical waves in a conductor, pt, pì, etc., occur. 
We may express the results in terms of Gamma-functions, 
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vorticity being ee . This corroborates the solution in § 8, equation 
(51) [Part I., p. 383], whilst somewhat extending its meaning. 
e condition to which F is subject may be written, by (208), 


JF (231) 


where f, is constant. If, then, we desire f to be constant, pi must 
vanish, which, by (208), requires k=0, whilst g may be finite. 

But we can make the problem real thus. In (229) change H to E 
and pv to cv; we have now the solution of the problem of finding the 
electric field produced by suddenly magnetizing 5 a spherical 
portion of a conducting dielectric ; i. e., the vorticity of the impressed 
magnetic force is to be on the surface of the sphere r =a, parallel to its 
lines of latitude, and of surface-density fv, such that fue“ is constant. 
This makes f constant when g=0 and & finite, representing a real 
conducting dielectric. 


The Electric Force at the Origin due to fv at ra. 


38. Returning to the case of impressed electric force, the differential 
equation of F, the radial component of electric force inside the sphere 
on whose surface r=a the vorticity of e is situated, is, by § 20, 
equations (136), (137), 

_ 2a cos 6 a =) ( — 5 
A . cosh gr a a (232) 
At the centre, therefore, the intensity of the full force, which call F,, 
whose direction is parallel to the axis, is 


y= Hl +ga" f= (1 - 44% rf . (233) 


Unless otherwise specified, I may repeat that the forces referred to are 
always those of the fluxes, thus doing away with any consideration of 


the distribution of the impressed force, and of scalar potential, of vary- 
ing form, which it involves. (233) is equivalent to 


Fo- geo ( + 4 052 — o2)*) e-ink (fee) (234) 
Let F be constant, and p = o, org=0. Then (234) becomes 
a -o\t pis i 
Fo In H+ )( Ae) + 1 |e (af (e-), ... . 235) 
of which the complete solution is, by (221), 


Fo = (37) (Luv p+o)J {ov (a? - v2) 1) + x.) 8 (236) 
where, subject to 9 = O, rr errr ere (236a) 
or, solved, 7 

=1 -e| 7 NI 1 J 

. 1 M+) 8 1 


1.3/oa\5 1 (J, J 
+1822) 2 2 60 — see (237) 
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in which ¢=(—1)*, and all the Js operate upon cti. This solution 
(236) begins when f= %. The value of o is 47 2c. 

In a good conductor o is immense. Then assume c=0, or do away 
with the elastic displacement, and reduce (236) to the pure-diffusion 
formula, which is 


_(2 3) -ma [NNS „ 1.3% 3 9 
Fo eo G ye +1 (=) y 3 5 — „ (238) 
where = (4ruka?/2t)}. The relation of X, in (236) to the preceding 
terms is explained by equations (233) or (235). 


Effect of uniformly magnetizing a Conducting Sphere surrounded by a 
Nonconducting Dielectric. 


39. Here, of course, it is the lines of E that are circles centred upon 
the axis, both inside and outside. Let h be the impressed magnetic 
force, and hy the surface-density of its vorticity, at 7 = a, outside which 
the medium is nonconducting, and inside a conducting dielectric. The 
differential equation of E., the surface-value of the tensor of E at r=a, 
is (compare (124), § 19) 

hy (1 W I +WN 
E. ( „ ( UEP an e 239) 
in which r=a, and p and g are to have the proper values on the two 


sides of the surface. 
Now, by (111), 


WIW - n . 240) 


in the case of m= 1, (first order), here considered. This refers to the 
external dielectric, in which g=p/v. Let v=o, making 


nu m-- a- ceccceccsesecesteceenees 241) 


This assumption is justifiable when the sphere has sensible conductivity, 
on account of the slowness of action it creates in comparison with the 
rapidity of propagation in the dielectric outside. Then (239) becomes 


I 1 1% sinh 914 +1 E 
E, pe cOsh g1 - (14d) -Isinh 91a pa\yy 0 
if A is the external and ui the internal inductivity, and q, the internal 
q. When the inductivities are equal, there is a material simplification, 
leading to 
Bes app ae) a, 
f qa sinh 91 
where 91 = {(47k, ＋ CID). J. First let ci -= O, in the conductor, making 
qr = 4p kp =, say. hen 


N (243) 


E. 1 cos sa - (5a) —1sin Sa,, 


e aang —— . .(244) 
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From this we see that sin sa = 0 is the determinantal equation of normal 
systems. The slowest is 


Sit = Tr, or -p= AHITId̃JᷣUPni .... . (245) 


This time- constant is about (1250) 1 second if the sphere be of copper 
of 1 centim. radius; about 8 seconds if of 1 metre radius, and about 10 
million years if of the size of the earth. 
At distance r from the centre of the sphere, within it, at time t after 
starting h, we have 
__ ty cos sr - (sr) sin r „ 

E = 4rk,r > p(d/dp){ (sa) Tsin sa} MO eee (246) 
subject to the determinantal equation, over whose roots tho summation 
extends, p being now algebraic. Effecting the differentiation indicated, 
we obtain 


23 cos sr — (sr) sin sr. 
E „ ee RE O T 


The corresponding solution for the radial component of the magnetic 
force, say H,, is 
Z _ Y cos sr — (r) Isin ST pe 
H. = (gh cos 6) — 4h cos 8D) ee e scape et (248) 


At the centre of the sphere, let H, be the intensity of the actual 
magnetic force. It is, by (248), 


H,= 76 4 2 L (cos aa) 1e.) . ...... ... 249) 


Thus the magnetic force arrives at the centre of the sphere in identi- 
cally the same manner as current arrives at the distant end of an 
Atlantic cable according to the electrostatic theory, when a steady 
impressed force is applied at the beginning, with terminal short-circuits. 
In the case of the cable the first time-constant is 


- p7? = RSP /1?, 


where Hl is the total resistance and & the total permittance. It is not 
greatly different from 1 second, so that, by (245), the sphere should be 
ARA a foot in radius to imitate, at its centre, the arrival-curve of the 
cable. 

To be precise we should not speak of magnetizing the sphere, because 
(ignoring the minute diamagnetism) it does not become magnetized. 
The principle, however, is the same. We set up the flux magnetic 
induction. But the magnetic terminology is defective. Perhaps it 
would be not objected to if we say we inductize* the sphere, whether 
we magnetize it or not. This is, at any rate, better than extending the 
meaning of the word magnetize, which is already precise in the mathe- 
matical theory, though of uncertain application in practice, from the 
variable behaviour of iron. 


* Accent the first syllable, like magnetize. Practical men sometimes speak of 
energizing a core, etc. But energize is too general; by using inductize we specify 
what flux is set up. 
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40. The * is the alternative form of solution showing the 
waves, when ci is finite. With the same assumption as before that 
v=œ outside the sphere, the equation of H, the radial component of 
H, is 


2 cos Ô cosh gr —(gr)—!sinh 
E. — r ce ——.—.ͥ(250) 
which, at r=0, becomes 
Hy = $a (sinh ga). oe. u eee (251) 
Expand the circular function, giving 
Ho ga oP $e pee ) x q . (252) 


or, since here g=v-}{( p +o)? 2], where o = 41 / 2c, 
= * 4.6 2 = % e „A- t 
Be- g bci 2e Ye) [« rp + Ju⸗ ), (253) 
so, using (221), we get finally ö 
Hy= Sheep + J le m wey} + Jef Z(9at : vay} + —4— (254) 


The J, functions commence when vt =a, 3a, 5a, etċ., in succession, 
„and the successive terms express the arrival of the first wave and of the 
reflexions from the surface which follow. In the ease of pure diffusion, 
this reduces to 
Hy = (3h) 264 E/rt)I e- f e- Orn N. . J . (255) 
which is the alternative form of (249), involving instantaneous action 
at a distance. The theorem (in diffusion) 


e- pl. (1) = (rt) d- ¶ʒ en (256) 
becomes generalized to | 
agl) le pHo) {ov Ma? - v2). (257) 
if 22, 20). 


On the right side of (257), the p means, as usual, differentiation to f. 
The two quantities e and v may have any positive values; to reduce to 
(256), make v infinite whilst keeping o/ finite. 


Diffusion of Waves from a Centre of Impressed Force in a 


Conducting Medium. 
41. In equation (206) let a be infinitely small. It then becomes 
H = zabvr- (irk + cp)(Ltarye / q . (258) 


the equation of H at distance r from an element of impressed electric 
force at the origin. Comparing with (233), we see that the solution of 
(258) may be derived, when f is constant, starting when ¢=0. Take 
g=0, making p =F = 4rk/2c. Then 


H, 8 
= IA + cp) (ed + o| 505 5 ee) | + x,|, (259) 
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where X, is what the A. of (237) becomes on changing a to r; and 
Ho = vkr-? x vol. integral of 7 (260) 

supposing the impressed force to be confined to the infinitely small 

sphere, so that its volume-integral is the “electric moment,” by anal 

with magnetism. The solution (259) begins at r as soon as :- r. It 

is true from 5 near the origin to infinitely near the front; but 

no account is ven of the state of t ings at the front itself. H, is the 

; te A, 


final value of We may also wri thus, 
eX 14 . HC + Mc ore) oe (261) 
and (259) may also be written 
H d 
E- ö 0K e (262) 


When c=0, (259) or (262) reduce to 


H= By Grr 1- BHs : * + e —— (263) 
where y = (2rpkrs jt}. 


Conducting Sphere in a Nonconducting Dielectric. Circular Vorticity 
Fe. Complex Reflexion. Special very Simple Case. 
42. At distance r from the origin, outside the sphere of radius a, 
which is the seat of vorticity of e, represented by fy, we have 
Had (W/W) fva[r. cereccccceccecesceeeecs (264) 


The operator ¢ will vary according to the nature of things on both 
sides of r=a. When it is a uniform conducting medium inside, and 
nonconducting outaide, to infinity, we shall have 


p= 01 + Py 
when ¢,, depending upon the inner medium, is given by 
61 = — PEART 140 a) Jeinh qa -4 a) eoch q,a (265) 
Ark, Te cosh q,a — (21a) "sinh q,a 
and $p depending upon the outer medium, is given by 


Pe i) kc) o i (266) 


1 + Ca) 
The solution arising from the sudden starting of F constant is therefore 
WCF 26 
H = ay. a ees (267) 
705 


where p is now algebraical, and the summation ranges over the roots of 
¢=0. There is no final H in this case, if we assume g=0 all over. 
H. k. P.— vol. IL 25 
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But the determinantal equation is very complex, so that this (267) 
solution is not capable of easy interpretation. The wave-method is 
also impracticable, for a similar reason. 

In accordance, however, with Maxwell’s theory of the impermeability 
of a “perfect” conductor to magnetic induction from external causes, 
the assumption i =æ makes the solution depend only upon the 
dielectric, modified by the action of the boundary, and an extraordinary 
simplification results. œ, vanishes, and the determinantal equation 
becomes a =0, which has just two roots, 


qa=pajv= 34 i(})! e neat (268) 
and these, used in (267), give us the solution 
H=( fu rr cos — 34(1 — 2a/r) ein), he (269) 
where z= {vt — (r — a) } /2a. 
Correspondingly, the tangential and radial components of E are 
E=poH + foar9(1 ~ 4e-*(3 cos 30 ein): V3), e (270 


2a 1. . 3a N,; ! 
F= cos af 1 ace K cos 9802 +) in s] (271) 


This remarkably simple solution, considering that there is reflexion, 
corroborates Prof. J. J. Thomson’s investigation“ of the oscillatory 
discharge of an infinitely conducting spherical shell initially charged 
to surface-density proportional to the sine of the latitude, for, of 
course, it does not matter how thin or thick the shell may be when 
infinitely conducting, so that it may be a solid sphere. (269) to (271) 
show the establishment of the permanent state. Take off the im- 
pressed force, and the oscillatory 1 follows. But the impressed 
force keeping up the charge on the sphere need not be an external 
cause, as supposed in the paper referred to. There seems no other 
way of doing it than by having impressed force with vorticity fv on 
the surface but in other respects it is immaterial whether it is internal 
or external, or superficial. 

It may perhaps be questioned whether the sphere does reflect, 
seeing that its surface is the seat of f. But we have only to shift 
the seat of f to an outer spherical surface in the dielectric, to see at 
once that the surface of the conductor is the place of continuous 
reflexion of the wave incident upon it coming from the surface of 7. 
The reflexion is not, however, of the same simple character that occurs 
when a plane wave strikes a plane boundary (k=o) flush, which 
consists merely in sending back again every element of H unchanged, 
but with its E reversed; the curvature makes it much more complex. 
When we bring the surface of f right up to the conducting sphere, we 
make the reflexion instantaneous. At the front of the wave we have 


2 0 and H = fvalper E/ uu, 


On Electrical Oscillations and the Effects produced by the Motion of an 
Electrified Sphere, Proc. Math. Soc., vol. xv., p. 210. 
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by (269) and (270). This is exactly double what it would be were 
e conductor replaced by dielectric of the same kind as outside, the 
doubling being due to the instantaneous reflexion of the inward-going 
wave by the conductor. 

The other method of solution may also be applied, but is rather more 
difficult. We have 


A er- =) -5) ) 

E- ( 775 ( z (a aga) fo sve (272) 
Expand the last factor in descending powers of (qa), and integrate. 
The result may be written 


vp / N a / 1 z 

H ( 0-7 2686“) 2 (273) 
pit z=a~}(vt-r+a) Conversion to circular functions reproduces 
269). 


Same Case with Finite Conductivity. Sinusoidal Solution. 
42A. It is to be expected that with finite conductivity, even with the 
greatest at command, or k= (1600) 1, the solution will be considerably 
altered, being controlled by what now happens in the conducting sphere. 
To examine this point, consider only the value of H at the boundary. 


We have, by (264), 
H. - VJ = (pit p) W. (274) 


Let F vary sinusoidally with the time, and observe the behaviour of ¢, 
and ¢, as the frequency changes. The full development which I have 
worked out is very complex. But it is sufficient to consider the case 
in which k is big enough, in concert with the radius a and frequency 
n/2x, to make the disturbances in the sphere be practically confined to 
a spherical shell whose depth is a small part of the radius. Let 


$= (rund“); then our assumption requires «-* to be small. This 
makes 


1 71 5g 8tils-1) 
n rant 28112725 . . 275) 
and, if further, s itself be a large number, this reduces to 
hy = (17 ) (Uunn / EI) . . . . . (276) 


Adding on the other part of G, similarly transformed by p? = - n’, we 
obtain 


najv)? n\t v nN 
-er (Si) L Lear (ee) e 
where the terms containing k, show the difference made by its not being 
infinite. The real part is very materially affected. Thus, copper, let 
k - (1600) -, i =, 2mn=1600, a=10, .. s=10. 
These make. s large enough. Now najv is very small, but, on the 
other hand, (unn / sr. = 130, 
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so that the real part of ¢ depends almost entirely on the sphere, whilst 
the other part is little affected. 
Now make n extremely great, say na/v=1; else the same. Then 


G = (2 x 1019444 x 10% - (1 x 10% — 44 x 104), 
from which we see that the dissipation in space has become relatively 
important. The ultimate form, at infinite frequency, is 


= po + (uin / Seki) CI ＋ i); . . (278) 


so that we come to a third state, in which the conductor puts a stop to 
all disturbance. This is, however, because it has been assumed not to 
be a dielectric also, so that inertia ultimately controls matters. But if, 
as is infinitely more probable, it is a dielectric, the case is quite changed. 


We shall have 
by = (491 tap lrk T ei) , . (279) 


when the frequency is great enough, and this tends to mv, », being the 
inductivity and v, tho speed in the conductor, whatever g od k may be, 
provided they are finite. Thus, finally, 


p= Oy rr . (280) 
represents the impedance, or ratio of fv to H., which are now in the 
same phase. 

At any distance outside we know the result by the dielectric- solution 
for an out ward wave. But there is only superficial disturbance in the 
conducting sphere. 


Resistance at the front of a Wave sent along a Wire. 


43. In its entirety this question is one of considerable difficulty, for 
two reasons, if not three. First, although we may, for practical pur- 
poses, when we send a wave along a telegraph-circuit, regard it as a 
plane wave, in the dielectric, on account of the great length of even the 
short waves of telephony, and the great speed, causing the lateral 
distribution (out from the circuit) of the electric and magnetic fields 
to be, to a great distance, almost rigidly connected with the current in 
the wires and the charges upon them ; yet this method of representation 
must to some extent fail at the very front of the wave. Secondly, we 
have the fact that the penetration of the electromagnetic field into the 
wires is not instantaneous ; this becomes of importance at the front of 
the wave, even in the case of a thin wire, on account of the great speed 
with which it travels over the wire.* The resistance per unit length 
must vary rapidly at the front, being much greater there than in the 
body of the wave ; thus causing a throwing back, equivalent to electro- 
static or “ jar” retardation. 


* The distance within which, reckoned from the front of the wave backward, 
there is materially increased resistance, we may get a rough idea of by the distance 
travelled by the wave in the time reckoned to bring the current-density at the 
axis of the wire to, say, nine-tenths of the final value. It has all sorts of values. 
It may be 1 or 1000 kilometres, according to the size of wire and material. At the 
front, on the assumption of constant resistance, the attenuation is according to 
el, R being the resistance, and L the inductance of the circuit per unit length. 
Hence the importance of the increased resistance in the present question. 
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_ Now, according to the etic theory, the resistance must be 
infinitely great at the front. us, alternate the current sufficiently 
slowly, and the resistance is practically the steady resistance. Do it 
more rapidly, and produce appreciable departure from uniformity of 
distribution of current in the wire, and we increase the resistance to an 
amount calculable by a rather complex formula, But do it very rapidly, 
and cause the current to be practically confined to near the boundary, 
and we have a simplified state of things in which the resistance varies 
inversely as the area of the boundary, which may, in fact, be regarded as 
plane. The resistance now increases as the square root of the frequency, 
and must therefore, as said, be infinitely great at the front of a wave, 
which is also clear from the fact that penetration is only just 
commencing. 

But for many reasons, some already mentioned, it is far more probable 
that the wire is a dielectric. If, as all physicists believe, the ether 
5 all solids, it is certain that it is a dielectric. Now this 

mes of importance in the very case now in question, though of 
scarcely any moment otherwise. Instead of running up infinitely, the 
resistance per unit area of surface of a wire tends to the finite value 
411i. is is great, but far from infinity, so that the attenuation and 
change of shape of wave at its front produced by the throwing back 
cannot be so great as might otherwise be expected. 

Thus, in general, at such a great frequency that conduction is nearly 
superficial, we have, if u, c, k, and g belong to the wire, 


EJH = (arg + pp)*(4ak+ ep) t, . . . . .. 281) 


if E is the tangential electric force and H the magnetic force, also 
tangential, at the boundary of a wire. Now let R’ and L be the 
resistance and inductance of the wire per unit of its length. We must 
divide H by 4r to get the corresponding current in the wire, as ordi- 
narily reckoned. So 41A I times the right member of (281) is the 
resistance-operator of unit length, if 4 is the surface per unit length ; 
so, expanding (281), we get 


ám pe / 40 ＋ N 491% +7) 
7 7 = p ——— — Pafo te sator % 2 
R or L'n J FAG 7,7) 4 4p} a} (282) 


where p,, pz are as before, in (208). Here n/2r= frequency. 
Disregarding 9, and therefore p, we have 
RE or Ln = (YA B Bil, . . (283) 
where 
B =n(4p? +n?) = ne{(4rk) + 170) l. 
When c is zero, R’ and In tend to equality, as shown by Lord Rayleigh. 
But when c is finite, Z/n tends to zero, and R’ to 4rrpvA—}, as indeed wo 
can see from (281) at once, by the relative evanescence of k and g, 
when finite. 
But the frequency needed to bring about an approximation towards 
the constant resistance is excessive ; in copper we require trillions per 
second. This brings us to the third reason mentioned; we have no 
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knowledge of the properties of matter under such circumstances, or of 
ether either. The net result is that although it is infinitely more 
probable that the resistance should tend to constancy than to infinity, 
yet the real value is quite speculative.* Similar remarks apply to 
sudden discharges, as of lightning along a conductor. The above E“, it 
should be remarked, is real resistance, in spite of its ultimate form, 
suggestive of impedance without resistance.t The present results are 
corroborative of those in Part I., and, in fact, only amount to a special 
application of the same. 


Reflecting Barriers. 


44. Let the medium be homogeneous between r =a, and r=a,, where 
there is a change of some kind, yet unstated. Let between them the 
surface r =a be a sheet of vorticity of e of the first order. We already 
know what will happen when fy is started, for a certain time, until in 
fact the inward wave reaches the inner boundary, and, on the other 
side, until the outward wave reaches the outward boundary ; though, 
when the surface of f is not midway between the boundaries, the reflected 
wave from the nearest barrier may reach into a portion of the region 
beyond f, by the time the further barrier is reached by the primary 
wave. The subsequent history depends upon the constitution of the 
media beyond the boundaries, which can be summarized in two boundary 
conditions. The expression for E/ H is, in general, 


c noyes (284) 


H u 2 
by (120), extended, the extension being the introduction of y, which is 
a differential operator of unstated form, depending upon the boundary 


* The above was written before the publication of Professor Lodge’s highly 
interesting lectures before the Society of Arts. Some of the experiments 
described in his second lecture are seemingly quite at variance with the magnetic 
theory. I refer to the smaller impedance of a short circuit of fine iron wire than 
of thick copper, as reckoned by the potential-difference at its beginning needed to 
spark across the circuit between knobs. Should this be thoroughly verified, it has 
occurred to me as a possible explanation that things may be sometimes so nicely 
balanced that the occurrence ot a discharge may be determined by the state of the 
skin of the wire. A wire cannot be homogeneous right up to its boundary, with 
then a perfectly abrupt transition to air; and the electrical properties of the 
transition-layer are unknown. In particular, the skin of an iron wire may be 
nearly unmagnetisable, « varying from l to its full value, in the transition-layer. 
Consequently, in the above formula, resistance 4xuv per unit surface, we may 
have to take u- I in the extreme, in the case of an iron wire. But even then, the 
explanation of Professor Lodge's results is capable of considerable elucidation. 
Perhaps resonance will do it. [Professor Lodge has since examined the theory of 
the apparently anomalous behaviour; and concludes that it was due to the great 
effective resistance of iron producing very rapid attenuation of the oscillations. ] 


+ There is a tendency at present amongst some writers to greatly extend the 
meaning of resistance in electromagnetism ; to make it signify cause/effect. This 
seems a pity, owing to the meaning of resistance having been thoroughly specialized 
in electromagnetism already, in strict relationship to ‘‘frictional’’ dissipation of 
energy. What the popular meaning of “ resistance may be is beside the point. 
I would suggest that what is now called the magnetic resistance be called the 
magnetic reluctance; and per unit volume, the reluctancy (or reluctivity]. 
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conditions. Let y, and y, be the y's on the inner and outer side of the 
surface of f. The differential equation of H., the magnetic force there, 


is then 
jv= E/ H) (out) — (E/B jan} H., C (285) 
as in 8 19. Applying (284) and the conjugate property (114) of the 
functions u and w (since there is no change of medium at the surface of 
f), this becomes | 
H. = STEAD (u: -Yata Bi. ,,; (286) 
q Y1- Yo 
from which the differential equation of H at any point between a, and 
a is obtained by changing u,—y,w, to (a/r)(u - yw) ; and at any point 
between a and a, by changing u. y,w, to (a/r)(u — yw). 
Unless, therefore, there are singularities causing failure, the deter- 
minantal equation is 
/// antes Surale haben dass Set (287) 


and the complete solution between a, and a, due to f constant may be 
written down at once. Thus, at a point outside the surface of F we have 


(out) H= rit? 7 ee, . 288) 

and therefore, if f starts when = O, 
H= La J Gi gu (u -v) rf 289 
o 7 2 P(A /ap ,- Yo) g eee) 


p being now algebraic, given by (287); ¢, the steady &, from (288); 
and y the common value of the (now) equal ys; which identity makes 
(289) applicable on both sides of the surface of J. 


Construction of the Operators y, and yy 


45. In order that y, and y, should be determinable in such a way as 
to render (286) true, the media beyond the boundaries must be made 
up of any number of concentric shells, each being homogeneous, and 
having special values of c, k h, and g. For the spherical functions 
would not be suitable otherwise, except during the passage of the 
primary waves to the boundaries, or until they reached places where 
the departure from the assumed constitution commenced. Assuming 
the constitution in homogeneous spherical layers, there is no difficulty 
in building up the forms of % and 1 in a very simple and systematic 
manner, wholly free from obscurities and redundancies. In any layer 
the form of E/ H is as in (284), containing one y. Now at the boundary 
of two layers E is continuous, and also H (provided the physical con- 
stants are not infinite), so E/H is continuous. Equating, therefore, the 
expressions for E/H in two contiguous media expresses the y of one in 
terms of the y of the other. Carrying out this process from the origin 
up to the medium between a, and a, expresses y, in terms of the y of 
the medium containing the origin; this is zero, so that y, is found as 
an explicit function of the values of u, w, w’, w at all the boundaries 
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between the origin and a, In a similar manner, since the y of the 
outermost region, extending to infinity, is 1, we express y,, belongin 
to the 5 a cal an in terms of the values of u, etc., at 
the boundaries between a and œ. Each of these four functions will 
occur twice for each boundary, having different values of the physical 
constants with the same value of r. I mention this method of equation 
of E/H operators because it is a far simpler process than what we are 
led to if we use the vector and scalar potentials ; for then the force of 
the flux has three component vectors—the impressed force, the slope of 
the scalar potential, and the time-rate of decrease of the vector potential. 
The work is then so complex that a most accomplished mathematician 
may easily go wrong over the boundary conditions. These remarks 
are not confined in application to spherical waves. 

If an infinite value be given to a physical constant, special forms of 
boundary condition arise, usually greatly simplified; e.g., infinite con- 
ductivity in one of the layers prevents electromagnetic disturbances 
from penetrating into it from without; so that they are reflected with- 
out loss of energy. 

Knowing y, and y, in (288), we virtually possess the sinusoidal solu- 
tion for forced vibrations, though the initial effects, which may or may 
not subside or be dissipated, will require further investigation for their 
determination; also the solution in the form of an infinite series showing 
the effect of suddenly starting F constant; also the solution arising from 
any initial distribution of E and H of the kind appropriate to the 
functions, viz., such as may be produced by vorticity of e in spherical 
layers, proportional to v (or vQ,, in general). But it is scarcely neces- 
sary to say that these solutions in infinite series, of so very general a 
character, are more ornamental than useful. On the other hand, the 
immediate integration of the differential equations to show the develop- 
ment of waves becomes excessively difficult, from the great complexity, 
when there is a change of medium to produce reflexion. 


Thin Metal Screens. 


46. This case is sufficiently simple to be useful. Let there be at 
7 =a, a thin metal sheet interposed between the inner and outer non- 
conducting dielectrics, the latter extending to infinity. If made in- 
tinitely thin, Æ is continuous, and H discontinuous to an amount equal 
to 4r times the conduction-current (tangential) in the sheet. Let K, 
be the conductance of the sheet (tangential) per unit area; then 


(H/E) — (B/E) ou = 4nK, at Tai. 
Therefore by (284), when the dielectric is the same on both sides, 


wW — Ww % — 1701 i 
20 -wW u- 50 rap 


where the functions ul, etc., have the r =a, values. From this, 


a l- (47K lpg) (u -wt 
Y l = (er Ke 6665 2 6 66 6 (290) 
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ae y, for an outer thin conducting metal screen, to be used in 
Sad If of no conductivity, it has no effect at all, passing disturbances 
ly, and y,=1. At the other extreme we have infinite conductivity, 
making ¥,={/wi, with complete stoppage of outward-going waves, 
and reflexion without absorption, destroying the tangential electric 
disturbance. 
When the screen, on the other hand, is within the surface of f, say 
at r=a,, of conductance K, per unit area, we shall find 


= __ (47K /cpq uy 
Yo Lr ee e (291) 


where u, etc., have the r=a, values. The difference of form from y, 
arises from the different nature of the r functions in the region includ- 
ing the origin. As before, no conductivity gives age ante ( = 0), 
and infinite conductivity total reflexion (% = / 5. en tho inner 
screen is shifted up to the origin, we make 5 - O, and so remove it. 


Solution with Outer Screen; K, ; f constant. 


47. Let there be no inner screen, and let the outer be perfectly con- 
ducting. As J. J. Thomson has considered these screens,“ I will be 
very brief, regarding them here only in relation to the sheet of F and 
to former solutions. The determinantal equation is 

ul = O, or tax (l=)... (292) 
if sleet ke Roots nearly r, 27, 37, etc.; eis the first, which is 
era 


considerably less. The solution due to starting f constant, by (289), is 
therefore f 1 
VO Q uu. 
H por >, aul JP Sebo %% %% % % % % seeeeseon (293) 


which, developed by pairing terms, leads to 


fa Y - 12 f 4 0 4 fi 020 — 41 f 2 
H aor 2d ala? — 9) . cos 2 sin 5 cos — 4 sin a (294) 
which of course includes the effects of the infinite series of reflexions at 
the barrier. By making a, = , however, the result should be the same 
as if the screen were non-existent, because an infinite time must elapse 
before the first reflexion can begin, and we are concerned only with 
finite intervals. The result is 
af 2 — r an) -= sin) 295 
H me 15 A cos * z,1( cos oan za, (295) 
which must be the equivalent of the simple solution (142) of 5 21, 
showing the origin and progress of the wave. oe 
Now reduce it to a plano wave. Wo must make a infinite, and 
r-a=<z finite. Also take fv =e, constant. We then have 


a 2 ay sin (vt — z) „sin mand) (296) 
T 


* In the paper before referred to. 
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showing the H at z due to a plane sheet of vorticity of e situated at 
z=0. is is the equivalent of the solution (12) of 5 2, indicating the 
continuous uniform emission of H=e/2uv both ways from the plane 
z=0. [But the sign of e is changed from that of § 2.] 

Returning to (294), it is clear that from ¢=0 to f= (ai - 4 / v, the 
solution is the same as if there were no screen. Also if a is a ve 
small fraction of ai, the electromagnetic wave of depth 2a will, when it 
strikes the screen, be reflected nearly as from a plane boundary. It 
would therefore scem that this wave would run to-and-fro between 
the origin and boundary unceasingly. This is to a great extent true; 
and therefore there is no truly permanent state (the electric flux, 
namely, alone); but examination shows that the reflexion is not clean, 
on account of the electrification of the boundary, so that there is a 
spreading of the magnetic field all over the region within the screen. 


Alternating f with Reflecting Barriers. Forced Vibrations. 


48. Let the medium be nonconducting between the boundaries a, 

and a Equation (288) then becomes 
H- vd (Ma YWA Wp  Ťėka 297) 

por 71 — Yo 

giving H outside the surface of f. We see that y,=0 and u,=0 make 
H= O. That is, the forced vibrations are confined to the inside of the 
surface of f only, at the frequencies given by u, = O, provided there is no 
internal screen to disturb, but independently of the structuro of the 
external medium (since y, is undetermined so far), with possible 
exceptions due to the vanishing of y, simultaneously. But (297), 
sinusoidally realized by p*= u, does not represent the full final 
solution, unless the nature of % and y, is such as to allow the initial 
departure from this solution to be dissipated in space or killed by 
resistance. Ignoring the free vibrations, let % = O, and y,=u{/w/, 
meaning no internal, and an infinitely conducting external screen. 


Then 
VVV eee (298) 
(in) H=(va/por)u {uju = wif fo 
If w/=0, or in full, . 
(v/na,) tan (nay/v) = 1 - (o/ na 


we obtain a simplification, viz. 


un or out) — (va/prr)(uw, Or % ß (299) 
and the corresponding tangential components of electric force are 
Edin or out) = (va/prr)(u'w, or u) C). eee (300) 


But if = O, the result is infinite. This condition indicates that the 
frequency coincides with that of one of the free vibrations possible within 
the sphere r =a, without impressed force. But, considering that we may 
confine our impressed force to as small a space as we please round the 
origin, the infinite result is not easily understood, as regards its 
development. 
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But the development of infinitely great magnetic force by a plane 
sheet of f is very casily followed in full detail, not merely with sinu- 
soidal f, but with f constant. Considering the latter case, the emission 
of H is continuous, as before described, from the surface of f. Now 
place a plane infinitely-conducting barrier parallel to f, say on the left 
side. We at once stop the disturbances going to the left and send them 
back again, unchanged as regards H, reversed as regards Æ. The 
H-disturbance on the left side of F therefore commences to be doubled 
after the time a/v has elapsed, a being the distance of the reflecting 
barrier from the plane of f, and on the right side after the interval 2a/v. 
Next, put a second infinitely-conducting barrier on the right side of f. 
It also doubles the H-disturbances as they arrive; so that, by the 
inclusion of the plane of f between impermeable barriers, combined with 
the continuous emission of H, the magnetic disturbance mounts up 
infinitely, in a manner which may be graphically followed with ease. 
Similarly with Fj alternating, at alar frequencies depending upon 
the distances of the two barriers from f. 

Returning to the spherical case, an infinitely-conducting internal 
screen, with no external, produces 


7 
H. = (uw 2 1 70) (ue F Wa) y. 
m I 
We cannot produce infinite H in this case, because the absence of an 
external barrier will not let it accumulate. Shifting the surface of f 


right up to the screen, or conversely, simplifies matters greatly, reducing 
to the case of § 42. 


May 8, 1888. 


PART V. 


CYLINDRICAL ELECTROMAGNETIC WAVES. 


49. In concluding this paper I propose to give some cases of 
cylindrical waves. They are selected with a view to the avoidance 
of mere mathematical developments and unintelligible solutions, which 
may be multiplied to any extent; and for the illustration of peculiarities 
of a striking character. The case of vibratory impressed k M. F. in a 
thin tube is very rich in this respect, as will be seen later. At present 
I may remark that the results of this paper have little app lesion in 
telegraphy or telephony, when we are only concerned with long waves. 
Short waves are, or may be, now in question, demanding a somewhat 
different treatment.* e do, however, have very short waves in the 


The waves here to be considered are essentially of the same nature as those 

naidered by J. J. Thomson, On Electrical Oscillations in a Cylindrical Con- 
ductor,” Proc. Math. Soc. vol. xvii., and in Parts I. and II. of my paper, On the 
Self-Induction of Wires,” Phil. Mag., August and September, 1886; viz. a mixture 
of thè plane and cylindrical. But the peculiarities of the telegraphic 5 
make it practically a case of plane waves as regards the dielectric, and cylindrical 
in the wires. The resonance effects described in my just- mentioned paper arise 
from the to-and-fro reflexion of the plane waves in the dielectric, moving parallel 
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discharge of condensers, and in vacuum-tube experiments, so that wo 
are not so wholly removed from practice as at first appears. But 
independently of considerations of practical realization, I am strongly 
of opinion that the study of very unrealizable problems may be of use 
in forwarding the supply of one of the pressing wants of the present 
time or near future, a practicable ether—mechanically, electromagneti- 
cally, and perhaps also gravitationally comprehensive. | 


Mathematical Preliminary. 

50. On account of some peculiarities in Bessel’s functions, which 
require us to change the form of our equations to suit circumstances, it 
is desirable to exhibit separately the purely mathematical part. This 
will also considerably shorten and clarify what follows it. 

Let the axis of z be the axis of symmetry, and let r be the distance of 
any point from it. Either the lines of I, electric force, or of H, magnetic 
force, may be circular, centred on the axis. For definiteness, choose H 
here. Then the lines of E are either longitudinal, or parallel to the 
axis; or there is, in addition, a radial component of E, parallel to r. 
Thus the tensor H of H, and the two components of E, say E longi- 
tudinal and F radial, fully specify the field. eir connexions are these 
special forms of equations (2) and (3) :— 


1 d dH _ dE dF 

% E- (-E, - (Ef bee, (302) 
where (and always later) p stands for d/di. This is in space where neither 
the impressed electric nor the impressed etic force has curl, it being 


understood that E and H are the forces of the fluxes, so as to include 
impressed. From (302) we obtain 


ld dE @kE 
rar drt dg Gr Y PME, sos 
d 1 d a,. . . (303) 


dr rd H d ( - 


the characteristics of E and H. Let now 
gq? = (4 + cp)pp e dd: ceeceoeee (304) 


then the first of (303) becomes the equation of J,(sr) and its companion, 
whilst the second becomes that of J (sr) and its companion. us E 
is associated with J, and H with J, when H is circular; conversely 
when E is circular. 


to the wire. This is also practically true in Prof. Lodge’s recent experiments, 
discharging a Leyden jar into a miniature telegraph- circuit. On the other hand, 
most of such effects in the present paper depend upon the cylindrical waves in the 
dielectric ; and in order to allow the dielectric fair play for their development, the 
contaminating influence of diffusion is done away with by using tubes only, when 
there are conductors. In Hertz’s recent experiments the waves are of a very 
mixed character indeed. 
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We have first Fourier’s cylinder function 
-e -M- EY. ee (305) 
and its companion, “ which call G, is 
Go, G0 = (2/) e (log sr — B) + Ly], 
where -C- e- 


The coefficient 2/x is introduced to simplify the solutions. The func- 
tion J,(sr) or J, is the negative of the first derivative of q with ct 
to sr. Let G,(sr) or O be the function similarly derived from G,, 0 
conjugate property, to be repeatedly used, is 

(Ji -a= — 2/ P —ꝛ— . (307) 


We have also Stokes’s formula for Jo, useful when sr is real and not 
too small, viz. 


J = (=) (Pos + sin)sr + Si(sin — coe) e (308) 


where R and Si are functions of sr to be presently given. The corre- 
sponding formula for Go, is obtained by changing cos to sin and sin 
to -cos in (308). 

Besides these two sets of solutions, we sometimes require to use a 
third set. A pair of solutions of the J, equation is 


U=r-t(R+S), W=r-te-(R-S), | 
1 1232 123252 * .. (309) 
h RtS=1t—4+,_— +7 Gt 
ro Ber * Ear) (877 


The last also defines the R and Si in (308). R is real whether 92 be + 


* (In investigations where we are concerned with the complementary function 
to Jo(sr) between boundaries, the constant 8 (which I now introduce) may be 
omitted ab initio, being superfluous. If retained, it will go out later, by the Hs of 
one boundary cancelling those of the other. This is true in the resultant differ- 
ential equations as well as in solutions. For this reason 8 has been omitted in the 
previous investigations in this work. But in the following investigations we are 
often concerned with the G, function when the outer boundary is removed to 
infinity, that is, when there is no outer boundary. We should then standardize G, 
so as to vanish at infinity. This requirement is satisfied by the form 


G,(sr) = (wer)-i( R(sin — cos)sr — Si(cos + sin)sr), C (308a) 


derived from (308) in the manner described above. But the form (306) requires f 
to be retained, for evanescence at infinity. Its value is 


A=log2 y=log2—°5772= 11593 . . . (308b) 
where y is Euler’s constant 
Y- tl -logos 577 (308c) 


An evaluation of this 8 will be found in Lord Rayleigh’s Sound, vol. 11. The 

rocess is not free from difficulty, and a different estimate has been given, but I 
have corroborated the above estimate by two other independent methods. Note 
that (306) with 8 and (308a) are equivalent. ] 
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or , whilst & is unreal when g? is —, or Si is then real, s? being +. 
[Take 9 = si in (309), then we have 


13 12325273 1 123252 1232527292 


KIA Gere Sie aa eet BE 
to be used in (308).] 


When qr is a + numeric, the solution U is meaningless, as its value 
is infinity. But in our investigations 92 is a differential operator, so 
that the objection to U on that score is groundless. We shall use it to 
calculate the shape of an inward progressing wave, whilst W goes to 
find an outward wave. Tho results are fully convergent within certain 
limits of rand ti. From this alone we see that a comprehensive theory 
of ordinary linear differential equations [by themselves] is sometimes 
impossible. They must be generalized into partial differential equations 
before they can be understood.* 

The conjugate property of U and W is 

TW! — UW 29% rr. . ... . .. (310) 
if the ’=d/dr. An important transformation sometimes required is 
Jy- id = 22 rg) t: . .. . (311) 
or, which means the same, 


W=- () U. (log qr G) L Lo]. 6312) 


* [We may, however, use U to calculate the numerical value of J (srs) or Jagr) 
when qr is not too small, namely, by wholly rejecting the infinite divergent part 
of the series. Thus ses 


14070 (97) - * { 1 } 
r)= IT = — TJ. cece eee 

Jolgr) = 1+ “oa + Giga + egri Mtoe? Aer (309a) 
expresses the equivalence, the convergent series being suitable for smali, and the 
divergent for large values of the argument. But the convergent series admits of 
exact calculation, whilst the divergent series does not, though by stopping at the 
smallest term we obtain the nearest approach to the true value of Lig. This 
contrasts with the behaviour of U as a complex differentiator, when the whole 
series is operative. 

It is difficult to imagine a direct transformation from the convergent to the 
divergent series by ordinary mathematics, for, owing to the terms in the latter 
51 all positive, it makes nonsense. The following transformation is the only 


one I have been able to make up. Let t be the variable, and p the differentiator 
d/dt. Then, q being a constant, p Pa 
t)2 t\4 2 
qe) = 1+ GF % B14, ato eras N (309b) 


by applying pn, understanding here and later that when no operand is 
expressed, the operand is 1, that is, zero before and 1 after ¢=0. Therefore, by 
the binomial theorem, 


2\-4 
I(qt) = 1-7) Se e 309c 
0-1-5) gae sae 
Now we also have sear or p- (Y- q . . .. (309d) 
Substituting this for the numerator in the last form we get 
= -q\i 
(qt) = 2-2 7 (5700 c. FF 300e 
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When we have obtained the differential equation in any problem, the 
assumption s? = a constant * converts it into the solution due to impressed 
force sinusoidal with respect to f and z; this requires d?/dz? = — m?, and 
d/d = n:, where m and n are positive constants, being 27 times the 
o shoriness along z and 2x times the frequency of vibration regpec- 
tively. 

After (309) we became less exclusively mathematical. To go further 
in this direction, and come to electromagnetic waves, observe that we 
need not concern ourselves at all with F the radial component, in seek- 
ing for the proper differential equation connected with a surface of curl 
of impressed force; it is E and H only that we need consider, as the 
ae ny conditions concern them. The second of (302) derives F 

m H. 

When H is circular, the operator E / H is given by 


E. P- YF og 
H 4rk+cp J,,- Gi, 
where y is undetermined. When E is circular, the operator E /H is 


given by 
E. * Ju- 
H Au TD Jy- o 
The use of these operators greatly facilitates and systematizes investi- 


gation. The meaning is that (313) or (314) is the characteristic equa- 
tion connecting E and H. 


Lonyitudinal Impressed E. M. F. in a Thin Conducting Tube. 


51. Let an infinitely long thin conducting tube of radius a have con- 
ductance K per unit of its surface to longitudinal current, and be 
bounded by a diclectric on both sides. Strictly speaking, the tube 
should be infinitely thin, in order to obtain instantaneous magnetic 
penetration, and yet be of finite conductance without possessing infinite 


e 


Now shift the new operand e% to the left (or make 1 the operand again) and we 
change p to p , giving i 
A a PA) E 309 
o(qt) 5 ＋.29 (309) 
So far is equivalent to the work on p. 427, vol. 11. But now use the result 
i- (xt) -i, make it the operand, and expand the radical denominator in rising 
powers of p. Then (309/) gives 


Igt) = 0 +1) (2) =e? n) 


2q 2q (2)! 
1.30 p \? 1 309 
— eit 1 = 2 2 (400 — — 2 ˖˙ͤ—* . eee 
{ 49 2 (44 = j el 
Lastly, perform the differentiations, and we get 
et l 123? 
I 4 =——_. l ä 5 eee + eee 9 „ „„ „%%% „% 6% %„% % „%%% „ „%„ „ö, 309 
sa) Beh agi lage ) vee 


which is the required result. ] 


[When E= O, then p=ni and aie = m' makes s? constant, either + or -. 
In a conducting dielectric s? is complex. We have p=n1, = ui, in the rest.] 
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conductivity, because that would produce opacity. In this tube let 
impressed electric force, of intensity e per unit length, act longitudinally, 
e being any function of f and z. We have to connect e with E and 
internally and externally. 

The magnetic force being circular, (313) is the resistance-operator 
required. Within the tube take y = 0 if the axis is to be included; else 
find y by some internal boundary-condition. Outside the tube take 
y =s when the medium is homogeneous and boundless, because that is 
the only way to prevent waves from coming from infinity; else find y 
by some outer boundary-condition. There is no difficulty in forming 
the y to suit any number of coaxial cylinders possessing different 
electrical constants, by the continuity of E and H at each boundary, 
which equalizes the £/H’s of its two sides, and so expresses the y on one 
side in terms of that on the other; but this is useless for our purpose. 
For the present take y = 0 inside, and leave it unstated outside. 

At r=a, E, has the same value on both sides of the tube, on account 
of its thinness. In the substance of the tube e E, is the force of the 
flux. On the other hand F is discontinuous at the tube, thus 


4xK(e + E) = Hout) Hun = (Z (out) -G) E. ——.—15) 
In this use (313), and the conjugate property (307), and we at once 


N [ 41K ＋ 2 1 | 
= — | + — E — — ee 
8 1 4. Ks J, (J -yG ) E., LALE 60 — . . (316) 


from which all the rest follows. Merely remarking concerning & that 
the realization of (316) when k is finite requires the splitting up of the 
Bessel functions into real and imaginary parts, that the results are com- 
plex, and that there are no striking N ities readily deducible; let 
us take k=0 at once, and keep to nonconducting’ dielectrics. Then, 
from (316), follow the equations of E and H, in and out; thus 


Joona) OF Foor -e, (317) 


Een) OF cout) 
cp oy 
CREET 


4r Ks` rsa 
JJ - 50%.) or (I. - YG, 
Ai or om P. ebe dme denied, . (816) 


which we can now examine in detail. 


Vanishing of External Field. Ja = O. 


52. The very first thing to be observed is that J = 0 makes E and H 
and therefore also F vanish outside the tube, and that this property is 
independent of y, or of the nature of the external medium. We require 
the impressed force to be sinusoidal or simply periodic with respect to 
z and é, thus 

e= ey sin (mz A a) sin (nt ))) (319) 


so that, ultimately, „% ⁵ 8 (320) 


ON ELECTROMAGNETIC WAVES. PART V. 449 


and any one of the values of s given by J,,=0 causes the evanescence 
of the external field. The solutions just given reduce to 
H= -4rK(J,,/J,.)¢, 
(in) E = (en) AK (Jedi ie,, 4 .. (321) 
P= (⁰ -K Ii Ji. Jildeſd), 
which are fully realized, because i signifies p/n, or involves merely a 
time-differentiation performed on the e of (319). 

The electrification is solely upon the inner surface of the tube. In 
its substance H falls from - 4xKe inside to zero outside, and E. being 
zero, the current in the tube is Ke per unit surface. 

The independence of y raises suspicion at first that (321) may not 
represent the state which is tended to after ¢ is started. But since the 
resistance of the tube itself is sufficient to cause initial irregularities to 
subside to zero, even were there a perfectly reflecting barrier outside the 
tube to prevent dissipation of these irregularities in space, there seems 
no reason to doubt that (321) do represent the state asymptotically 
tended to. Changing the form of y will only change the manner of the 

ing down. We may commence to change the nature of the medium 
immediately at the outer boundary of the tube. We cannot, however, 
have thosc abrupt assumptions of the steady or simply periodic state 
which characterize spherical waves, owiug to the geometrical conditions 
of a cylinder. 
Case of Two Coaxial Tubes. 


53. If there be a conducting tube anywhere outside the first tube, 
there is no current in it, except initially. From this we may conclude 
that if we transfer the irapressed force to the outer tube, there will be no 
current in the inner. Thus, let there be an outer tube at r=z, of con- 
ductance KI per unit area, containing the impressed force ei. We have 


4K. 
E= yy RE e (322) 


where F, and Y, are the H/ E operators just outside and inside the 
tube, whilst E, is the E at z, on either side of the tube, resulting 
from e. We have 


D % Vi, =P Je- yrs 32 
Y, 5 Y, 7 % (323) 


where y, is settled by some external and y by some internal condition. 
In the present case the inner tube at r =a, if it contains no impressed 
force, produces the condition 

Y,- Fi- AK at r (824) 


where Fi is the internal H / E operator. Or 


J J, 
4 rat le 2 a), 
ý 20 0. Ja 
3 
yo ee e (328) 


H. E. P. — vol. II. 27 


giving 
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Now, using (323) in (322) brings it to 
E.= (Jor = Yao) Ste — Fre) 40K, (326) 
x 7 9 Se owe 
Ely, = ) — 4m K (Jon V0 1 Foe) 


in which y is given by (325), and from (326) the whole state due to ei 
follows, as modified by the inner tube. 


Now J = O makes y=0; this reduces (326) to 


E, =n TE e a. (327) 


2 
Py, — 4 K Jolo 1 Gee) 
and, by comparison with (317), we see that it is now the same as if the 
inner tube were non-existent. That is, when it is situated at a nodal 
surface of E due to impressed force in the outer tube, and there is 
therefore no current in it (except transversely, to which the dissipation 
of energy is infinitely small), its presence does nothing, or it is perfectly 
transparent. 

It 1s clearly unnecessary that the external impressed force should be 
in a tube. t it only be in tubular layers, without specification of 
actual distribution or of the nature of the medium, except that it is 
in layers so that c, &, and u are functions of r only; then if the axial 
portion be nonconducting dielectric, the Jẹ» function specifies E and 
allows there to be nodal surfaces, for instance J = O, where a con- 
ducting tube may be placed without disturbing the field. Admitting 
this property ab initio, we can conversely conclude that e in the 
tube at r=a will, when J = O, make every external cylindrical 
surface a nodal surface, and therefore produce no external disturb- 
ance at all. 

54. Now go back to § 51, equations (317), (318). There are no 
external nodal surfaces of E in general (exception later). We cannot 
therefore find a place to put a tube so as not to disturb the existing 
field due to e in the tube atr=a. But we may now make use of a 
more general property. To illustrate simply, consider first the mag- 
netic theory of induction between linear circuits. Let there be any 
number of circuits, all containing impressed forces, producing a deter- 
minate varying electromagnetic field. In this field put an additional 
circuit of infinite resistance. The k. M. F. in it, due to the other circuits, 
will cause no cucrent in it of course, so that no change in the field 
takes place. Now, lastly, close the circuit or make its resistance finite, 
and simultaneously put in it impressed force which is at every moment 
the negative of the E.M.F. due to the other circuits. Since no current 
is produced there will still be no change, or everything will go on as 
if the additional circuit were non-existent. 

Applying this to our tubes, we may easily verify by the previous 
equations that when there are two coaxial tubes, both eae 
impressed forces, we can reduce the resultant electromagnetic fiel 
everywhere to that due to the impressed force in one tube, provided 
we suitably choose the impressed force in the second to be the negative 
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of the electric force of field due to e in the first tube when the second 
is non-existent. That is, we virtually abolish the conductance of the 
second tube and make it perfectly transparent. 


Perfectly Reflecting Barrier. Its Effects. Vanishing of Conduction 
Current. 

55. To produce nodal surfaces of E outside the tube containing the 
vibrating impressed force, we require an externa! barrier, which shall 
prevent the saat of energy or its absorption, by wholly reflecting all 
disturbances which reach it. Thus, let there be a perfect conductor at 
r=. This makes E= O there. This requires that the y in (317), 
(318) shall have the value J,./G,,, whereas without any bound to the 
dielectric it would be i. We can now choose m and n so as to make 
Je = O. This reduces those equations to 


(in and out) l 7. 3 (328) 
H=- > Ie. 


This solution is now the same inside and outside the tube containing 
the impressed force, and there is no current in the tube, that is, no 
longitudinal current. 

To understand this case, take away the impi essed force and the tube. 
Then (328) represents a conservative system in stationary vibration. 
Now, by the preceding, we may introduce the tube at a nodal surface 
of E without disturbing matters, provided there be no impressed force 
in the tube. But if we introduce the tube anywhere else, where E is 
not zero, we require, by the preceding, an impressed force which is at 
every moment the negative of the undisturbed force of the field, in 
order that no change shall occur. Now this is precisely what the 
solution (328) represents, e in the tube being cancelled by the force of 
the field, so that there is no conduction-current. The remarkable 
thing is that it is the impressed force in the tube itself that sets up the 
vibrating field, and ually ceases to work, so that in the end it and 
the tube may be removed without altering the field. That a perfect 
conductor as reflector is required is a detail of no moment in its 
theoretical aspect. 

Shifting the tube, with a finite impressed force in it, towards a nodal 
surface of E, sends up the amplitude of the vibrations to any extent. 


K = O and K =. 


56. If the tube have no conductance, e produces no effect. This is 
because the two surfaces of curl of e are infinitely close together, and 
therefore cancel, not having any conductance between them to produce 
a discontinuity in the magnetic force. 

But if the tube have infinite conductance, we produce complete 
mutual independence of the internal and external fields, except in the 
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quite unessential particular that the two surfaces of curl e are of 
opposite kind and time together. Equations (317), (318) reduce to 


a _ Je I Ju de _ 1d, 29 
(in) E Tae F aa Ju az’ H= Tp PA — (3 ) 
B- e, PID -V de, 
(out) Jou = Y Foe e ea N (330) 
H=- 1 Jir = 9 irene 
8 Jii = YG oa ` 


Observe that (329) is the same as (328). The external solution (330) 
requires y to be stated. When = i, for a boundless dielectric, the 
realization is immediate. 


s=0. Vanishing of E all over, and of F and H also internally. 


57. This is a singularity of quite a different kind. When n= mv, we 

make s=0. Of course dhere is just one solution with a given wave- 
Jengtù along z; a great frequency with small wave-length, and con- 
versely. 

E aka all over, that is, both inside and outside the tube contain- 
ing e, provided s/y is zero. The internal H and therefore also F vanish. 
29 5 within the tube is no disturbance, and outside, (317) (318) 
reduce to 


out) H- 44e, Fal Urk 
7 CM r 


Observe that H and F do not fluctuate or alternate along r, but that 
H has the same distribution (out from the tube) as if e were steady and 
did not vary along 2. 

A special case is m = O. Then also n = O, or e is steady and indepen- 
dent of z. F vanishes, and the first of (331) expresses the steady state. 

Without this restriction, the current in the tube is Ke per unit 
surface, owing to the vanishing of the opposing longitudinal E of the 
field. This property was, by inadvertence, attributed by me in a 
former paper“ to a wire instead of a tube. The wave-length must be 
great in order to render it applicable to a wire, because instantaneous 
penetration is assumed. 

I mentioned that s/y must vanish. This occurs when = i, or the 
external dielectric is boundless. But it also occurs when E= O at r=z, 

roduced by a perfectly conductive screen. This is plainly allowable 

cause it does not interfere with the E= O all-over property. What 
the screen does is simply to terminate the field abruptly. Of course it 
is electrified. 


s=() and H,=0. 


58. But with other boundary conditions, we do not have the solutions 
(331). Thus, let H. = O, instead of E. O. This makes y=J,,/G,, in 


„On Resistance and Conductance Operators, Phil. Mag., Dec. 1887, p. 492, 
Ex. . (vol. II., p. 366]. 
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(317), (318). There are at least two ways (theoretical) of producing 
this boundary condition. First, there may be at r=z a screen made of 
a perfect magnetic conductor (g =œ ). Or, secondly, the whole medium 
at ar r=z may be infinitely elastive and resistive (c= O, æ - O) to an 
infinite distance. 

Now choose s=0 in addition, and reduce (317), (318). The results 
are 


e 1 
* IT/ 4r Ka’ p cp dz’ 
i FFF 8 
eee e eka r 7 7). 
which are at once realized by removing p from the denominator to the 
numerator. 

TPPA E is not now zero, it is indepéndent of r, only varying 
with ¢ and z. 

When s? is negative, or n < m/v, the solutions (317), (318) require 
transforming in part because some of the Bessel functions are unreal. 
Use (312), because g is now real. There are no alternations in E or H 
along r. They only commence when n> mv. 


Separate Actions of the Two Surfaces of curl e. 


59. Since all the fluxes depend solely upon the curl of 6, and not 
upon its distribution, and there are two surfaces of curle in the tube 
problem, their actions, which are independent, may be separately 
calculated. The inner surface may arise from e in the — direction in 
the inner dielectric, or by the same in the + direction in the tube and 
beyond it. The outer may be due to e in the — direction beyond the 
tabe, or in the + direction in the tube and inner dielectric. 

We shall easily find that the inner surface of curl of e, say of surface- 
density JI, produces 


i = (Jia z yG,,) re (Sos na 10 4 As / op 
n) E=Jy 2% Sa — JoJo AAS ~ 


U 10% eseese. ee (333) 
= 1a\Y or — YF or 
ont) same denominator” 
from which H may be got by the E/H operator. 
The external sheet, say fẹ produces 
o p 
— eese (334) 


(out) E= (Jor - 50%) t ITE Pe 
where the unwritten denominators are as in the first of (333). Observe 
that when Jie = O, f, produces no external field (in tube or beyond it). 
It is then only f, that operates in the tube and beyond. 
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Now take f,=¢ and = e in (333) and (334) and add the 
results. We then obtain (317), (318); and it is now Ja = O that 
makes the external field vanish, instead of J = O when f, alone is 
operative. 

Having treated this problem of a tube in some detail, the other 
examples may be very briefly considered, although they too admit of 
numerous singularities. 


Circular Impressed Force in Conducting-Tube. 


60. The tube being as before, let the impressed force e (per unit 
length) act circularly in it instead of longitudinally, and let e be a 
function of ¢ only, so that we have an inner and an outer cylindrical 
surface of longitudinally directed curl of e. H is evidently longitudinal 
and E circular, so that we now require to use the (314) operator. 

At the tube Æ, is continuous, this being the tensor of the force of the 
flux on either side, and H is discontinuous thus, 


Hun Hooy = 44K(e E.), 
or 
E 1 /H E, 
T fı +o (out) - > (in) ) v. e (335) 


Substituting the (314) operator, with y = 0 inside, and y undetermined 
outside, and using the conjugate property (307), we obtain 


Eun) or cg J- Cie. OF Tele ye) PONE (336) 
— 50. „ 
BS (Vi y 10) + 4nK rap 


= = (Jia — YGa) Ii: or Jalir — YG) 
Fim OF c i . me denominster = . 337) 


_ When ¢ is simply periodic, J,, = 0 makes the external F and H vanish 
independent of the nature of y. The complete solution is then 


Han = AKh, Eu = A Kue. (338) 
J, J. 


The conduction-current in the tube is Ke per unit area of surface. 

To make the conduction-current vanish by balancing the impressed 
force against the electric force of the field that it sets up, put an 
infinitely-conducting screen at 71 = outside the tube, and choose the 
frequency to make J = O, since we now have J ,t We shall 
then have the same solution inside and outside, viz. 


so that at the tube itself, E = e. This case may be interpreted as in 
§ 55, the tube being at a nodal surface of E. 

A special case of (338) is when n = O, or e is steady. Then there is 
merely the longitudinal H inside the tube, given by H = 4r Ke. 
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Cylinder of Longitudinal curl of © in a Dielectric. 

61. In a nonconductive dielectric let the impressed electric force be 
such that its curl is confined to a cylinder of radius a, in which it is 
uniformly distributed, and is longitudinal. Let F be the tensor of curl e, 
and let it be a function of f only. Since E is circular and H longi- 
tudinal, we have (314) as operator, in which & is to be zero. This is 
outside the cylinder. Inside, on the other hand, on account of the 
existence of curle, the equation corresponding to (314) is 

E shy 

H-fipp ch J 
At the boundary r=a both Æ and H are continuous; so, by taking 
r =a in (340) and in the corresponding (314) with & = 0, and eliminating 
E. or H. between them, we obtain the equation of the other. We 


obtain 
E = ray JI Ji. 01, J, 
out 3 341 
60 E- Tele 9) ue)-Wf ee 
in which y, as usual, is to be fixed by an external boundary condition, 
or, if the medium be boundless, i. 

We see at once that Ji = O, with F simply-periodic, makes the exter- 
nal fluxes vanish. We should not now say that it makes the external 
field vanish, though the statement is true as regards H, because the 
electric force of the field does not vanish ; it cancels the impressed 
force, so that there is no flux. This property is apparently independent 
of y. But, since there is no resistance e except such as may 
be expressed in y, it is clear that (341), sinusoidally realized, cannot 
represent the state which is tended to after starting f, unless there be 
either no barrier, so that initial disturbances can escape, or else there 
be resistance somewhere, to be embodied in y, so that they can be 
absorbed, though only through an infinite series of passages between 
the boundary and the axis of the initial wave and its consequences. 

Thus, with a conservative barrier producing E=0 at r=2z, and 
y=J,,/G,,, there is no escape for the initial effects, which remain in the 
form of free vibrations, whilst only the forced vibrations are got by 
taking s?= + constant in (341). The other part of the solution must 
be separately calculated. If Ji = O, E and H run up infinitely. If 
Ji = 0 also, the result is ambiguous. 

With no barrier at all, or y = i, we have 


(out) { £= e A PEET (342) 
H = (2a po) a(o — 10% fo 
which are fully realized. Here / = fra, which may be called the 
strength of the filament. We may most simply take the impressed 
force to be circular, its intensity varying as r within, and inversely as r 
outside the cylinder. Then /=2¢,/a, if e is the intensity at r=a. 
When nur / v is large, (342) becomes, by (308), writing f, sin nt for fy, 


z Jon / 2 N; ur T 
(out) E = wH = nE ein (a -7 i) siunaa (343) 
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approximately. 2rr should be a large multiple, and 2ra a small frac- 
tion of the wave-length along r. 


Filament of curle. Calculation of Wave. 


62. In the last, let f, be constant, whilst a is made. infinitely small. 
It is then a mere filament of curl of e at the axis that is in operation. 
We now have, by the second of (342), with Jie = 4na/», 


2 — ih) fy = H = (IO Ge fog .. (B44) 


which may be regarded as the simply-periodic solution or as the 
differential equation of H. In the latter case, put in terms of W by 
(311), then 


H = (2Qpv)-1(q/ 2) %;, (345) 

or, expanding by (309), 
| 6 ee; 
3 (1 dor Ag at (346) 


in which fọ may be any function of the time. Let it be zero before, and 
constant after f= O0. Then, first, 


r (347) 


Next effect the integrations of this function indicated by the inverse 
powers of q or p/v, thus 


(= Jota (1-4) + His 


= (1 + vt/2r)~*(xvt)-* = (2r/x)*[vt(vt + 2r) - J.. (348) 
Lastly, operating on this by e“ turns vt to vt- r, and brings (346) to 
H = (J rut 72) III.. (349) 
which is ridiculously simple. Let Z be the time- integral of H, then 
Z=% log E ( 1 } . (350) 
from which we may derive E; thus 
curl Z = cE, a Besl na Won (351) 


cdr Qarr(vit? -r)i 
The other vector-potential A, such that E= - pA, is obviously 


I/ N 
A= -ohor 1) „ (352) 
All these formulæ of course only commence when vt reaches r. The 
infinite values of E and H at the wave-front arise from the infinite con- 
centration of the curl of e at the axis. 


Notice that 1 (353) 
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everywhere. It follows from this connexion between E and H (or from 
their full expressions) that 


E- AH = ce? ool / 2rrũ ;; . (354) 


where ¢ denotes the intensity of impressed force at distance r, when it 
is of the simplest type, above described. That is, the excess of the 
electric over the magnetic energy at any point is independent of the 
time. Both decrease at an equal rate ; the etic energy to zero, 
the electric energy to that of the final steady displacement co / 41. 

624. The above E and H solutions are fundamental, because all 
electro etic disturbances due to impressed force depend solely upon, 
and come from, the lines of curl of the impressed force. From them, by 
integration, we can find the disturbances due to any collection of recti- 
linear filaments of f. Thus, to find the H due to a plane sheet of parallel 
uniformly distributed filaments, of surface-density f, we have, by (349), 
at distance a from the plane, on either side, 


= Í dy = T in! y 
a 2mp va — 2 — y 2h an (ver — a} 


where the limits are + (vit: - a?)#. Therefore 
H= f|2pv 
after the time ¢=a/v; before then, H is zero. [Compare with § 2, 


equation (12). ] 
62 B. Similarly, a cylindrical sheet of longitudinal f produces 


H- fa ao 

Iruo (vt — h) 
where b is the distance of the point where H is reckoned from the 
element ad of the circular section of the sheet, a being its radius. The 
limits have to be so chosen as to include all elements of F which have 
had time to produce any effect at the point in question. When the 
int is external and vt exceeds a+r the limits are complete, viz. to 


include the whole circle. The result is then, at distance r trom the axis 
of the-cylinder, 


a| pv 1.3 & 1.3.5. 7 7? 4.3,1.3.5.7.9.11 z? 6.5.4 
á Sb 1 21 25 1.2" 26 2 raat} (290) 
where z = (2ar) (PP - a? — 172) —1. 


This formula begins to operate when z= l, or vt=a+r. As time goes 
on, z falls to zero, leaving only the first term. 


Part VI. 
Cylindrical Surface of Circular curl e in a Dielectric. 


63. Let the curl of the impressed electric force be wholly situated on 
the surface of a cylinder, of radius a, in a nonconducting dielectric. The 
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impressed force e to correspond may then be most conveniently imagined 
to be either longitudinal, within or without the cylinder, uniformly dis- 
tributed in either case (though oppositely directed), and the density of 
curl e will be e; or, the impressed force may be transferred to the sur- 
face of the cylinder, by making e radial, but confined to an infinitely 
thin layer. The measure of the surface-density of curl e will now be 


where e is the total impressed force (its line-integral through the layer). 
The second form of this equation shows the effect produced on the 
electric force E of the flux, outside and inside the surface. This J is, 
as it happens, also the force of the field; but in the other case, when e 
is uniformly distributed within the cylinder, producing f=e, we have 
the same discontinuity produced by f. 

H being circular, we use the operator (313). Applying ìt to (356), 
we obtain 


= $ (To Ta- Yo) H 357 

f AT J - 701 á en) 
from which, by the conjugate property (307), and the operator (313), 
we derive 


Em) OF (ou) = 27 ( - 50e) or Je Je 56.) f, (358) 


Him or (oat) = 29 ( „(Jia - i) or J. Ii. 50%) (359) 
in which F is a function of t, and it may be also of z. If so, then we 
have the radial component F of electric force given by 


d 

Flo or (out) = Fs (Jia - Yia) O Jild: 50.0) 4 

From these, by the use of Fourier's theorem, we can build up the 

complete solutions for any distribution of F with respect to 2; for 
instance, the case of a single circular line of curl e. 


(360) 


Jig=0. Vanishing of External Field. 
64. Let f be simply-periodic with respect to f and 2; then J,,=0, or 


J {an/n?2/v® — m 0 q . (361) 


produces evanescence of E and H outside the cylinder. The indepen- 

dence of this property of y really requires an unbounded external 

medium, or else boundary-resistance, to let the initial effects escape or 

be dissipated, because no resistance appears in our equations except in 

y. The case s=0 or n mv is to be excepted from (361); it is treated 
ter. 
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y=i. Unbounded Medium. 
65. When n/v > m, s is real, and our equations give at once the fully 
realized solutions in the case of no boundary, by taking / i, 
Hum OF oan = r (J „(Jie - id or Jaldi- 10%) / 
Eun OF (oat) = — bras Jos Ghe Tie) or Jalot Jo) )f (362) 


Fan OF (out) = A (J. (Gi T Ui) or Jalat 90) (df/dz), 


in which i means p/n. 
The instantaneous outward transfer of energy per unit length of 
cylinder is (by Poynting’s formula) 


EH / Au rr, 
and the mean value with respect to the time comes to 
(en / Sr) (FJora cos Me J) ꝛꝛ . (363) 


if f, is the maximum value of f, (thus, f =f, cos mæ sin n. This may of 
course be again averaged to get rid of the cosine. 


s=0. Vanishing of External E. 


66. When n = mv, we make s = 0, and then (362) reduce to the singular 
solution 


Hyn = reps, Em =f, Fan — 170% 
a? a af (7784) 
Hon: . , Eou = O, Foy = 1 f 4 


Observe that the internal longitudinal displacement is produced entirely 
by the impressed force (if it be internal), though there is radial displace- 
ment also, on account of the divergence of e (if internal). Outside the 
cylinder, the displacement is entirely perpendicular to it. 

H and F do not alternate along r. This is also true when s? is nega- 
tive, or n lies between 0 and mv. Then, g? being positive, we have 


E ow = a aria) (Se (log gr — B) + L.) N (365) 


as the rational form of the equation of the external E when the fre- 
quency is too low to produce fluctuations along r. 

The system (364) may be obtained directly from (358) to (360) on 
the assumption that s/y is zero when s is zero. But (364) appears to 
require an unbounded medium. Even in the case of the boundary 
condition EO at r=z, which harmonizes with the vanishing of E 
externally in (364), there will be the undissipated initial effects con- 
tinuing. 

If, 5 the other hand, H. - O, making y=J,,/G,,, we shall not only 
have the undissipated initial effects, but a different form of solution for 
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the forced vibrations. Thus, using this expression for y, and also s = O, 
in (358) to (360), we obtain 


Es) =5(1- 5) C Eu) =(1 -5 $; 


2 
Fat) = 20 = 20 7 E cat) = — S ) 
representing the forced vibrations. 


Effect of suddenly Starting a Filament of e. 


67. The vibratory effects due to a vibrating filament we find by takin 
a infinitely small in (362), that is J,,=4sa. To find the wave produ 
by suddenly starting such a filament, transform equations (358), (359) 
by means of (311). We get [e being intensity of longitudinal e 


Ep = Ca vi, A = - (E ( ) vi. 
PDR (367) 
2 272 


where eis given by (309); the accent means differentiation to r, and 
the suffix a means the value at r =a. 
In these, let e = rade, which we may call the strength of the filament, 
and let a be infinitely small. We then obtain 
(out) H= (9/2) (2 ⁰ 1,jẽ E= 10%) We. (368) 


Now if e, is a function of ¢ only, it is clear that there is no scalar electric 
potential involved. We may therefore advantageously employ (and for 
a reason to be presently seen) the vector-potential A, such that 


E= pA, or A= p; and pH= . (369) 


The equation of A is obviously, by the first of (369) applied to second 
of (368), 
A=} p] m Wep ooeec (370) 


Comparing this equation with that of H in (345) (problem of a filament 
of curl of e), we see that / there becomes e, here, and uH there becomes 
A here. The solution of Su) may therefore be got at once from the 
solution of (345), viz. (349). Thus 


! 8 (371) 


from which, by (369), 


B= Sot 8 H ne eS Te AE (372) 
21 (vrt: — 72) Dar pout? 7K 
the complete solution. It will be seen that 
% V (373) 
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whilst the curious relation (353) in the problem of a filament of curl e 


a a ß (374) 
where Z is the time- integral of the magnetic force; so that 
H= pA, and curl 2E J...... (375) 


2 being merely the vectorised Z. It is the vector-potential of the 
magnetic current. 

he following reciprocal relation is easily seen by comparing the 
differential equations of an infinitely fine filament ¢, and a finite fila- 
ment. The electric current-density at the axis due to a longitudinal 
cylinder of e (uniform) of radius a is numerically identical with the 
total current through the circle of radius a due to the same total 
impressed force (that is, rae) concentrated in a filament at the axis, at 
corresponding moments. 

68. Having got the solutions (372) for a filament e, it might appear 
that we could employ them to build up the solutions in the case of, for 
instance, a cylinder of longitudinal impressed force of finite radius a. 
But, according to (372), E would be positive and H negative every- 
where and at every moment, in the case of the cylinder, because the 
elementary parts are all positive or all negative. This is clearly a 
wrong result. For it is certain that, at the first moment of starting 
the longitudinal impressed force of intensity e in the cylinder, E just 
outside it is negative; thus 

E=+te, in or out, at r=a, t=0; 
and that H is positive; viz. 
H=e/2po at r=a, t=0. 
We know further that, as E starts negatively just outside the cylinder, 
E will be always negative at the front of the outward wave, and H 


positive ; thus —E= pH = hex (aj, . . (376) 


the Variation in intensity inversely as the square root of the distance 
from the axis being necessitated in order to keep the energy constant 
at the wave-front. The same formula with ＋ instead of — E will 
express the state at the front of the wave running in to the axis. 
There is thus a momentary infinity of E at the axis, viz., when t= ajv. 

So far we can certainly go. Less securely, we may conclude that 
during the recoil, E will be settling down to its steady value e within 
he cylinder, and therefore the force of the field there will be positive, 
and, by continuity, also positive outside the cylinder. Similarly, H 
must be negative at any distance within which E is decreasing. We 
conclude, therefore, that the filament-solutions (372) only express the 
settling down to the final state, and are not comprehensive enough to 
be employed as fundamental solutions. 


Sudden Starting of e longitudinal in a Cylinder. 


69. In order to fully clear up what is left doubtful in the last para- 
graph, I have investigated the case of a cylinder of e comprehensively. 
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The following contains the leading points. We have to make four inde 
pendent investigations: viz., to find (I), the initial inward wave; (2), 
the initial outward wave; (3), the inside solution after the recoil; (4), 
the outside solution ditto. We may indeed express the whole by a 
definite integral, but there does not seem to be much use in doing so, 
as there will be all the labour of finding out its solutions, and they are 
what we now obtain from the differential equations. 
Let Ei and E be the E's of the inward and outward waves. Their 
equations are 
EI —(@/2q)WlU eG, oo. i ꝗ . (377) 


o= (4/27) U.. . ͥ (378) 


where U and JV are given by (309), the accent means differentiation to 
r, and the suffix indicates the value at r=a. To prove these, it is 
sufficient to observe that U and JV involve * and e respectively, 80 
that (377) expresses au inward and (378) an outward wave; and 
further that, by (310), we have 


E,-E,=e at r=a, always (379) 


which is the sole boundary condition at the surface of curl of e. 
Expanding (377), we get 


t 3 3.5 32.5.7 32. 52. 7.9 
E = (0 6 A [ 1+; „„ at | 380 
1 $ r ( S) y 27 3 45 e, ( ) 
where R +S is given by (309), and y=8ga. Now, e being zero before 
and constant after t= O, effect the integrations indicated by the inverse 
powers of p, and then turn ż to 4, where 


vii r- a. 
The result is 


a t _ 3.5 2 12. 32. 5.7 a 12.32. 52.7.9 4 
. 0% D* 5 
a 3 3.5 2 12. 32. 5.7 3 
tallpa -gatt e to) 


1232 a3 4/1 3, _3.5 ,, 12.32.56. 7, 
+ 2 20585 A. + 305 21 — h TON (381) 
the structure of which is sufficiently clear. Here 21 = vti / Sa. 

This formula, when vt <a, holds between r=a and r=a- u. But 
when vt >a though < 2a, it holds between r=a and u- d. Except 
within the limits named, it is only a partial solution. 

70. As regards E& it may be obtained from (381) by the following 
changes. Change EI to E, on the left, and on the right change z, 
to — Za where 

Z,=(tt+a—r)/8a. 


It is therefore unnecessary to write out E., This E, formula will 
hold from r=a to r=et+a, when vt < 2a; but after that, when the 
front of the return wave has passed r=a, it will only hold between 
r=rt—a and N +a. 
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71. Next to find E, the E in the cylinder when >a and the solu- 
tion is made up of two oppositely going waves, and Æ, the external E 
after vt = 2a, when it is made up of two outward going waves. I have 
utterly failed to obtain intelligible results by uniting the pene waves 
with a reflected wave. But there is another method which is easier, 
and free from the obscurity which attends the simultaneous use of U 
and W. Thus, the equations of Ee and E, are 


E, == (/ 29), WI... eenen 382) 
E, = (79 /% 2) 10 ( = ie) me 3 (383) 


by (367) ; and a necessity of their validity is the presence of two waves 
inside the cylinder, because of the use of J, and Ji; it is quite inad- 
missible to use J, when only one wave is in question, because J,.=1 
when r=0, and being a differential operator in rising powers of p, the 
meaning of (382) is that we find E, at r by differontiations from E, at 
r=0; thus (382) only begins to be valid when vr = a. 

To integrate (382), (383), it saves a little trouble to calculate the 
time-integrals of E and E,, say 


As = -P Es, Aye =p Dy. wnsciuaess (384) 

The results are - A,= Joe = a2}, VF (385) 
a 2 aĉe - -3 

A,= (20%) 25. N (386) 


From these derive E, and E, by time-differentiation, and H,, H, by 
space-differentiation, according to 


2 1 44 
curl Au, or e ere: (387) 
We see that the value of Ez at the axis, say E, is 
Eo = e(t d) JJ... q (388) 


and by performing the operation J, in (385) we produce, if u = (22 — a2), 
2 2 
A. 0 uG — )+ apl 1 6% b. 


22 % . 2 uS ud ut 
a oe ae — — 1 3 . (389) 
from which we derive 
B=% 8 52278 Sa? + 40°22) 
+ aT a (Sat + 200a? + Butt) + =} —.—390 


These formule commence to operate when ut = a at the axis, and when 
1 ar at any point r < a, and continue in operation for ever after. 
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72. Lastly, perform the operation (2/sa)J,, in (386), and we obtain 
qd def 4% 1 Be) at/3_ 305% Zb. 

2 rLTu 8\ us ou 64\u5 1 =) 

45a° / 5 13552 315 ¹½ 23198 
1.36.64 77 ue T ur. te] (391) 


from which we derive 


_ vert 34¼ a, õat 2 
E.— 405 k + 57 (2080 + Br) + OF (Butt + 40 ter 16570 


+ 


45a S 2 
86 Cem ( 112% + 11766 147 . 245) + —4— (392) 
These begin to operate at r=a when = 2a; and later, the range is 
from r =a tor vt- a. 

This completes the mathematical work. As a check upon the 
accuracy, we may test satisfaction of differential equations, and of 
the initial condition, and that the four solutions join together with 
the proper discontinuities. 

73. The following is a general description of the manner of establish- 
ing the steady flux. We put on e in the cylinder when ¢=0. The 
first effect inside is Ei = ge at the surface, and H, = Eiſur. This 
primary disturbance runs in to the axis at speed v, varying at its 
front mversély as the square root of the distance from the axis, thus 
producing a momentary infinity there. At this moment f= /, Ei is 

very great near the axis. In the meantime, Ei has been in 
generally all over the cylinder, so that, from being ġe initially at the 
boundary, it has risen to 77 e, whilst the simultaneous value at r = ġa 
is about 95 e. 

Now consider Æ, within the cylinder, it being the natural con- 
tinuation of EI. The large values of Ei near the axis subside with 
immense rapidity. But near the boundary Ei still goes on increasing. 
The result is that when vt = 2a, and the front of the return-wave reaches 
the boundary, E, has fallen from œ to 1:154¢ at the- axis; at r= fe 
the value is 1:183¢; at r= $a it is 1:237 e; and at the boundary the 
value has risen to 1°71 e, which is made up thus, 1:21¢+4¢; the first 
of these being the value just before the front of the return-wave arrives, 
the second part the sudden increase due to the wave-front. E, is now 
a minimum at the axis and rises towards the wave-front, the greater 
part of the rise being near the wave-front. 

Thirdly, go back to ¢=0 and consider the outward wave. First, 
E,= ze at r=a. This runs out at speed v, varying at the front 
inversely as ri. As it does so, the E, that succeeds rises, that is, is 
less negative. Thus when we = a, and the front has got to r= 2a, the 
values of E, are — 232 e at r=a and — 353 at T= 2a. Still later, as 
this wave forme fully, its hinder part becomes positive. Thus, when 
fully formed, with front at r=3a, we have E,= —‘288e at r= 3a; 
—'145¢ at r=2a; and 21e at r=a. This is at the moment when 
the return-wave reaches the boundary, as already described. | 
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The subsequent history is that the wave E, moves out to infinity, 
being negative at its front and positive at its back, where there is 
a sudden rise due to the return-wave E., behind which there is a rapid 
fall in E., not a discontinuity, but the continuation of the before- 
mentioned rapid fall in Æ, near its front. The subsidence to the 
steady state in the cylinder and outside is very rapid when the front 
of E. has moved well out. Thus, when vt= 5a, we have £,=1-022¢ 
at r=a, and of course, just outside, we have E. = 022 e; and when 
vt = 10a, we have E. = 1:005 e, E. = 005 e, at r=a. 

As regards H, starting when f= O with the value e / 2 at r=a only, 
at the front of the inward or outward wave it is E= wH, as usual. 
It is ee in the cylinder at first, and then changes to negative. 
a e, it is first positive for a short time, and then negative for ever 

r. 

74. We can now see fully why the solution for a filament e, of e can 
not be employed to build up more complex solutions in general, whilst 
that for a filament f, of curl e can be so employed. For, in the latter 
case, the disturbances come, ab initio, from the axis, because the lines 
of curle are the sources of disturbance, and they become a single line 
at the axis. But in the former case it is not the body of the filament, 
but its surface only, that is the real source, however small the filament 
may be, producing first I negative (or against e) just outside the 
filament, and, immediately after, I positive. Now when the diameter 
of the filament is indefinitely reduced, we lose sight altogether of the 
preliminary negative electric and positive magnetic force, because their 
duration becomes infinitely small, and our solutions (372) show only 
the subsequent state of positive electric and negative magnetic force 
during the settling down to the final state, but not its real commence- 
ment, viz., at the front of the wave. 

75. The occurrence of momentary infinite values of B or of H, in 

roblems concerning spherical and cylindrical electromagnetic waves, 
is physically suggestive. By means of a proper convergence to a point 
or an axis, we should be able to disrupt the strongest dielectric, starting 
with a weak field, and then discharging it. Although it is impossible 
to realize the particular arrangements of our solutions, yet it might be 
practicable to obtain similar results in other ways.“ 

It may be remarked that the solution worked out for an infinitely 


*If we wish the solution for an infinitely long cylinder to be quite unaltered, 
when of finite length l, let at z=0 and z=/ infinitely conducting barriers be 
placed. Owing to the displacement terminating upon them perpendicularly, and 
the magnetic force being tangential, no alteration is 1 . Then, on taking 
off the impressed force, we obtain the result of the discharge of a condenser 
consisting of two parallel plates of no resistance, charged in a certain portion 
only; or, by integration, charged in any manner. 

To abolish the momentary infinity at the axis, in the text, substitute for the 
surface distribution of curl of @ a distribution in a thin layer. The infinity will 
be replaced by a large finite value, without other material change. Of course the 
theory above assumes that the dielectric does not break down. If it does, we 
change the problem, and have a conducting (or resisting) path, possibly with 
oscillations of great frequency if the resistance be not too great, as Prof. Lodge 
believes to be the case in a lightning discharge. 

H.E.P.—VOL. II. 20 
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long cylinder of longitudinal e is also, to a certain extent, the solution 
for a cylinder of finite length. If, for instance, the length is 21, and 
the radius a, disturbances from the extreme terminal lines of f (or curle) 
only reach the centre of the axis after the time (a? + ) /, whilst from 
the equatorial line of f the time taken is a/v, which may be only a little 
less, or very greatly less, according as l/a is small or large. If large, it 
is clear that the solutions for E and H in the central parts of the 
cylinder are not only identical with those for an infinitely long cylinder 
until disturbances arrive from its ends, but are not much different 
afterwards. 


Cylindrical Surface of Longitudinal f, a Function of 0 and t. 


76. When there is no variation with 6, the only Bessel functions con- 
cerned are J, and-J,. The extension of the vibratory solutions to 
include variation of the impressed force or its curl as cos 0, cos 20, etc., 
is so easily made that it would be inexcusable to overlook it. Two 
leading cases will be very briefly considered. Let the curl of the 
impressed force be wholly upon the surface of a cylinder of radius a, 
longitudinally directed and be a function of f and 6, its tensor being f, 
the measure of the surface-density. H is also longitudinal, of course, 
whilst E has two components, circular E and radial F. The connections 


dH _ 14H ld dE 
"ge e e a r TP Pa 
from which the characteristic of H is 
l d dH m? 
747 5 s 72 F (394) 
if s?= —p?/v? and m? = —d?/d6?. Consequently 
H= (J mr — YG m) cos MO x function oft ...---(395) 
when m? is constant, and the E/H operator is 
E 1 Ju- — Y 
VV (396) 


if Ju, or J. (er) is the mè Bessel-function, and G,, its companion, 
whilst the“ means d/ dr. 
The boundary condition is 


E,=E,-f at Nc (S97) 


E, being the insido E the outside value of the force of the flux. 
Therefore, using (396) with y=0 inside, we obtain 


Tunal Sma Vn) acp _ 
H. Ie. IG) = y 0 F (398) 


where z is a constant, being 7/2 when m=0, according to (307), and 
always 7/2 if G, has the proper numerical factor to fix its size. 


We see that if f =f,cos mô cos nt, 
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where f, is constant, the boundary H, and with it the whole external 
field, electric and magnetic, vanishes when 


Jn, =0. 


If m=0, or there is no variation with 6, the impreased force may be 
circular, outside the cylinder, and varying as 701. 
If m=1, the impressed force may be transverse, within the cylinder, 
and of uniform intensity. 


Conducting Tube. e Circular, a Function of 0 and t. 


77. This is merely chosen as the easiest extension of the last case. 
In it let there be two cylindrical surfaces of f, infinitely close together. 
They will cancel one another if equal and opposite, but if we fill up. the 
space between them with a tube of conductance K per unit area, we get 
the case of e circular in the tube, e varying with 0 and t, and produce a 
discontinuity in H (which is still longitudinal, of course). Let E. be 
the common value of E just outside and inside the tube; e+ E, is then 
the force of the flux in the substance of the tube, and 


H, - H = AK (e+ E.) . 399) 


the discontinuity equation, leads, by the use of (396) and the conjugate 
property of J, and G, as standardized* in the last paragraph, through 


— a 2 -_ ) — 
5 È, 4r K E. = 4r Ke, 
to the equation of E,, viz., 


E,= EV 8 (400) 
AK -L )- 


from vi we see that it is J. = O that now makes the external field 
vanish. 

78. This concludes my treatment of electromagnetic waves in relation 
to their sources, so far as a systematic arrangement and uniform method 
is concerned. Some cases of a more mixed character must be reserved. 
It is scarcely necessary to remark that all the dielectric solutions may 
be turned into others, by employing impressed magnetic instead of 
electric force. The hypothetical magnetic conductor is required to 
obtain full analogues of problems in which electric conductors occur. 


August 10, 1888. 


* (If we take Stokes’s formula for J, thus 


_{2\% _ (1? - 4m?)(3? - 4m?) 13- 4m? | run 
75 0 = (=) it a +. foot {Ta Ji] 72 ). 
then the substitution of sin for cos and - cos for sin will give the G, function 


standardized as in the text. Also note that the infiniteness of G, when B is 
omitted. referred to in footnote p. 445, arises when ꝙ is +]. 
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XLIV. THE GENERAL SOLUTION OF MAXWELL’S ELECTRO- 
MAGNETIC EQUATIONS IN A HOMOGENEOUS ISO- 
TROPIC MEDIUM, ESPECIALLY IN REGARD TO THE 
DERIVATION OF SPECIAL SOLUTIONS, AND THE 
FORMULA FOR PLANE WAVES. 


[Phil. Mag., Jan. 1889, p. 30.] 
Equations of the Field. 


1. ALTHOUGH, from the difficulty of applying them to practical problems, 
5 solutions frequently possess little practical value, yet they may 
of sufficient importance to render their investigation desirable, and 
to let their applications be examined as far as may be practicable. The 
first question here to be answered is this. Given the state of the whole 
electromagnetic field at a certain moment, in a homogeneous isotropic 
conducting dielectric medium, to deduce the state at any later time, 
arising from the initial state alone, without impressed forces. 
The equations of the field are, if p stand for d/dt, 
curl H = (47k + w... . (1) 
- curl B= (41g + . seen ens (2) 
the first being Maxwell’s well-known equation defining electric current 
in terms of the magnetic force H, k being the electric conductivity and 
c/4m the electric permittivity (or permittance of a unit-cube condenser), 
and E the electric force; whilst the second is the equation introduced 
by me“ as the proper companion to the former to make a complete 
system suitable for practical working, g being the magnetic conductivity 
and u the magnetic inductivity. This second equation takes the place 
of the two equations 
E= A- V, curl A H, 88 (3) 


of Maxwell, where A is the electromagnetic momentum at a point, and 
the scalar electric potential. Thus ¥ and A are murdered, so to 
speak, with a great gain in definiteness and conciseness. As regards g, 
however, standing for a physically non-existent quality, such that the 
medium cannot support magnetic force without a dissipation of energy 
at the rate gH? per unit volume, it is only retained for the sake of 
mathematical completeness, and on account of the singular telegraphic 
application in which electric conductivity is made to perform the 
functions of both the real k and the unreal g. 
Let 
p= fakae, es, ga A) etl 
Po = 47rg/2p, 0 =- Py Mel a 
The speed of propagation of all disturbances is v, and the attenuating 
effects due to the two conductivities depend upon pi and p,, whilst o 
determines the distortion due to conductivity. 


* « Electromagnetic Induction and its Propagation,” The Electrician, January 
3, 1885, and later [vol. 1., p. 449.] 
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General Solutions. 
2. Let g? denote the operator 
dend ,, ses (5) 
or, in full, when operating upon I for example, 
=- v div BTI... ͥ ae (6) 


Now it may be easily found by ordinary “symbolical” work which 
it is not necessary to give, that, given E, H, the values of E and H 
when t= O, and satisfying (1) and (2), those at time f later are given by 


E= cA] (cosh gt - sinh 25 . í ano], 
9 „f 5 7 
H= e77] (cosh gt + © sinh gt), - ; — 


A sufficient proof is the satisfaction of the equations (1), (2), and of 
the two initial conditions. 
An alternative form of (7) is 


-v (och qit )x 


. E 7 
H = eme (cosh gt + W p +p) Hy 


showing the derivation of E from E, and pH, in precisely the same way 
as H trom H, and pH,. In this form of solution the initial values of 
pH, and pH, occur. But they are not arbitrary, being connected by 
equations (1), (2). The form (7) is much more convenient, involving 
only E, and H, as functions of position, although (7a) looks simpler. 
The form (7) is also the more useful for interpretations and derivations. 

If, then, E, and H, be given as continuous functions admitting of 
the performance of the differentiations involved in the functions of 92, 
(7) will give the required solutions. The original field should there- 
ore be a real one, not involving discontinuities. We shall now con- 
sider special cases. 


Persistence or Subsidence of Polar Fields. 


3. We see immediately by (7) that the E resulting from H, depends 
solely upon its curl, or on the initial electric current, and, similarly, 
that the H due to E, depends solely upon its curl, or on the magnetic 
current. Notice also that the displacement due to H, is related to H, 
in the same way as the induction + — 4r due to E is related to E, 
Or, if it be the electric and magnetic currents that are considered, the 
displacement due to electric current is related to it in the same way as 
the induction +4 due to magnetic current is related to it. 

Observe, also, that in passing from the E due to E to the H due to 
H, the sign of o is changed. 

By (7), a distribution of H, which has no curl, or a polar magnetic 
field, does not, in subsiding, generate electric force; and, similarly, a 
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polar electric field does not, in subsiding, generate magnetic force. Let 
then Æ, and H, be polar fields, in the first place. Then, by (5), 


92 =0?, 
that is, a constant; and, using this in (7), we reduce the general 


solutions to 
E = Be- 21, CCC ener (8) 


The subsidence of the electric field requires electric conductivity, 
that of the magnetic field requires magnetic conductivity ; but the two 
oo are wholly independent. The first of (8) is equivalent to 

axwell’s solution.* The second is its magnetic analogue. 

As, in the first case, there must be initial electrification, so in the 
second, there should be “ magnetification,” its volume-density to be 
measured by the divergence of the induction +49. Now the induction 
can have no divergence. But it might have, if g existed. 

There is no true electric current during the subsidence of N, and 
there would be no true magnetic current during the subsidence of H, 
In both cases the energy is frictionally dissipated on the spot, or there 
r no transfer of energy.t The application of (8) will be extended 

ter. 

Circuital Distributions. 

4. By a circuital ł distribution, I mean one which has no divergence 
anywhere. Any field of force vanishing at infinity may be uniquely 
divided into two fields, one of which is polar, the other circuital ; the 
pre thereof resting upon Sir W. Thomson’s well-known theorem of 


eterminancy. Now we know exactly what happens to the polar fields. 
Therefore dismiss them, and let E and H, be circuital. Then 


POV EO, E EA (9) 


where V? is the usual Laplacean operator. Of course cosh qt and 
q`} sinh gé are rational functions of 92, so that if the differentiations are 
possible we shall obtain the solutions out of (7). 


Distortionless Cases. 


5. Let the subsidence-rates of the polar electric and magnetic fields 
be equal We then have 


o=0, = (v curl)2, p=4rk/c=4rg/p, ..... (10) 


in the solutions (7). The fields change in precisely the same manner 
as if the medium were nonconducting, as regards the relative values at 
different places; that is, there is no distortion due to the conductivities ; 


Vol. 1. chap. x., art. 325, equation (4). 


+t This is of course obvious without any reference to Poynting’s formula. The 
only other simple case of no transfer of energy, which had been noticed before that 
formula, is that of conduction-current kept up by impressed force so distributed as 
to require no polar force to supplement it. 


t [Lord Kelvin’s word ‘‘circuital” is here substituted for“ purely solenoida).”’) 
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bat there is a uniform subsidence all over brought in by them,* ex- 
pressed by the factor e. This property I have explained by showing 
the opposite nature of the tails left behind by a travelling plane-wave 
according as c is + or 
The above applies to a homogeneous medium. But if, in 
curl (H- h) = (47k + iy . (la) 
curl (e E) = (49 ＋ Hv nee (2a) 
differing from (1), (2) only in the introduction of impressed forces e and 


h, we write 
(H, h, E, e) - (HI, hi, EI, ei) e , 
we reduce them to 


curl (H, - b,) = ch + p)E, e (11) 
curl (ei - Ei) =4(-o0+p)H,, 
and these, if o = O0, are the equations of a nonconducting dielectric. 
That is, 
p = 4rk]c = Arg/ u = constant 

is the required condition. Therefore c and A may vary anyhow, inde- 
pendently, provided & and g vary similarly.t The impressed forces 
should subside according to e, in order to preserve similarity to the 
phenomena in a nonconducting dielectric. 

Observe that there will be tailing now, on account of the variability 
of (u/c) or pv. That is, there are reflexions and refractions due to 
change of medium. The peculiarity is that they are of the same nature 
with as without conductivity. 


First Special Case. 


6. A special case of (11) is given by taking „= O and g=0; that is, 
a real conducting dielectric possessing no magnetic inductivity, in which 
/c is constant. If the initial field be polar, then 


B=E.-4, HS0 anceio (12) 


This extension of Maxwells before-mentioned solution I have given 
before, and also the extension to any initial field, and the inclusion of 
impressed forces.{ The theory of the result has considerable light now 
thrown upon it. 

If the initial field be arbitrary, the circuital part of the flux displace- 
ment disappears instantly, therefore (12) is the solution, provided E, 
means the polar part of the initial field; that is, E must have no curl, 
and the flux cH,/4e must have the same divergence as the arbitrarily 
given displacement. 

Now an impressed force e produces a eircuital flux only. Therefore 
it produces its full effect and sets up the appropriate steady flux in- 
stantaneously ; and all variations of e in time and in space are kept 


Electromagnetic Waves, Part I., §7 [p. 381, vol. 11.]. 


+ In § 4 of the article referred to in the last footnote the property was described 
only in reference to a homogeneous medium. 


Electromagnetic Induction ” [vol. 1., p. 534]. 
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time to without lag by the conduction-current in spite of the electric 
isplacement. 

is property is seemingly completely at variance with ideas founded 
upon the retardation usually associated with combinations of resistances 
and condensers. But, being a special case of the distortionless theory, 
we can now understand it. For suppose we start with a nonconductin 
dielectric, and put on e uniform within a spherical portion thereof, 
send out an electromagnetic wave to infinity and set up the steady flux. 
On now removing e, we send out another wave to infinity, and the flux 
vanishes. Now make the medium conducting, with both conductivities 
balanced, as in (10). Starting with the same steady flux, its vanishing 
will take place in the same manner precisely, but with an attenuation- 
factor «~%. Now gradually reduce g and p at the same time, in the 
same ratio. The vanishing of the flux will tuke place faster and faster, 
and in the limit, when both p and g are zero, will take place instantly, 
not by subsidence, but by instantaneous transference to an infinite 
distance when the impressed force is removed, owing to v being made 
infinite. 
Second Special Case. 


7. There is clearly a similar property when = O and c=0; that is, 
in a medium possessing magnetic inductivity and conductivity, but 
deprived of the electric correspondences. Thus, when g/ is constant, 
the solution due to any polar field H, is 


H = He-, EO . 13) 


wherein p=47g/p. But a circuital state of AH disappears at once, by 
instantaneous transference to infinity. Thus any varying impressed 
force h is accompanied without delay by the corresponding steady flux, 
the magnetic induction. 

When the inertia associated with » is considered, the result is rather 
striking and difficult to understand. It appears, however, to belong to 
the same class of (theoretical) phenomena as the following. If a coil in 
which there is an electric current be instantaneously shunted on to a 
second coil in which there is no current, then, according to Maxwell, 
the first coil instantly loses current and the second gains it, in such a 
way as to keep the momentum unchanged. Now we cannot set up a 
current in a coil instantly, so that we have a contradiction. But the 
disagreement admits of easy reconciliation. We cannot set up current 
instantly with a finite impressed force, but if it be infinite we can. In 
the case of the coils there is an electromotive impulse, or infinite electro- 
motive force acting for an infinitely short time, when the coils are con- 
nected, with corresponding instantaneous changes in their momenta. 
A loss of energy is involved. 

It is scarcely necessary to remark that the true physical theory 
involves other considerations, on account of the dielectric not being 
infinitely elastive, and on account of diffusion in the wires; so that 
we have sparking and very rapid vibrations in the dielectric. The 
energy which is not wasted in the spark, and which would go out to 
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infinity were there no conducting obstacles, is probably all wasted 
practically in the heat of conduction-currents in them. 


Impressed Forces. 


8. Given initially E and He, we know that the diverging parts 
must either remain constant or subside, and are, in a manner, self- 
contained; but the circuital parts, which would give rise to waves, 
may be kept from changing by means of impressed forces e and hy. 
Thus, let E. and H, be circuital. To keep them steady we have, in 
equations (1), (2), to get rid of pë and pH. Thus 

curl (H, - ho) = 4rk Ep 
curl (e - Eo) = 419 H y 
are the equations of steady fields Ei and H, these being the forces of 


the fluxes. 
curl hy = curl He- 4, (14a) 
curl 0 = curl E, + 4rgH, Cece : cce cececccccs 


give the curls of the required impressed forces in terms of the given 
uxes, and any impressed forces having these curls will suffice. 

Now, on the suddan removal of e, ho, the forces E, He, which had 
hitherto been the forces of the fluxes, become, instantaneously, the 
forces of the field as well. That is, the fluxes themselves do not change 
suddenly, except in such a case as a tangential discontinuity in a flux 
produced at a surface of curl of impressed force, when, at the surface 
itself, the mean value will be immediately assumed on removal of 
the impressed force. We know, therefore, the effects due to certain 
distributions of impressed force when we know the result of leaving 
the corresponding fluxes to themselves without impressed force. It is, 
however, the converse of this that is practically useful, viz., to find the 
result of leaving the fluxes without impressed force by solving the 
problem of the establishment of the steady fluxes when the impressed 
forces are suddenly started; because this problem can often be attacked 
in a comparatively simple manner, requiring only investigation of the 
appropriate functions to suit the surfaces of curl of the impressed 
forces. The remarks in this paragraph are not limited to homogeneity 
and isotropy. 


Primitive Solutions for Plane Waves. 


9. If we take z normal to the plane of the waves, we may suppose 
that both E and H have z and y components. This is, however, a 
wholly unnecessary mathematical complication, and it is sufficient to 
suppose that E is everywhere parallel to the z-axis, and H to the y-axis. 
The specification of an initial state is therefore Eo, H,, the tensors 
of E and H, given as functions of 2; and the circuital equations (1), (2) 
become 

- dH /dz = (4rk + cp) E, -dE/dz=(4rg+pp)H. ...... (15) 

Now the operator g? in (5) becomes 

re Na OO gt E ʒ ᷑ E E (16) 
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where by V we may now understand d/dz simply. Therefore, by (7), 
the solutions of (15) are 


E =e-’!t [ (cosh qt- i sinh at)Ey — e YH, |, 
H=e-et [ (cosh gt + . sinh ot) Hy — Srg ~E, | 


When the initial states are such as de“, or ad cos bz, the realization is 
immediate, requiring only a special meaning to be given to q in (17). 
But with more useful functions, as de-, etc., etc., there is much work 
to be performed in effecting the differentiations, whilst the method 
fails altogether if the initial distribution is discontinuous. 
But we may notice usefully that when Zo and Ho are constants the 
solutions are 
E= Vit EO, TCC % ˙·—oꝛ. eM (18) 


which are quite independent of one another. Further, since disturb- 
ances travel at speed v, (18) represents the solutions in any region in 
which £, and H, are constant, from f= O up to the later time when a 
disturbance arrives from the nearest plane at which EQ or Ho varies. 


Fourier-Integrals. 


10. Now transform (17) to Fourier-integrals. We have Fourier's 
theorem, 


f= |. . Sa) os ne- n amd, -ssssssose (19) 


and therefore ¢(V?)/(z) = f Fa) (- m) cos mz - a) dm da; (20) 
0 -œ 
applying which to (17) we obtain 
et 


E= f dm dal Eycos m(z — a)( cosh — Fein) 
0 20 


en sin m(z — 9 94 


et . 7 pees (21) 
H = — f f dm da | Hacos mz — a)(cosh + Z sink Jat 
1 JoJ-« 
+ Eo m sin m(z -— 9 9 45 
p 7 
in which, by (16), f/ / T (22) 


and EO, H, are to be expressed as functions of a, whilst E and H belong 
to 2. Discontinuities are now attackable. 

The integrations with respect to m may be effected. In fact, I have 
done it in three different ways. First by finding the effect produced by 
impressed force. Secondly, by an analogous method applied to (17), 
transforming the differentiations to integrations. Thirdly, by direct 
integration of (21); this is the most difficult of all. The first method 
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was given in a recent paper“; a short statement of the other two 
methods follows. 


Transformation of the Primitive Solutions (17). 


11. In (17) we naturally consider the functions of gt to be expanded 
in rising powers of 9, and therefore of V2, leading to differentiations to 
be performed upon the initial states. But if we expand them in 
descending powers of V, we substitute integrations, and can apply them 
to a discontinuous initial distribution. 

The following are the expansions required :— 


1 1 250) re, ot U, N 
ee (2500 tR (20) 1 


. (23) 
e (2000 + 2 2 (205 * + 3 (say) + 
where the U’s are functions of (vVé)~! given by 
ac. cb tine dot) ag 


21 2.4 (vd) 2.4.6(vtV) 


being in fact identically the same functions of v as those of r which 
occur in the investigation of spherical waves. (See p. 406, vol. II.] 
Arranged in powers of s=0a/vV, we have 


t vty 
7 500% ＋ 5292 T .), 


217 Sh, + 2B T. . .), 


Umen [i MET) , Ve) eee 


(ot) 
92 — 12 22456 2.4.6 
“a (ty eh, (ehe 
9.8 oa 24.6.8 J= 12 124.6 2.4.6.8. 0 26) 


ae a(t)? 2 (ot)! (ei) 
9% 10 1824 24.6.8 t 2412 


-4 1 , 


— h= i 300102 + (o or) 


p_e)? (ct) 10(ct)t (rt)? 
p-st 72745) h= yale ot)? we 52 295 (27) 


1 4500)? 15(ct)® (ct)? 
17/150 8 
loot 25 225.6 25.87% 


* « Electromagnetic Waves, Part IV. [p. 428, vol. u.] 
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The following properties of the g’s and h’s are useful. Understanding 
that g, and h, are unity, we have 


Je + 0G, 41 + (0 J Grant -..=0. when r is odd, 
° J (oli) . (28) 
= — — it 
and when r is even, 1.3.5...(r -—1)( 1) (gti) 


except r = O, when =J (cti). 
ot)? . ; Jeu ti 
[Also, h, L th 41 4 iat i- 1). 3. 5. (- pienk, (29) 
when r is odd, but is zero when r is even (except r=0, which case is 
not wanted), and = i if( ti) when r=1.] Now.if 
6014 9) = (11 511. ãã (30) 
the f’s * will be given by (25), viz., 


o = l, f= N Se=Qythy etc. . . (31) 
and the properties of the Fs corresponding to (28), (29) are 


2 
F. 70, TE Frs .. = when r=0, | (32) 
=0 when r is even, except 0; 
and 4 1.3.5 . (- 2) NAI) = Hyer (ot) (33) 


(GHU i 


when r is odd, with the + sign for r=1, 5, 9, ..., and the — sign for 
the rest. The first case in (32), of r=0, is very important. But in 
case r= l, the coefficient in (33) is +1; thus, 


= (J, —tJ,)(ctt). 


Special Initial States. 
12. Now let there be an initial distribution of H, only, so that, by (17), 
Het (cosh i sinh) at. Hy, 
E= — . -otsinh gt Vir 
q ¢«” 
by (17). Let H, be zero on the right side and constant on the left 
side of the origin, and let us find H and E at a point on the right side. 
The operator e*t” is inoperative, so that, by (30), 
H = ġe- w (1 - sf, + fa- Sf, +...) H., 
E = he-Pte—vtV(] — sg, + 82% — 99, T. .) H x pv, 


* These /s are the same as in my paper On Electromagnetic Waves,” 58 
[vol. II., p. 384]; but s there is ø here. 
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the immediate integration of which gives 


-I {1+ 01f,(1-2) Oh (10 ). 


2 at)? z\? 
E bavl- ei —65 +r on ( — 10 + oy 
To obtain the E due to E, constant from z= -œ to O, use the first 
of (36); change H to E, Ho to Eo, and change the sign of o, not 
forgetting it in the f’s. To obtain the corresponding H due to E use 
the second of (36); change E to H, H, to Eo, and p to c. So 


BIE (I- offi(1-2) PAQ 6) ). 


2 ot)? z\2 
H= dovkye-t{1 +otg (1 - =) 1 ( — ) + ). 
where the accent means that the sign of o is changed in the /’s. 

From these, without going any further, we can obtain a general idea 
of the growth of the waves to the right and left of the origin, because 
the series are suitable for small values of et. But, reserving a descrip- 
tion till later, notice that E in (36) and H in (37) must be true on 
both sides of the origin; on expanding them in powers of 2 we con- 
sequently find that the coefficients of the odd powers of 2 vanish, by 
the first of (28), and what is left may be seen to be the expansion of 


. (36) 


1. (37) 


E= Bu Ide bt, [Ze : ee |, e (38) 
the complete solution for E due to Ho. Similarly, 
H= jobt | (e - ee) | e (39) 


is the complete solution for H due to E.., In both cases the initial 
distribution was on the left side of the origin; but, if its sign be 
reversed, it may be put on the right side, without altering these 
solutions. 

Similarly, by expanding the first of (36) and first of (37) in powers 
of 2 we get rid of the even powers of z, and produce the solutions 
given by me in a previous paper,“ which, however, it is needless to 
write out here, owing to the complexity. 


Arbitrary Initial States. 


13. Knowing the solutions due to the above distributions, we find 
those due to initial E,da at the origin, or Hda, by differentiation to 2; 


* Electromagnetic Waves, § 8 [vol. 11., p. 383]. 


478 ELECTRICAL PAPERS. 


and for this we do not need the firsts of (36) and (37), but only the 
seconds. The results bring the Fourier-inte (21) 


Emo h(E, + EO I GE 2 m 


+ 1 — ZHP P- av oa) 1 00 


H = -Pt +(H, + cvEy) sw + 160 — Eb. 


eaf AE oleae 


where p dſdt, V=d/dz, = ={ (z — a)? — v7} 4, 


Another interesting form is got by the changes of variables 


U= 15 (E- pv), u = 2 ut, 
mel E + ul, 3 e (41) 


These lead to 
U, = Uuo 0 Uy g 50) Jo{ E(u -aw a) bd, | 
a dw 2v v 
. 42) 
2 2 d o 6% aw- atda. 
. = l., . (Pog an 500 fg a)w — a) \ da j 
The connexions and partial characteristic of U or W are 
aw T dU o d U A eH, 
4% 2% Gantt dude (20% “ (5 


and this characteristic has a solution 


+ (etsy J aK 22 ee) |, e (44) 


where m is any + a and in which the sign of the exponent may 
be reversed. We have utilized the case m=0 only. 


Evaluation of Fourier-Integrals. 


14. The effectuation of the integration (direct) of the original Fourier- 
integrals will be found to ultimately ie upon 


=)" cos mz E dm = LJ E (2 - aay |, eens (45) 


provided vt 2, where, as before, 
92 =o — m?, 

By equating coefficients of powers of 22 in (45) we get 
2(sinh gt n ol. 3.5. (27 — 1) Y ti) 
eee =D 

except with r=0; then =v (oli). 
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To prove (45), expand the g-function in powers of o. Thus, 
symbolically written, 


sinh gt _ (e E E E (47) 
9 M 


tbe operand being in the brackets, and p~! meaning integration from 0 
to t with respect to tl. Thus, in full, 


= {08 ms g En 2T cos mel ng 2 l ae 
9 Tjo mv 2 Jo 


R mv 


r? g? sin mvt 
17 40 tat eae a +.. Jan. 8) 


Now the value of the first term on the right is 
v1, or O, when z is <, or >n. 


Thus, in (48), if z> vt, since the first term vanishes, so do all the rest, 
because their values are deduced from that of the first by integrations 
to t, which during the integrations is always <z/v. Therefore the value 
of the left member of (45) is zero when 2 vt. In another form, 
disturbances cannot travel faster than at speed v. 

But when z< vt in (48), it is clear that whilst / goes from O to £ or 
from O to z/v, and then from 2/ v to t, the first integral is zero from 0 to 
z/v, so that the part z/v to £ only counts. Therefore the second term is 


j : : 
a cos mz . dme E tdt cos mz in N, 
w 2 m m 2. Jo mv 


o? lf 1 0 2 
Tg-, AG 50 
The third is, similarly, f 
1 o? o 27% 1 A*/ 2 J. 
> 25 AKG 504-5 gp- 5) 


and so on, in a uniform manner, thus proving that- the successive terms 
of (48) are the successive terms of the expansion of (45) (right member) 
in powers of o? ; and therefore proving (45). 

The following formule occur when the front of the wave is in 
question, where caution is needed in evaluations :— 


2 sin mvt 
cosh ot $ = . n Cosh qe. (49) 
sinh ot = 2 sin mvt sinh qt ae (50) 
T T m iji 9 e 266 „„ „„ „ „ „ „„ „660 


Interpretation of Results. 


15. Having now given a condensation of the mathematical work, we 
may consider, in conclusion, the meaning and application of the formulæ. 


480 ELECTRICAL PAPERS. 


In doing so, we shall be greatly assisted by the elementary theory of a 
telegraph circuit. It is not merely a mathematically analogous theory, 
but is, in all respects save one, essentially the same theory, physically, 
and the one exception is of a remarkable character. Let the circuit 
consist of a pair of equal parallel wires, or of a wire with a coaxial tube 
for the return, and let the medium between the wires be slightly 
conducting. Then, ifthe wires had no resistance, the problem of the 
transmission of waves would be the above problem of plane waves in a 
real dielectric, that is, with constants n, c, and k, but without the 
magnetic conductivity; ie. g=0 in the above. 

The fact that the lines of magnetic and electric force are no longer 
straight is an unessential point. But it is, for convenience, best to take 
as variables, not the forces, but their line-integrals. Thus, if V be the 
line-integral of E across the dielectric between the wires, V takes the 
place of E. Then EE, the density of the conduction-current, is replaced 
by KV, where K is the conductance of the dielectric per unit length of 
circuit; and cE / 41, the displacement, becomes SV, where S is the per- 
mittance per unit length of circuit. The density of electric current 
cpE/4m is then rep by SpV. Also SV is the charge per unit length 
of circuit. 

Next, take the line-integral of H/4mr round either conductor for 
magnetic variable. It is C, usually called the current in the wires. 
Then AH, the induction, becomes LC; where LC is the momentum 
per unit length of circuit, L being the inductance, such that 
LSe = per? = 1. 

A more convenient transformation (to minimize the trouble with 
4's) is 

E to V, H to C, u to L, c to &, 4rk to K. 


Now, lastly, the wires have resistance, and this is without any repre- 
sentation whatever in a real dielectric. But, as I have before shown, 
the effect of the resistance of the wires in attenuating and distorting 
waves is, to a first approximation (ignoring the effects of imperfect 
penetration of the magnetic field into the wires), representable in the 
sime manner exactly as the corresponding effects due to g, the 
hypothetical magnetic conductivity of a dielectric.* Thus, in addition 
to the above, 

rg becomes R, 


R being the resistance of the circuit per unit length. 

16. In the circuit, if infinitely long and perfectly insulated, the total 
charge is constant. This property is independent of the resistance of 
the wires. If there be leakage, the charge Q at time f is expressed in 
terms of the initial charge Q, by 


Q= Qe”, 
independently of the way the charge redistributes itself. 
In the general medium, the corresponding property is persistence of 


* “ Electromagnetic Waves,” § 6 jp. 379, vol. 11. 


GENERAL SOLUTION OF ELECTROMAGNETIC EQUATIONS. 481 


displacement, no matter how it redistributes itself, provided k be zero, 
whatever g may be. And, if there be electric conductivity, 


. Das=((_ Due). 


where D, is the initial displacement, and D that at time t, functions of 2. 

In the circuit, if the wires have no resistance, the total momentum 
remains constant, however it may redistribute itself. This is an exten- 
sion of Maxwell's well-known theory of a linear circuit of no resistance. 
The conductivity of the dielectric makes no difference in this property, 
though it causes a loss of energy. When the wires have resistance, 


then 
f Leis =(| Told) . 


expresses thé subsidence of total momentum; and this is independent 
of the manner of redistribution of the magnetic force, and of the e. 

In the general medium, when real, the corresponding property is per- 
sistence of the induction (or momentum) ; and when g is finite, 


f pHdz= ( pH dz je- trott, 


In passing, I may remark that, in my interpretation of Maxwell's 
views, it is not his vector-potential A, the so-called electrokinetic 
momentum, that should have the physical idea of momentum associated 
with it, but the magnetic induction B. To illustrate, consider Maxwell’s 
theory of a linear circuit of no resistance, the simplest case of persist- 
ence of momentum. We may express the fact by saying that the 
induction through the circuit remains constant, or that the line-integral 
of A along or in the circuit remains constant. These are perfectly 
equivalent. Now, if we pass to an infinitely small closed circuit, the 
line-integral of A becomes B itself (per unit area). But if we consider 
an element of length only, we get lost at once. 

Again, the magnetic energy being associated with B, (and H), so 
should be the momentum. 


Suppose also we take the property that the line-integral of —A is 


the E. M. F. in a circuit, and then consider —A as the electric force of 
induction at a point. Its time-integral is A. But this is an electro- 
motive impulse, not momentum. 

Lastly, whilst B (or H) defines a physical property at a point, A does 
not, but depends upon the state of the whole field, to an infinite 
distance. In fact, it sums up, in a certain way, the effect which would 
arise at a point from disturbances coming to it from all parts of the 
field. It is therefore, like the scalar electric potential, a mathematical 
concept merely, not indicative in any way of the actual state of the 
medium anywhere. 

The time-integral of H, whose curl is proportional to the displace- 
ment, has equal claims to notice as a mathematical function which is of 
occasional use for facilitating calculations, but which should not, in my 

H.E.P.—VOL. II. 2H 
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opinion, be elevated to the rank of a fundamental quantity, as was done 
by Maxwell with respect to A. 

Independently of these considerations, the fact that A has often a 
scalar potential parasite (and also the other function), sometimes causes 
great mathematical complexity and indistinctness; and it is, for 
practical reasons, best to murder the whole lot, or, at amy rate, merely 
employ them as subsidiary functions. 

17. Returning to the telegraph-circuit, let the initial state be one of 
uniform V on the whole of the left side of the origin, T= O on the 
right side, and C=0 everywhere. The diagram will serve to show 
roughly what happens in the three principal cases. 

First of all we have ABCD to represent the curve of /, the origin 
being at C. When the disturbance has reached Z, that is when f= CZ/r, 
the curve is A111 1, if there be no leakage, when R and L are such 
that =. At the origin, V/); at the front, V; and at 
the back, V= 1/0. 


Now introduce leakage to make R/L= K/S. Then 2222 1 Z shows 
the curve of V, provided e =. We have V=1V, on the left, and 
Vin the rest. 

Thirdly, let the leakage be in excess. Then, when / has fallen, by 
leakage only, to 4V, on the left, the curve 33331 Z shows J; it is 
18 Vo at the origin, - Vo at the back, and }V, at the front. 

The third case is numerically wrong. Thus, at the front we have 
VIV =he mtn", at origin ġe, and behind ee“. Now take p, =0. 
Then, when e7 =, we have V/V,=} at front, } at origin, O at back, 
and 4 behind. It is later on that V becomes negative at the back. 
Thus, when “ =}, we have V/V, =}? at front, y at origin, — x at 
back, and uz behind. And when - 3, we have // ho Ir at front, 
rin at origin, — It at back, and zr behind.] 

Of course there has to be an adjustment of constants to make 
e (A be the same 3 in all cases, viz., the attenuation at the front. 

18 Precisely the same applies when it is C, that is initially given 
instead of Y, provided we change the sign of o. That is, we have the 
curve 1 when the leakage is in excess, and the curve 3 when the leakage 
is smaller than that required to produce distortionless transmission. 

19. Now transferring attention to the general medium, if we make 
the substitution of magnetic conductivity for the resistance of the wires, 
the curve 1 would apply when it is Æ, that is the initial state and g in 
excess, and 3 when it is deficient; whilst if H, is the initial state, 1 


GENERAJ SOLUTION OF ELECTROMAGNETIC EQUATIONS. 483 


applies when g is deficient, and 3 when in excess. But g is really zero, 
so we have the curve 1 for that of H and 3 for that of E. 

This forcibly illustrates the fact that the diffusion of charge in a sub- 
marine cable and the diffusion of magnetic disturbances in a goud con- 
ductor, though mathematically analogous, are physically quite different. 
They are both extreme cases of the same theory; but they arise by 
going to opposite extremities; with the peculiar result that, whereas 
the time-constant of retardation in a submarine cable is proportional to 
the resistance of the wire, that in the wire itself is proportional to its 
conductivity. 

20. Going back to the diagram, if we shift the curves bodily through 
unit distance to the left, and then take the difference between the new 
and the old curves, we shall obtain the curves showing how an initial 
distribution of V or C through unit-distance at the origin divides and 
spreads. In the case of curve 2, we have clean splitting without a 
trace of diffusion. In the other cases there is a diffused disturbance 
left behind between the terminal waves, positive in case 1, negative in 
case 3. But I have sufficiently described this matter in a former 


paper. * 
October 18, 1888. 


POSTSCRIPT. 


On the Metaphysical Nature of the Propagation of the Potentials. 


At the recent Bath Meeting of the British Association there was con- 
siderable discussiont in Section A on the question of the propagation of 
electric potential. I venture therefore to think that the following 
remarks upon this subject may be of interest. 

According to the way of regarding the electromagnetic quantities I 
have consistently carried out since January 1885, the question of the 
propagation of, not merely the electric potential Y, but the vector 
‘Sarg A, does not present itself as one for discussion ; and, when 

rought forward, proves to be one of a metaphysical nature. 

We make acquaintance, experimentally, not with potentials, but with 
forces, and we formulate observed facts with the least amount of 
hypothesis, in terms of the electric force E and magnetic force H. In 
Maxwell’s development of Faraday’s views, E and H actually represent 
the state of the medium anywhere. (It comes to the same thing if we 
consider the fluxes, but less conveniently in general.) Granting this, 
it is perfectly obvious that in any case of propagation, since it is a 
physical state that is propagated, it is E and H that are propagated. 

Now, in a limited class of cases, E is expressible as - . Cou 
siderations of mathematical simplicity alone then direct the mathe- 
matician’s attention to ¥ and its investigation, rather than to that of 
E directly. But when this is possible the field is steady, and no 
question of propagation presents itself (except in the very artificial form 


* Electromagnetic Waves, §7 [vol. 11., p. 382]. 
t See Prof. Lodges Sketch of the Electrical Papers read in Section A, The 
Electrician, September 21 and 28, 1888. 
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of balanced exchanges). When there is propagation, and H is involved, 
we have E. Vw A. 


Now this is not an electromagnetic law specially, but strictly a truism, 
or mathematical identity. It becomes electromagnetic by the definition 


of A, curl Au], 


leaving A indeterminate as regards a diverging part, which, however, 
we may merge in -V. Supposing, then, A and J to become fixed in 
this or some other way, the next question in connection with propaga- 
tion is, Can we, instead of the propagation of E and H, substitute that 
of F and A, and obtain the same knowledge, irrespective of the 
artificiality of and A? The answer is perfectly plain—we cannot do 
so. We could only do it if V, A, given everywhere, found E and H. 
But they cannot. A finds H, irrespective of ¥, but both together will 


not find E. We require to know a third vector, A. Thus we have V, 


A, and A, required, involving seven scalar specifications to find the siz 
in E and H. Of these three quantities, the utility of A is simply to 
find H, so that we are brought to a highly complex way of representing 


the propagation of E in terms of J and A, giving no information about 
H, which is, it seems to me, as complex and artificial as it is useless and 
indefinite. 


Again, merely to emphasize the preceding, the variables chosen should 
be capable of representing the energy stored. Now the magnetic 
energy may be expressed in terms of A, though with entirely erroneous 
localization ; but the electric energy cannot be expressed in terms of J. 
Maxwell (chap. XL vol. II.) did it, but the application is strictly limited 
to electrostatics ; in fact, Maxwell did not consider electric energy 
comprehensively. The full representation in terms of potentials 
requires ¥ and Z, the vector-potential of the magnetic current. (This 
is developed in my work “On Electromagnetic Induction and its 
Propagation ” [vol. I., p. 507].) This inadequacy alone is sufficient to 
murder ¥ and A, considered as subjects of propagation. 

Now take a concrete example, leaving the abstract mathematical 
reasoning. Let there be first no E or H anywhere. To produce any, 
impressed force is absolutely needed. Let it be impressed e, and of the 
simplest type, viz, an infinitely extended plane sheet of e of uniform 
intensity, acting normally to the plane. What happens? Nothing at 
all. Yet the potential on one side of the plane is made greater by the 
amount e (tensor of e) than on the other side. Say Y = ze and — ge. 
Thus we have instantaneous propagation of ¥ to infinity. I prefer, 
however, to say that this is only a mathematical fiction, that nothing is 
propagated at all, that the electromagnetic mechanism is of such a 
nature that the applied forces are balanced on the spot, that is, in the 
sheet, by the reactions. 

To emphasize this again, let the sheet be not infinite, but have a 
circular boundary. Let the medium be of uniform inductivity , and 
permittivity c. Then, irrespective of its conductivity, disturbances are 
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propagated at speed v= (uc) l, and their source is the vortex-line of e, 
on the edge of the disk. At any time / lesa than a/v, where a is the 
radius of the disk, the disturbance is confined within a ring whose axis 
is the vortex-line. Everywhere else, E= O and H=0. On the surface 
of the ring, E= pvH, and E and H are perpendicular; there can be no 
normal component of either. 

Now, we can naturally explain the absence of any flux in the central 
portion of the disk, by the applied forces being balanced by the 
reactions on the spot, until the wave arrives from the vortex-line. 
But how can we explain it in terms of T, seeing that J has now to 
change by the amount e at the disk, and yet be continuous everywhere 
else outside the ring? We cannot do it, so the propagation of T fails 
altogether. Yet the actions involved must be the same whether the 
disk be small or infinitely great. We must therefore give up the idea 
altogether of the propagation of a J to balance impressed force. In 
the ring itself, however, we may regard the propagation of W (a different 
one), A, and A; or, more simply, of E and H. 

If there be no conductivity, the steady electric field is assumed any- 
where the moment the two waves from opposite ends of a diameter of 
the disk coexist; that is, as soon as the wave arrives from the more 
distant end.* But this simplicity is quite exceptional, and seems to be 
confined to plane and spherical waves. In general there is a subsidence 
to the steady state after the initial phenomena. 

If it be remarked that incompressibility (or something equivalent or 
resembling it) is needed in order that the medium may behave as described 
(i.e, no flux except at the vortex-line initially), and that if the medium 
be compressible we shall have other results (a pressural wave, for 
example, from the disk generally), the answer is that this is a 5 
independent matter, not involved in Maxwell’s dielectric theory, thoug 
perhaps needing consideration in some other theory. But the moment 
we let the electric current have divergence (the absence of which makes 
the vortex-lines of e to be the sources of disturbances), we at once (in 
my experience) get lost in an almost impenetrable fog of potentials. 
Maxwell’s theory unamended, on the other hand, works perfectly and 
without a trace of indefiniteness, provided we regard E and H as the 
variables, and discard his equations of propagation” containing the 
two potentials. f 

October 22, 1888. 


* “Electromagnetic Waves, § 25 [p. 415, vol. 11.]. 

[March 20, 1889.—Referring to the example given above of a circular disk, I 
strangely overlooked the fact that the absence of flux initially can be expressed by 
infinitely rapid propagation of both a * and an A. In the disk itself we must have 
-VY -A= - impressed force, so that there is no flux there, and outside we must 
have -V¥-A=0. This makes it go. But as regards propagation, it only makes 
matters worse. It is a reductio ad absurdum to have an electrostatic field pro- 
pagated infinitely rapidly, and, simultaneously, the electric force of induction, 
its exact negative, merely to cancel the former, itself quite hypothetical. 

In my paper On the Electromagnetic Effects due to Moving Electrification,” 
Phil. Mag., April, 1889 (vol. 11., Art. L.), is an explicit example showing the 
absurdity of the thing.] 
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XLV. LIGHTNING DISCHARGES, Etc. 
(The Electrician, Aug. 17, 1888, p. 479.] 


THE gap between the electrical phenomena of common practice and 
those concerned in the transmission of light and heat, a gap that it 
once seemed almost impossible to bridge, is being gradually filled up, 
both from the theoretical and the experimental side ; both from above, 
by the observation of dark heat and in other ways; and from below, 
by electrical means, as condenser-discharges, vacuum-tube experiments, 
etc. Dr. Lodge’s recent work on lightning discharges, especially the 
experiments described in his second lecture, deserves the most careful 
attention, as a substantial addition to our knowledge of the subject, and 
also because it is, so far as I know, the first serious attempt to treat the 
subject electromagnetically. 

The fluids are played out; they are fast evaporating into nothingness. 
The whole field of electrostatics must be studied from the electro- 
magnetic point of view to obtain an adequately comprehensive notion 
of the facts of the case; and it is here that Dr. Lodge’s experiments are 
also useful. 

Independently of this, I should not be surprised to find that a new 
fact is contained in some of the experiments. Now a new fact is a 
serious matter, and its existence can only be granted upon the most 
conclusive evidence, of varied nature. There is already some inde- 
pendent evidence, viz., in Kundt’s recent paper on the speed of light in 
metals. But it is scarcely sufficient. 

There is the plainest possible evidence that with waves of telephonic 
frequency the magnetic force and the flux induction are proportionate, 
and that their ratio is a large number in iron. I have observed, and I 
read that Ayrton and Perry have also observed, decrease of the 
inductivity with increased wave-frequency. But, at least with me, it 
went only a little way, and I had not the opportunity to extend the 
experiments. 

ow a conducting wire at the first moment of receiving a wave (in 
the dielectric, of course) performs the important function of guiding it 
and preventing its dissipation in space ; and besides that, the nature of 
the conductor partly determines what impedance the wave suffers, 
causing a reflection back, with heaping up behind, so to speak, of the 
electric disturbance. But at first the conduction-current is purely super- 
ficial. It is clear then that at the very front of a wave, where con- 
duction is just commencing on the surface, the conductor cannot be 
treated as if it had the same properties (conductivity, inductivity, 
permittivity) as if it were material in bulk, for only a thin layer of 
molecules is concerned. We therefore do not know what the true 
boundary condition is when pushed to the extreme. And yet it may 
be that this unknown condition may sometimes serve to determine a 
choice of paths. 

Thus, iron may behave, superficially, as if it were non-magnetic. 
(This does not mean that the inductivity of an iron wire is unity.) In 
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Kundt’s experiments, electromagnetically interpreted, the ee 
of iron is nowhere; the conductivity, too, must, in otlier cases as well, 
be less than the steady value. This corroborates Maxwell's remarks 
concerning gold leaf. Of course the application of electromagnetic 
principles to the passage of light 8 895 material substances is at 
present in a very tentative state; so that too much importance should 
not be attached to the speculations one may be led to make in these 
matters. 

(If a conductor could be treated as homogeneous right up to its 
surface, the initial resistance of unit of surface I calculate to be 41 uv, 
where p is the inductivity and v the speed of transmission in the con- 
ductor. But neither p nor v can be considered to be known in the case 
of iron.) [See p. 437, vol. a] 

Another matter I wish to direct attention to is this. Dr. Lodge has 
described some experiments relating to the reflection of waves sent 
along a circuit. It will also be in the knowledge of some readers that 
Sections XL. to XLVI. of my “Electromagnetic Induction and its 
Propagation,” Electrician, June to September, 1887 (and a straggler, 
XLVII., December 31, 1887), deal with the subject of the transmission 
of waves along wires, their reflection, absorption, etc., by a new method. 

Now I find that there is an idea prevalent that it is only possible for 
very advanced mathematicians to understand this subject. It is true 
that when it is comprehensively considered it is by no means easy. 
But I desire to call attention to the fact (as I did in one or more of the 
articles referred to) that all the main features of the transmission, 
reflection, absorption, etc., of waves can be worked out (as done there 
by me) by elementary algebra. 

I was informed (substantially) that no one read my articles. Possibly 
some few may do so now, with Dr. Lodge’s experiments in practical 
illustration of some of the matters considered. 

My next communication, I may add (written in September, 1887), is 
on the important subject of the measure of the inductance of circuits, 
and its true effects, in amplification of preceding matter. It has also 
special reference to some experimental observations. It has also some 
valuable annotations by an eminent authority. [Art. XXXVIII., vol. II., 
p. 160. 

Ps Lin connection with lightning discharges, I may remark that it 
is usual, and seems very natural, to assume that the discharge is 
initiated at the place of the visible spark—the crack, so to speak. But 
my recent investigations lead me to conclude that this is by no means 
necessary, and that the strongest dielectric can be disrupted by a suit- 
able convergence of a wave to a centre or an axis, starting with any 
steady field. 

For instance, if in a cylindrical portion of a dielectric the displacement 
be uniform, and parallel to the axis, and it be allowed to diarea, the 
convergence of the resulting wave to the axis causes the electric force 
to mount up infinitely there, momentarily ; hence disruption. 

But I do not pretend to give a complete theory of the thundercloud. 
It is only a detail. 
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P.P.S.—In Dr. Fleming’s recent articles on the theory of alter- 
nating currents, I observe that he calls the component Zn of the imped- 


ance (R? Linz the inductive resistance.” 

I should myself have scarcely thought that it deserved a name, for of 
course we must draw the line somewhere. But the fact that Dr. 
Fleming has given it a name is evidence that he found it convenient to 
do so. Taking it, then, for granted that it should have a special name, 
I can only object to the one chosen that it creates two kinds of resist- 
ance. I desire to recognise but one — e resistance. I might, for 
instance, call Zn the hindrance. Thus, in the case of a coil, E is the 
electric resistance, Ln the magnetic hindrance, and their resultant the 
impedance. But in any case it would not be a term for popular use. 


August 13, 1888. 


XLVI. PRACTICE VERSUS THEORY.—ELECTROMAGNETIC 
WAVES. 


(The Electrician, Oct. 19, 1888, p. 772.] 


THE remarkable leader in The Electrician for Oct. 12, 1888, states very 
lucidly some of the ways in which theory and practice seem to become 
antagonistic. There is, however, one point which does not, I think, 
receive the attention it deserves, which is, that it is the duty of the 
theorist to try to keep the engineer who has to make the practical 
9 on straight, if the engineer should plainly show that he is 
behind the age, and has got shunted on to a siding. The engineer 
should be amenable to criticism. 

Another point is this. It might appear from the concluding para- 
graph of the article to which I have referred that the points at issue 
between Mr. Preece’s views and my own were mere matters of com- 
plicated corrections, not affecting the main argument much. But the 
case is far different. A complete change of type is involved. 

Now, I shall have great pleasure, when opportunity offers, in en- 
deavouring to demonstrate that such 1s the case, and that the despised 
self-induction is the great moving agent; that although Mr. Preece, in 
the presence of some distinguished mathematicians, recently boasted * 
that he made mathematics his slave, yet it is not wholly improbable 
that he is a very striking and remarkable example of the opposite pro- 
cedure ; that although Mr. Preece, who, as a practical engineer, knows 
all about electromagnetic inertia and throttling, does not see the 
use of inductance, impedance, and all that sort of thing, yet there is 
not wanting evidence to make it not wholly unbelievable that Mr. 
Preece is not quite fully acquainted with the subject as generally 


*(The Discussion on Lightning Conductors at the Bath meeting of the B.A., 
reported at length in The Electrician, Sept. 21 and 28, 1888, is interesting reading, 
and is made quite amusing by Mr. Preece’s attack upon mathematicians to his own 
exaltation, and the rejoinders thereto. J 
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understood ; that, for example, his coefficient of self-induction is of 
very different size, and has very different properties, from the theo- 
retical one; and that Mr. Preece’s knowledge of the manner of trans- 
mission of signals, though it may not be extensive, is certainly 
“ peculiar.” 

I may take the opportunity of adding that on account of a certain 
peculiar concurrence and concatenation of circumstances last year 
rendering it impossible for me to communicate the practical applications 
of my theory (based upon Maxwell’s views, so far as the higher de- 
velopments are concerned), either vid the S. T.-E. and E. or four other 
channels, the resultant effect of which was to screen Mr. Preece from 
criticism, combined with the fact that Mr. Preece, in his papers to the 
Royal Society, British Association, and S. T.-E. ‘and E. has taken his 
stand upon Sir W. Thomson’s celebrated theory of the submarine cable, 
I have been forced, with great reluctance, to assume what may have 
appeared to be, superficially, an apparently unnecessarily aggressive 
attitude towards the said theory. But those who are acquainted with 
the subject will know that there is no antagonism whatever between 
the electrostatic theory and the wider theory ; and those, further, who 
may be acquainted with the peculiar concurrence I have mentioned 
will understand the meaning of the apparent aggressiveness. 

In addition, it seems to me to be almost mathematically certain that 
Sir W. Thomson would emphatically repudiate the very notion of apply- 
ing his theory of the diffusion of potential to cases to which it does not 
apply, and to which it was never meant to apply, and I cannot find 
any evidence in his writings that he ever would have made such a 
misapplication. 

F. S.— Is self-induction played out? I think not. What is played 
out is what we may call (uniting the expressions of Avrton, Preece, 
Thomson, and Lodge) the British engineer’s self-induction, which stands 
still, and won't go. But the other self-induction, in spite of strenuous 
efforts to stop it, goes on moving; nay, more, it is accumulating 
momentum rapidly, and will, I imagine, never be stopped again. It is, 
as Sir W. Thomson is reported to have remarked, with a happy union 
of epigrammatic force and scientific precision, “in the air.” Then 
there are the electromagnetic waves. Not so long ago they were 
nowhere; now they are everywhere, even in the Post Office. Mr. 
Preece has been advising Prof. Lodge to read Prof. Poynting’s paper 
on the transfer of energy. This is progress, indeed! Now these waves 
are also in the air, and it is the “great bug” self-induction that keeps 
them going. 

On this question of waves I take the opportunity of referring to a 
point mentioned at the Bath meeting by Prof. Fitzgerald. That phy- 
sicist, in directing attention to Hertz’s recent experiments, considered 
that they demonstrated the truth of the propagation of waves in time 
through the ether; but that, on the other hand, the waves sent along 
a circuit did not do so, because they might be explained by action at a 
distance. 

It seems to me, however, that the more closely we look at the matter 
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the less distinction there is between the two cases, and that to an 
unbiassed mind the experiments of Prof. Lodge, sending waves of short 
length into a miniature telegraph circuit, with consequent “resonance” 
effects, are equally conclusive to those of Hertz on the point named ; in 
one respect, perhaps, more so, because their theory is simpler, and can 
be more closely followed. 

But, after all, has it been demonstrated that we cannot explain the 
propagation of electromagnetic waves in time by action at a distance, 
pure and simple? I suggest the following as evidence to the contrary. 
Take the case of Maxwell’s non-conducting dielectric. Let the electric- 
current element cause magnetic force at a distance according to Ampeère's 
law, and let the magnetic current element cause electric force at a 
distance according to the same law with sign reversed. Then 

curl H = cE, and - curl E = AH 

follow, and propagation of waves in time follows. That is, by instant- 
aneous mutual action at a distance between electric-current elements, 
and also between magnetic-current elements, we get propagation in 
time. Of course the currents may be oppositely moving electric or 
magnetic fluids or particles. 

hether there is any flaw here or not, it is scarcely necessary for me 
to remark that I do not believe in action at a distance. Not even 
gravitational. 


XLVII. ELECTROMAGNETIC WAVES, THE PROPAGATION 
OF POTENTIAL, AND THE ELECTROMAGNETIC EFFECTS 
OF A MOVING CHARGE. 


[The Electrician; Part I., Nov. 9, 1888, p. 23; Part II., Nov. 23, 1888, p. 83; 
Part. III., Dec. 7, 1888, p. 147; Part IV., Sept. 6, 1889, p. 458.] 


Part I. 


In connection with the letters of Profs. Poynting ana Lodge in The 
Electrician, Nov. 2, 1888, I believe that the following extract from a 
letter from Sir William Thomson (which I have permission to publish) 
will be of interest [see Postscript, p. 483, vol. II., to elucidate] :— 


“ I don’t agree that velocity of propagation of electric potential is a 
merely metaphysical question. Consider an electrified globe, A, moved 
to and fro, with simple harmonic motion, if you please, to fix the ideas. 
Consider very quickly-acting electroscopes B, B/, at different distances 
from A. If the indications of B, B’ were exactly in the same phase, 
however their places are changed, the velocity of propagation of electric 
potential would be infinite; but if they showed differences of phase, 
they would demonstrate a velocity of propagation of electric potential. 

“Neither is velocity of propagation of ‘vector-potential’ meta- 
physical. It is simply the velocity of propagation of electromagnetic 
force—the velocity of ‘electromagnetic waves,’ in fact.” 
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Taking the second point first, it is, I think, clear that if by the pro- 
pagation of vector-potential is to be understood that of electric and 
magnetic disturbances, it is merely the mode of expression that is in 
question. I am myself accustomed to mentally picture the electric and 
magnetic forces or fluxes, and their propagation, which takes place at 
the speed of light or thereabouts, because they give the most direct 
representation of the state of the medium, which, I think, must be 
agreed is the real physical subject of propagation. But if we regard 
the vector-potential directly, then we can only get at the state of the 
medium by complex operations, and we really require to know the 
vector-potential both as a function of position and of time, for its space- 
variation has to furnish the magnetic force, and its time-variation the 
electric force ; besides which, there is sometimes the space-variation of a 
scalar potential in addition to be regarded, before we can tell what the 
electric force is. Besides this roundaboutness, it implies a knowledge 
of the full solution, and if we do not possess it, it is much simpler to 
think of the propagation of the electric and magnetic disturbances, and 
I find that this method works out much more easily in the solution of 
problems. 

The other question will, I believe, be found to be ultimately of pre- 
cisely the same nature. Start with the sphere A at rest, and the field 
steady, and consider two external points, P and P’, at different distances. 
The electric force at them has different values, and the whole field has 
a potential. But now give the sphere a displacement, and bring it to 
rest again in a new position. Is the readjustment of potential instan- 
taneous? I should say, Certainly not, and describe what happens thus. 
When the sphere is moved, magnetic force is generated at its boundary 
(lines circles of latitude, if the axis be the line of motion), and with it 
there is necessarily disturbance of electric force. The two together 
make an electromagnetic wave, which goes out from the sphere at the 
speed of light, and at the front of the wave we have E = AH, where E 
is the electric and H the magnetic force intensity. Before the front 
reaches P or P’ we have the electric field represented by the potential 
function, but after that it cannot be 30 represented until the magnetic 
force has wholly disappeared, when again we have a steady field repre- 
sentable by a potential function. It is difficult to see how to plainly 
differentiate any propagation of potential per se. 

If the motion is simple-harmonic, there is a train of outward waves 
and no potential. I imagine that an electroscope, if infinitely sensitive 
and without reactions, would register the actual state of the electric 
field, irrespective of its steadiness. By an electroscope, as this is a 
purely theoretical question, I understand the very simplest one, a very 
small charge at a point; or, say, the unit charge, the force on which is 
the electric force of the field. 

When these things are closely examined into, if the facts as regards 
the propagation of disturbances (electric and magnetic) are agreed on, 
the only subject of question is the best mode of expressing them, which 
I believe to be in terms of the forces, not potentials. 

But there really is infinite speed of propagation of potential sometimes ; 
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on examination, however, it is found to be nothing more than a mathe- 
matical fiction, nothing else being propagated at the infinite speed. 

It will be understood that I preach the gospel sete a i my inter- 
pretation of Maxwell, and that any modification his theory of the 
dielectric may receive may involve a fresh kind of propagation at pre- 
sent not in question. 


Nov. 5, 1888. 
Part II. 


The question raised by Prof. S. P. Thompson (in The Electrician, 
Nov. 16, 1888, p. 54) as to whether the motion of an uncharged 
dielectric through a field of electric force produces magnetic effects 
must, I think, be undoubtedly answered in the affirmative. As the 
distribution of displacement varies, its time-variation is the electric 
current, with determinable magnetic force to match. When the speed 
of motion is a small fraction of that of light, we may regard the 
displacement as having at every moment its proper steady distribution, 
so that there is no difficulty in estimating the magnetic effects, except, 
it may be, of a merely mathematical character. For instance, the case 
of a sphere moving in a field which would be uniform were the sphere 
absent, may be readily attacked, and does perfectly well to illustrate 
the general nature of the action. 

But if the moved dielectric have the same electric permittivity as 
the surrounding medium, so that there is no difference made in the 
steady distribution, the question which may be now raised as to the 
possible production of transient disturbances is one to which the above 
theory does not present any immediate answer. I believe that the 
body will be magnetized transversely to the electric displacement and 
the velocity. [The motional magnetic force is referred to. 

Another question, somewhat connected, is contained in Prof. Poynt- 
ing's suggestion (in letter to Prof. Lodge, The Electrician, p. 829, vol. 
XXI.) that electric displacement may possibly be produced without 
magnetic force by the agency of pyroelectricity. But, whatever the 
agency, it would, I conceive, be a new fact—quite outside Maxwell’s 
theory legitimately developed. We may have subsidence of electric 
displacement without magnetic force; but I cannot see any way to 
produce it. 

But the main subject of this communication is the electromagnetic 
effect of a moving charge. That a moving charge is equivalent to an 
electric current-element is undoubted, and to call it a convection- 
current, as Prof. S. P. Thompson does, seems reasonable. The true 
current has thrce components, thus, 


curl H =47(C + D + pu), 


where H is the magnetic force, © the conduction-current, D the dis- 
placement, and p the volume-density of electrification moving with 
velocity u. The addition of the term pu is, I presume, the extension 
made by Prof. Fitzgerald to which Prof. S. P. Thompson refers. At 
any rate, I can at present see no other. 
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There are several ways of arriving at the conclusion that a moving 
charge must be regarded as an electric current; but, when that is 
admitted, we are very far from knowing what its magnetic effect is. No 
cut-and-dried statement of it can be made, because it varies according to 
circumstances, The magnetic field, whatever it be in a given case, is 
not that of a current-element (supposing the charge to be at a point), 
for that is anti-Maxwellian, but is that of the actual system of electric 
current, which is variable. 

Thus, in the case of motion at a speed which is a small fraction of 
that of light, the magnetic field (as found by Prof. J. J. „ is 
the same as that of Ampére’s current- element represented by pu; that 
is, a current-element whose direction is that of u and whose moment is 
pu, if u is the tensor of u (understanding by moment, current-density 
* volume); but the true current to correspond bears the same relation 
to the current-element as the induction of an elementary magnet bears 
to its magnetic moment. The magnetic energy due to the motion of 
a charge 9 upon a sphere of radius a in a medium of inductivity u, 
at a speed u which is only a very small fraction of that of light, is 
expressed by tyg?u?/a. But if the speed be not a small fraction of 
that of ‘light, the result is very different. Increasing the speed of 
the charge causes not merely greater magnetic force but changes its 
distribution altogether, and with it that of the electric field. It is no 
use discussing the potential. There is not one. The magnetic field 
tends to concentrate itself towards the equatorial plane, or plane 
through the charge perpendicular to the line of motion. When the 
speed equals that of light itself this process is complete, and the result 
is simply a plane wave (electromagnetic). 

Since a charge at a point gives infinite values, 
it is more convenient to distribute it. Let it be, 
first, of linear density 9 along a straight line AB, 
moving in its own line at the speed of light. Then 
the field is contained between the parallel planes 
through A and B perpendicular to AB, and is 
completely given by 


E/ uv = H = 2qu/r, 


where E and H are the intensities of the olectric 
and magnetic forces at distance r from AB. The 
lines of E radiate uniformly from AB in all direc- 
tions parallel to the planes; those of H are every- 
where perpendicular to those of E, or are circles 
centred upon AB. Outside this electromagnetic 
wave there is no disturbance. I should remark that the above is a 
description of the ezact solution. It is, of course, nothing like the 
supposed field of a current-element AB. 

No still further realize, we may substitute a cylindrical distribution 
for the linear, and then, again, terminate the lines of E on another 
cylindrical surface between the bounding planes. To find the resulting 
distributions of E and H (alwaye perpendicular) may be done by super- 
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imposition of the elementary solutions, or by solving a bidimensional 
problem in a well-known manner. 

Those who are acquainted with my papers in this journal will 
recognise that what we have arrived at is simply the elementary 
plane wave travelling along a distortionless circuit. All roads lead 
to Rome! 

Returning to the case of a charge q at a point moving through a 
dielectric, if the speed of motion exceeds that of light, the disturbances 
are wholly left behind the charge, 
and are confined within a cone, 
AgB. The charge is at the apex, 
moving from left to right along Cg. 
The semi-angle, 0, of the cone, or 
the angle AgC, is given by 

sin 0 = vſu, 
where v is the speed of light, and u 
that of the charge. The magnetic 
lines are circles round the axis, or line of motion. The displacement 
is away from qor course, and of total amount g, but not uniformly 
distributed within the cone. The electric current is towards q in the 
inner part of the cone, and away from g in the outer. 

It will be seen that the electric stress tends to pull the charge back. 
Therefore, applied force on g in direction Cg is required to keep up the 
motion. Its activity is accounted for by the continuous addition at 
a uniform rate which is being made to the electric and magnetic 
energies at g. For the motion at the wave-front, at any point on 
Aq or Bg, is perpendicularly outward, not towards 9. Whilst the cone 
is thus expanding all over, the forward motion of g continually renews 
the apex, and keeps the shape unchanged. 

Steady motion alone is assumed. 

To avoid misconception I should remark that this is not in any way 
an account of what would happen if a charge were impelled to move 
through the ether at a speed several times that of light, about which 
I know nothing; but an account of what would happen if Maxwell’s 
theory of the dielectric kept true under the circumstances, and if I have 
not misinterpreted it. [See footnote on p. 516, later.] 


Nov. 18, 1888. 


Part III. 


All disturbances being propagated through the dielectric ether at the 
speed of light, when, therefore, a charge is in motion through the 
medium, the discussion of the effects produced naturally involves the 
consideration of three cases, those in which the speed u of the charge is 
less than, or equal to, or greater than », that of light. 

In a previous communication [Part II. above], I gave the complete 
and very simple solution of the intermediate case of equality of speeds. 
A formal demonstration is unnecessary, as the satisfaction of the 
necessary conditions may be immediately tested. 
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But I was not then aware that the case u<v admitted of being pre- 
sented in a nearly equally-simple form. That such is the fact is rather 
surprising, for it is very exceptional to arrive at simple results, and 
these now in question are sufficiently free from complexity to take a 
place in text-books of electricity. 

Let the axis of z be the line of motion of the charge g at speed u. 
Everything is symmetrical with r t to this axis. The lines of 
electric force are radial out from the charge. Those of magnetie force 
are circles about the axis. The two forces are perpendicular. Having 
thus settled the directions, it only remains to specify their intensities 
at any point P distant r from the charge. the line r making an angle 0 
with the axis. Let # be the intensity of the electric, and H of the 

etic force. Then, if c is the permittivity and p the inductivity, 
such that uev? = 1, we have 


271 — 1. 
2 eee (A) 
(u v (1 - 5 sin?) 
in“ evict (B) 


That (A), (B) represent the complete solution may be proved by 
subjecting them to the proper teste. Premising that the whole system 
is in steady motion at speed u, we have to satisfy the two fundamental 
laws of electromagnetism :— 


(I). (Faraday’s law). The electromotive forceof the field [or voltage] 
in any circuit equals the rate of decrease of the induction through the 
circuit (or the magnetic current x — 47). 

(2). (Maxwell’s law). The magnetomotive force of the field ter 
gaussage] in any circuit equals the electric current x 4 through the 
circuit. 

Paes these, there is continuity of the displacement to be attended 
to. us :— 

(3). (Maxwell). The displacement outward through any surface 
equals the enclosed charge. 

Since (A) and (B) satisfy these tests, they are correct. And since no 
unrealities are involved, there is no room for misinterpretation. 

When u is very small, we have, approximately, 


q qu a; 
E = H= ein 0, 


representing Prof. J. q. Thomson’s solution— that is, the lines of dis- 
placement radiate uniformly from the charge, and the magnetie force is 
that of the corresponding displacement currents together with the 
moving charge regarded as current-element of moment qu. Instant- 
aneous action through the medium is involved—that is, to make the 
solution quite correct. 

That the lines of electric force should remain straight as the speed of 
the charge is increased is itself a rather remarkable result. Examining 
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(A), we see that the effect of increasing u is to concentrate the displace- 
ment about the equatorial plane 6=}7. Self. induction does it. In 
the limit, when uv, the numerator vanishes, making E=0, H=0 
everywhere except at the plane mentioned, where, by reason of the 
denominator becoming infinitely small in comparison with the numer- 
ator, the displacement is all concentrated in a sheet, and with it the 
induction, forming a plane electromagnetic wave, as described (and 
realized) in my previous communication. 

If we terminate the field described in (A) and (B) on a spherical 
surface of radius a, instead of continuing it up to the charge 9 at the 
origin, we have the case of a perfectly conducting sphere of radius a 
possessing a total charge 9, moving steadily at speed u through the 
dielectric ether. As the speed is increased to v, the charge all accumu- 
lates at the equator of the sphere. [See footnote on p. 514, later. 

But after that? This brings us to the third case of u>v, and here 
I have so-far failed to find any solution which will satisfy all the neces- 
sary conditions without unreality. The description at the close of 
Part II. must therefore be received as a suggestion, at present uncon- 
firmed. I hope to consider the matter in a future communication. 

P.S.—In a recent number Mr. W. P. Granville raised the question of 
action through a medium being only action at a short distance instead 
of a long one, and asked for instruction. His inquiry has elicited no 
response. This is not, however, because there is nothing to be said 
about it. The matter did not escape the notice of the“ anti-distance- 
action sage.” My own opinion is that the question involved is, if not 
metaphysical, dangerously near to being so; consequently, whole books 
might be devoted to it. At present, however, I think it is more useful 
to try to find out what happens, and to construct a medium to make it 
happen; after that, perhaps, the matter referred to may be more 
advantageously discussed. The well of truth is bottomless. 


Part IV. 


In previous communications [above] I have discussed this matter. 
Referring to the case of steady rectilinear motion, I gave a description 
of the result when the speed of the charge exceeds that of light, obtained 
mainly by general reasoning, and stated my inability to find a solution 
to represent it. The displacement cannot be outside a certain cone of 
semi-vertical angle whose sine equals the ratio 7;u of the speed of light 
to that of the charge, which is at the apex. 

In the Phil. Mug. for July, 1889, Prof. J. J. Thomson has examined 
this question. Like myself, he fails to find a solution within the cone ; 
but concludes that the displacement is confined to its surface. If so, it 
must form, along with the magnetic induction, an electromagnetic wave. 
But it may be readily seen that such a wave is impossible, having no 
stability. 

For as the charge moves from A to B, a given surface-element, C, 
would move to D. In doing so its area would vary directly as its 
distance from the apex, and the energy in the element would therefore 
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vary inversely as its distance from the apex, and the forces, electric 
and magnetic, would therefore vary inversely as the square root of the 
distance from the apex, instead of inversely as the distance, which is 
obviously necessary in order that the 
displacement may be confined to the 
surface. This conflict of conditions 
constitutes instability. In the Phil. 
Mag. for April, 1889, I suggested 
that whilst there must be a solution 
of some kind, one representing a 
steady state was impossible. This 
conclusion is confirmed by the failure of Prof. Thomson’s proposed 
surface-wave to keep itself going. 

Prof. Thomson, who otherwise confirms my results, has also extended 
the matter by supposing that the medium itself is set in motion, as well 
as the electrification. This is sonewhat beyond me. I do not yet 
know certainly that the ether can move, or its laws of motion if it can. 
Fresnel thought the earth could move through the ether without dis- 
turbing it; Stokes, that it carried the ether along with it, by giving 
irrotational motion to it. Perhaps the truth is between thetwo. Then 
there is the possibility of holes in the ether, as suggested by a German 
philosopher. When we get into one of these holes, we go out of 
existence. It is a splendid idea, but experimental evidence is much 
wanting. 

But if we consider that the medium supporting the electric and 
magnetic fluxes is really set moving when a body moves, and assume a 
particular kind of motion, it is certainly an interesting scientific ques- 
tion to ask what influence the motion exerts on the electromagnetic 
phenomena. I do not, however, think that any new principles are 
involved. | 

The general connections of E and H, referred to fixed space without 
conductivity, being 


curl (e E) Hi eee eee ee ees (1) 
curl (H- hb) =p, ᷣ . ã (2) 


where p stands for d/ di and e and h are the impressed parts of E and H; 
if there is also motion of electrification, we have to consider it to con- 
stitute a convection- current, a part of the true current, and so make (2) 
become 

curl (H- h) = cpE 4 ,] ᷣr. eee eee eee (3) 


where p is the density of electrification, whose velocity is u. [See Part 
II.] It now remains to specify e and h. They are zero when the 
medium supporting the fluxes is at rest. But if it moves, and its 
velocity is w, there is, first, the electric force due to motion in a 
magnetic field, 


rtr ores (4) 
which is well known ; and next the magnetic force due to motion in an 
electric field, CVI. errms (5) 


H. k. !. — vo L. II. 21 
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which is not so well known. (First, I believe, given by me in the third 
Section of “Electromagnetic Induction and its Propagation,” The 
Electrician, January 24, 1885 [vol. I., p. 446]; again, obtained in a 
different way in Section XXIL, January 15, 1886 [vol I., p. 546]; see 
also Phil. Mag., August, 1886 [vol. II., Art. L.], and an example of the 
re of 9 and (5) in The Electrician, April 12, 1889, p. 683 [vol. II., 

t. LI. .) 

The mechanical force called by Maxwell the electromagnetic force 
is VCB, where C is the true current and B the induction. It is the 
force on the matter supporting electric current. Let it move. If w is 
its velocity, the activity of the force is 


wVCB =CVBw= — “ill . (6) 


Similarly, as I obtained in Section XXII. above referred to, there is a 
mechanical force (the magneto- electric) on matter supporting magnetic 
current G = »pH/47, expressed by 41 VDd, and its activity is 


dorwVDG =47QVwD = ho0WII Ul. (7) 


Of course e and h are reckoned as impressed forces, which is the reason 
of the change of sign. Their activities are eC and hd. 

It should be remarked further, that the above expressions for e 
and h are not certain. For I have shown that the sources of all 
disturbances are the lines of curl of the impressed forces (I il. Mag., 
Dec., 1887) [vol. II., p. 362], and that the fluxes produced depend 
solely upon the curls of e and h, both as regards the steady fluxes 
and the variable ones leading to them. We may, therefore, use any 
other expressions for e and h which have the same curls as the 
above. And, in fact, we see that equations (1) and (2) only contain 
their curls. 

Equations (1) and (3), with e and h defined by (4) and (5), therefore 
enable us to determine the effect of the moving medium. Prof. 
Thomson also arrives at (4) and (5), and at the ‘“ magneto-electric 
force,” in his paper to which I have referred, by an entirely different 
method. And to show how well things fit together, he concludes, from 
the consideration of the moving medium, that a moving electrified 
surface is a current-sheet, which is another way of saying that a convec- 
tion current is a part of the true current, as expressed in (3). I must, 
however, disagree with Prof. Thomson’s assumption that the motion 
must be irrotational. It would appear, by the above, that this limita- 
tion is unnecessary. 

As an example, and to introduce a new point, take the case of a charge 
q moving at speed u along the axis of 2. It will come to the same thing 
if we keep the charge at rest, and move the medium the other way. 
We then use the equations (1) and (2), and in them use (4) and (5) 
with w= -u Now when the steady state is arrived at, we have p=0, 
so (1) and (2) become 

r cents (8) 


curl(H -cVuE)=0. ........ a 9 ũ (9) 
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In addition, the divergence of D must be g at the origin, and the 
divergence of B must be zero. The latter gives, applied to (9), 


( ²·˙A eevccsie: (10) 


which gives H fully in terms of E. Eliminate H from (8) by means of 
(10), and we get 


curl (ucVuVEu 8 E) SO (11) 


or curl Et - Ex) - J SO EO (12) 


where Es is the z-component of E and k a unit vector along 3; or. inte- 
grating, and writing the three components, 


dP dP u?\dP 

Bi- d, E- %, B- ( 7 ae re (13) 
where P is a scalar potential. Here is the new point. There is a 
potential, of a peculiar kind. The displacement due to the moving 
charge is distributed in precisely the same way as if it were at rest in an 
eolotropic medium, whose permittivity is c in all directions transverse to 
the line of motion, but is smaller, viz., (I - u?/v’), along that line and 
parallel to it. The potential P is given by 


Pece !!!! Seana (14) 

of (a? h -/) + 2°}! 
It is a particular case of eolotropy. In general, ci. c, c, the prin- 
cipal permittivities, are all unequal. Then, with 9 at the origin, the 


potential is 
P= CA eeen (15) 
e + c E 


Observe that although the electric force in the substituted problem 
of a charge at rest in an eolotropic medium is the slope of a potential ; 
yet it is not so when the medium is isotropic, and moves past the fixed 
charge, or vice versa, although the distributions of displacement are the 
same. 

When uv, we abolish the permittivity along the z-axis in the 
substituted case, so that the displacement must be wholly transverse. 
We then have the plane electromagnetic wave. When u is greater than 
v it makes the permittivity negative along z; this is an impossible 
electrical problem, and furnishes another reason for supposing that 
there can be no steady state in the corresponding electromagnetic 
problem. 

It now remains to find what would happen if electrification were con- 
veyed through a medium faster than the natural speed of propagation 
of disturbances. There is the cone; but what takes place within it! 


Aug. 25, 1889. 
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XLVIII. THE MUTUAL ACTION OF A PAIR OF RATIONAL 
CURRENT-ELEMENTS, 


[The Electrician, Dec. 28, 1888, p. 229.] 


STRICTLY speaking, there is no such thing, from the Maxwellian point 
of view, a8 mutual action between current-elements. Suppose, however, 
we have the well-known Ampérian field of magnetic force usually 
ascribed to a current-element at one place, and a similar one centred at 
another place, it is clear that the forces concerned are quite definite, 
according to Maxwell’s theory. The electric current of such an arran 
ment is closed. It is related to the nominal current, viz., in the 
element, in the same way as the induction of an elementary magnet is 
related to its magnetic moment, as regards the space-distribution. We 
may term the arrangement a rational ourrent-element. If we take any 
number of equal rational current-elements and put them in line, with 
opposite poles in contact, only the terminal poles are left free, so that 
the current consists of a straight or curved line or tube of current, 
joining two points, A and B, with external continuity produced by 
means of an equal current diverging 
Dh 0 5 pole B in all 55 

iformly, and converging to the n 
tive pole A in a e nine Or 
course the tubes of current from B join 
on to those at A, and are curved ; but 
it would only confuse matters to super- 
impose the two systems of polar current, 
which are much better kept separate. 
The rational current-element itself is 
to be regarded as an infinitely small 
volume with a uniform current distributed in it, and of the com- 
plementary currents from and to the poles. The moment is current- 
density multiplied by volume, ignoring the complementary currents 
altogether for the moment. What the actual current in the element 
may be does not matter much. It depends on the shape of the element. 
Thus, if spherical, the nominal strength of current, reckoned by its 
moment, is half as great again as the real, owing to the back action of 
the polar current. We need only consider the moment, which is fully 
representative of the external magnetic field, which, it should be 
remembered, is that due to the moment, according to Ampére’s rule. 
To further illustrate, take the case of a charge, g, moving at speed u, 
small compared with that of light [p. 495, vol. II.) through a dielectric. 
The moment is qu; the magnetic force is qu/r? at distance r in the 
equatorial plane, and elsewhere proportional to the cosine of the 
latitude. The actual state of things in the element may require very 
complex calculations to discover, but is of little importance. 

The mutual action of two German or irrational current-elements is 
indeterminate, and so we get a large number of so-called theories of 
electrodynamics. But the mutual action of a pair of rational current- 
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elements is a legitimate subject of inquiry, is determinate, and does not 
involve any action at a distance. The quantity from which, by 
dynamical methods, we derive the forces (mechanical) on the elements, 
is the mutual magnetic energy (leaving out of consideration the electro- 
static force, if any), that part of the magnetic energy due to both rational 
current-elements. If I have correctly calculated it, the mutual energy 
M of elements whose distance apart is r, in the medium of inductivity 
u, is expressed by 


M= 75 ( 2151 + Uot + us j 


where th, Mp u, are the components of C,, the moment of the first 
element, and vi, z, v, those of the second, C, on the understanding 
that the axis of z is the line 
joining the elements, whilst 
the y and z axes are, as usual, 
perpendicular to it and to each 
other. In another form, 


cos € dar 


where e is the inclination of 
the elements Ci and C, parallel 
to 7 and 8 
It we substitute for r, in the 
differential coefficient, an arbitrary function R, we obtain the most 
eneral formula which will lead to Neumann’s result for closed circuits. 
t is this R that is, by German methods, indeterminate. Rationalize 
the elements, and we fix it to ber. Clausius took R = O, I believe. It 
does not matter at all, so far as closed circuits are concerned, what 
formula we use, provided Neumann’s result is complied with ; but it is 
interesting to observe that the problem as stated by me has no un- 
certainty about it (except any possible working errors) and makes M 
definite, whilst it is not a mere mathematical abstraction (i. e., the 
roblem), but representative of (under certain circumstances) a reality. 
t is for these reasons that I mention the matter. For, as a matter of 
fact, I believe the whole method is fundamentally wrong, and of little 
practical service in the investigation of electromagnetism from the 
physical side, i.e., with propagation in time through a medium. What 
oes it matter about the current- elements? They are no in it. Still, 
such formulæ are sometimes of service, as, for instance, in the calcula- 
tion of inductances. 

It has been stated, on no less authority than that of the great 
Maxwell, that Ampère’s law of force between a pair of current-elements 
is the cardinal formula of electrodynamics. If so, should we not be 
always using it? Do we ever use it? Did Maxwell, in his treatise? 
Surely there is some mistake. I do not in the least mean to rob 
Ampère of the credit of being the father of electrodynamics ; I would 
only transfer the name of cardinal formula to another due to him, 
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expressing the mechanical force on an element of a conductor support- 
ing current in any magnetic field; the vector product of current and 
induction. There is something real about it; it is not like his force 
between a pair of unclosed elements ; it is fundamental ; and, as every- 
body knows, it is in continval use, either actually or virtually (through 
electromotive force) both by theorists and practicians. 


Nov. 26, 1888 


XLIX. THE INDUCTANCE OF UNCLOSED CONDUCTIVE 
CIRCUITS. 


IN my communication on “The Mutual Action of Rational Current- 
Elements [the last Art. XLVIII.] I described the meaning of, and gave 
the formula for, the mutual energy M of a pair of rational current- 
elements. 

Thus, let C, and C, be their moments, r their distance apart, e the 
angle between their directions 8, and 8,, h the magnetic inductivity of 
the medium (uniform), and M the mutual energy. Then, 


d 
M= 100. (V + lande) e e e ee 9 (1) 


It follows immediately from this that the mutual inductance of any 
two linear circuits ts 


TOS € d?r 
M= ANH H % dude, heen (2) 


M being now the mutual inductance. If the circuits are closed the 
second part contributes nothing, and we have 


M= p| [as ds, F (3) 


7 


the common form of Neumann's equation, with the p prefixed to adapt 
it to Maxwell's theory. 

But if the lines are unclosed, then, according to my description of the 
nature of a rational current-element, the linear currents become closed 
by means of currents uniformly diverging from their positive ends, and 
uniformly con verging to their negative ends. The second part of (2) is 
now finite. Let Pi and P, be the positive poles, Ni and N, the negative 
poles of the linear currents, and let the value of the second part of (2) 
be MI. It is given by 


M, =5(P,P; +NN,- PN,- NP), oecercrceeee (4) 


where PiN means the length of the straight line joining Pi to Ne, and 
similarly for the rest. We may, therefore, calculate M by Neumann’s 
formula, applied to the linear circuits, and then add the correction (4) 
to obtain the complete expression, 
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A practical application is to the theory of a Hertzian oscillator, at 
least of a certain kind. Let a straight wire join two conducting spheres, 
or discs, etc. Imagine an impressed force to act in the wire, and to 
vary in any not too rapid manner. The current will leak out (or in) 
from (or to) the wire as well as the terminal conductors, but if they are 
relatively large nearly all the current will go across the air from one 
terminal conductor to the other, and we may ignore the wire-leakage. 
The permittance S is then that of the dielectric between the two spheres 
(say), and is quite definite. Also, if the changes of current are not too 
rapid, as mentioned, the current in the air will follow the lines or tubes 
of displacement. The inductance L is therefore also quite definite, in 
accordance with Maxwellian principles, so that the natural frequency of 
oscillation of the condenser-conductor circuit can be calculated with 
considerable precision from the dimensions. 

If, as an illustrative approximation, we suppose the current to come 
from the centre of one sphere and go to that of the other, and then 
diverge or converge uniformly, we have to find the inductance L of a 
straight wire or tube of length / and radius a, with terminal continua- 
tions as before specified. In the Phil. Mag., July, 1888, Prof. Lodge 
calculates L without any allowance for the current in the dielectric, viz., 
by Neumann’s formula (3). We have therefore only to examine what 
the correction (4) amounts to. 

In the case of two very close parallel lines, we may put 


P,P,=0=N,N, and PiN - P. Ni =I, 


so that the correction is simply — lp. That is, if the dielectric current 
is ignored, (3) overestimates M by the amount l. The same applies 
when it is the inductance of a straight tube or solid wire that is in 
question. Deduct its leugth in centimetres from the uncorrected to 
obtain the true value, in c.g.s. electromagnetic units, i. e., centimetres, 
Prof. Lodge (loc. cit.) also gives the formula which Hertz says Max- 
well's theory gives. On making the comparison, I find it is equivalent 
to adding, instead of deducting l, from the result of Neumann’s formula. 
It should be remarked, as an essential condition of the validity of the 
process described above, when practically applied, that the changes of 
current must not be too rapid. When the changes are slow the im- 
mense speed of propagation of disturbances through the air causes the 
electric displacement at any moment in the neighbourhood of the 
vibrator to be very nearly that which would obtain according to electro- 
static principles, and the current to follow the tubes of displacement. 
But go to the other extreme, and imagine the changes to be so rapid 
that waves, whose length is a fractional part of the length of the 
vibrator, are produced. It is then clear that the theory would not 
apply at all, either as regards the inductance or the permittance. Now 
Hertz, in that series of brilliant experiments which have gone far 
towards practically establishing the truth of Maxwell’s inimitable 
theory of the ether considered as a dielectric, sometimes employs waves 
which are not very much longer than the vibrator itself. Only close to 
the vibrator, therefore, do we have the electrostatic field (approximately) 
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predominant, and we may expect a sensible error in applying the electro- 
static theory. It is, however, quite easy—in fact, easier—to use longer 
waves. But in any case, the ezact calculation of the permittance and 
inductance of a vibrator involves a good deal of mathematics to find 
relatively small corrections. 


July 21, 1889. 


L. ON THE ELECTROMAGNETIC EFFECTS DUE TO THE 
MOTION OF ELECTRIFICATION THROUGH A DIELECTRIC. 


(Phil. Mag., April, 1889, p. 324. ] 


Theory of the Slow Motion of a Charge. 


1. THE following paper consists of, First, a short discussion of the 
theory of the slow motion of an electric charge through a dielectric, 
having for object the possible correction of previously published results. 
Secondly, a discussion of the theory of the electromagnetic effects due 
to motion of a charge at any speed, with the development of the com- 

lete solution in finite form when the motion is steady and rectilinear. 

hirdly, a few simple illustrations of the last when the charge is 
distributed. 

Given a steady electric field in a dielectric, due to electrification. It 
is sufficient to consider a charge g at a point, as we may readily extend 
results later. If this charge be shifted from one position to another, 
the displacement varies. In accordance, therefore, with Maxwell’s 
inimitable theory of a dielectric, there is electric current produced. Its 
time-integral, which is the total change in the displacement, admits of 
no question ; but it is by no means an elementary matter to settle its 
rate of change in general, or the electric current. But should the speed 
of the moving charge be only a very small fraction of that of the pro- 
pagation of disturbances, or that of light, it is clear that the accommo- 
dation of the displacement to the new positions which are assumed by 
the charge during its motion is practically instantaneous in its neighbour- 
hood, so that we may imagine the charge to carry about its stationary 
field of force rigidly attached to it. This fixation of the displacement 
at any moment definitely fixes the displacement-current. We at once 
find, however, that to close the current requires us to regard the moving 
charge itself as a current-element, of moment equal to the charge 
multiplied by its velocity; understanding by moment, in the case of a 
distributed current, the product of current-density and volume. The 
necessity of regarding the moving charge as an element of the “true 
current may be also concluded by simply considering that when a 
charge 9 is conveyed into any region, an equal displacement simul- 
taneously leaves it through its boundary. 

Knowing the electric current, the magnetic force to correspond 
becomes definitely known if the distribution of inductivity be given ;. 
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and when this is constant everywhere, as we shall suppose now and 
later, the magnetic force is simply the circuital vector whose curl 
is 4 times the electric current; or the vector-potential of the curl of 
the current; or the curl of the vector-potential of the current, etc., etc. 
Thus, as found by J. J. Thomson,* the magnetic field of a charge 
moving at a speed which is a small fraction of that of light is that 
which is commonly ascribed to a current-element itself. I think it, 
however, preferable to regard the magnetic field as the primary object 
of attention ; or else to regard the completo system of closed current 
derived from it by taking its curl as the unit, forming what we may 
term a rational current-element, inasmuch as it is not a mere mathe- 
matical abstraction, but is a complete dynamical system involving 
definite forces and energy. 

2. Let the axis of z be the line of motion of the charge q at the speed 
u; then the lines of magnetic force H are circles centred upon the axis, 
in planes perpendicular to it, and its tensor H at distance r from the 
charge, the line r making an angle 6 with the axis, is given by 


H- sin O Eu . . . q æ̃ͥq (1) 


where = sin 6, E the intensity of the radial electric force, c the per- 
mittivity such that p,cv?=1, if % is the other specific quality of the 
medium, its inductivity, and v is tho speed of propagation. 

Since, under the circumstance supposed of u/v being very small, the 
alteration in the electric field is insensible, and the lines of E are radial, 
we may terminate the fields represented by (1) at any distance r=a 
from the origin. We then obtain the solution in the case of a charge 9 
upon the surface of a conducting sphere of radius a, moving at speed u. 
This realization of the problem makes the electric and magnetic energies 
finite. Whilst, however, agreeing with J. J. Thomson in the funda- 
mentals, I have been ankle to corroborate some of his details; and 
since some of his results have been recently repeated by him in another 
place, f it may be desirable to state the changes I propos before pro- 
ceeding to the case of a charge moving at any spee 


The Energy and Forces in the Case of Slow Motion. 


3. First, as regards the magnetic energy, say T. This is the space- 
summation 2 / 8; or, by (1)f. 


00 r v? i pogu? 
-K fN dr pd e .. (2) 


The limits are such as include all space outside the sphere r=a. The 
coefficient 3 replaces Px. 

4. Next, as regards the mutual magnetic energy M of the moving 
charge and any external magnetic field. This is the space-summation 


* Phil. Mag., April, 1881. 
+ Applications of Dynamics to Physics and Chemistry,” chap. iv., pp. 31 to 37. 
+ The Electrician, Jan. 24, 1885, p. 220 [vol. 1., p. 446). 
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2 HH / 4, if H, is the external field; and, by a well-known trans- 
formation, it is equivalent to 2 A0 T, if A, is any vector whose curl is 
HoH, whilst T is the current-density of the moving system. Further, 
if we choose A, to be circuital, the polar part of T' will contribute 
nothing to the summation, so that we are reduced to the volume- 
integral of the scalar product of the circuital A, of the one system 
and the density of the convection-current in the other. Or, in the 
present case, with a single moving charge at a point, we have simply 
the scalar product A,ug to represent the mutual magnetic energy ; or 


ö ͤ ¼ (3) 
which is double J. J. Thomson’s result. 

5. When, therefore, we derive from (3) the mechanical force on the 
moving charge due to the external magnetic field, we obtain simply 
Maxwell’s “electromagnetic force” on a current-element, the vector 
product of the moment of the current and the induction of the external 
field, or if F is this mechanical force, 


F = Hog VuH, ‚( —tꝑI( rrrerrrrrer errr rrr rrr ere (4) 


which is also double J. J. Thomson’s result. Notice that in the appli- 
cation of the electromagnetic force” formula, it is the moment of the 
convection-current that occurs. This is not the same as the moment of 
the true current, which varies according to circumstances ; for instance, 
in the case of a small dielectric sphere uniformly electrified throughout 
its volume, the moment of the true current would be only 3 of that of 
the convection-current. 

The application of Lagrange’s equation of motion to (3) also gives 
the force on g due to the electric field so far as it can depend on MH; 
that is, a force 4A, 


where the time- variation due to all causes must be reckoned, except 

that due to the motion of g itself, which is allowed for in (4). And 

besides this, there may be electric force not derivable from Ap, viz. 
o, 

where J. is the scalar potential companion to Ay. 

6. Now if the external field be that of another moving charge, we 
shall obtain the mutual magnetic energy from (3) by letting A, be the 
vector-potential of the current in the second moving system, constructed 
so as to be circuital. Now the vector-potential of the convection- 
current qu is simply qu/r; this is sufficient to obtain the magnetic force 
by curling; but if used to calculate the mutual energy, the space- 
summation would lave to include every element of current in the other 
system. To make the vector-potential circuital, and so be able to 
abolish this work, we must add on to qu/r the vector-potential of the 
displacement current to correspond. Now the complete current may be 
considered to consist of a linear element qu having two poles; a radial 
current outward from the + pole in which the current-density is /A; 
and a radial current inward to the — pole, in which the current-density 
is — gu / 41; where r, and r, are the distances of any point from the 
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poles. The vector-potentials of these currents are also radial, and their 
tensors are §qu and — gu. We have now merely to find their resultant 
when the linear element is indefinitely shortened, add on to the former 
qu/r, and multiply by , to obtain the complete circuital vector- 


potential of gu, viz. :— 
A= na(2- Hg). E (5) 


where r is the distance from g to the point P when A is reckoned, and 
the differentiation is to 3, the axis of the convection-current. Both it 
and the space.variation are taken at P. The tensor of u is u. -Though 
different and simpler in form (apart from the use of vectors) this vector- 

tential is, I believe, really the same as the one used by J. J. Thomson. 
From it we at once find, by the method described in § 4, the mutual 
energy of a pair of point-charges 91 and gẹ moving at velocities u, and u,, 
to 


dir 
M= mdr — dude) eee e (6) 


when at distance r apart. Both axial differentiations are to be effected 
at one end of the line r. 

As an alternative form, let e be the angle between u, and us, and let 
the differentiation to s, be at ds, that to s, at dsg as in the German 
investigations relating to current-elements ; then * 


dir 
M= pan gatita( Nad) Ee ere ete (7) 


Another form, to render its meaning plainer. Let Al, Hl, vi and 
Ag Ho v be the direction-cosines of the elements referred to rectangular 
axes, with the z-axis, to which A, and A, refer, chosen as the line 
joining the elements. Then f i 


M 11 (2, + php + A A EEE (8) 
J. J. Thomson’s estimate is f 
M= protigan er re GA (9) 


Comparing this with (8), we see that there is a notable difference. 

7. The mutual energy being different, the forces on the charges, as 
derived by J. J. Thomson by the use of Lagrange’s equations, will be 
different. When the speeds are constant, we shall have simply the 
before-described vector product (4) for the electromagnetic force” ; or 


Fi = 9, Vu Hy Fa = Ml Vt ........e0eeee (10) 
if Fi is the electromagnetic force on the first, and F, that on the second 
element, whilst H, and H, are the magnetic forces. Similar changes are 
needed in the other parts of the complete mechanical forces. 


* The Electrician, Dec. 28, 1888, p. 230 [p. 501, vol. 11.). 
t The Electrician, Jan. 24, 1885, p. 221 [vol. 1., p. 446]. 


z ee of Dynamics to Physics and Chemistry,” chap. iv.; and Phd. 
Mag., April, 1881. 
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It may be remarked that (if my calculations are correct) equation (7) 
or its equivalents expresses the mutual energy of any two rational 
current-elements (see § 1) in a medium of uniform inductivity, of 
moments g,u, and 9,u,, whether the currents be of displacement, or 
conduction, or convection, or all mixed, it being in fact the mutual 
energy of a pair of definite magnetic fields. But, since the hypothesis 
of instantaneous action is expressly involved in the above, the application 
of (7) is of a limited nature. 


General Theory of Conrection Currents. 


8. Now leaving bebind altogether the subject of current-elements, in 
the investigation of which one is liable to be led away from physical 
considerations and become involved in mere exercises in differential 
coefficients, and coming to the question of the electromagnetic effects of 
a charge moving in any way, I have been agreeably surprised to find 
that my solution in the case of steady rectilinear motion, originally an 
infinite series of corrections, easily reduces to a very simple and interest- 
ing finite form, provided u be not greater than vr. Only when ur is 
there any difficulty. We must first settle upon what basis to work. 
First the Faraday-law (p standing for ddt), 

— curl B= h (11) 
requires no change when there is moving electrification But the 
analogous law of Maxwell, which I understand to be really a definition 
of electric current in terms of magnetic force, (or a doctrine), requires 
modification if the true current is to be 

C ＋ p h re (12) 
viz., the sum of conduction- current, displacement- current, and convec- 
tion current pu, where p is the volume density of electrification. The 
addition of the term pu was, I believe, proposed by G. F. Fitzgerald.“ 

(This was not meant exactly for a new proposal, being in fact after 
Rowland's experiments; besides which, Maxwell was well acquainted 
with the idea of a convection- current. But what is very strange is that 
Maxwell, who insisted so strongly upon his doctrine of the quasi- 
incompressibility of electricity, never formulated the convection-current 
in his treatise. Now Prof. Fitzgerald pointed out that if Maxwell, in 
his equation of mechanical force, 

F = VCB - eV- m, 
had written E for - VY, as it is obvious he should have done, then the 
inclusion of convection-current in the true current would have followed 
naturally. (Here C is the true current, B the induction, e the density 
of electrification, m that of imaginary magnetic matter, ¥ the electro- 
static and 2 the magnetic potential, and E the real electric force.) 

Now to this remark I have to add that it is as unjustifiable to derive 
H from Q as E from F; that is, in general, the magnetic force is not 
the slope of a scalar potential; so, for — VQ we should write H, the real 
magnetic force. 

* Brit. Assoc., Southport, 1883. 
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But this is not all. There is possibly a fourth term in F, expressed 
by 4rVDG, where D is the displacement and d the magnetic current; 
I have termed this force the magneto-electric force,” because it is the 
analogue of Maxwell’s “electro etic force,” VCB. Perhaps the 
simplest way of deriving it is from ell’s electric stress, which was 
the method I followed.* 

Thus, in a homogeneous nonconducting dielectric free from electri- 
fication and magnetization, the mechanical force is the sum of the 
“ electromagnetic” and the magnetoelectric,” and is given by 

_ 1 aw 
vi di 
where W = VIH /A. is the transfer-of-energy vector. 

It must, however, be confessed that the real distribution of the 
stresses, and therefore of the forces, is open to question. And when 
ether is the medium, the mechanical force in it, as for instance in a 
light-wave, or in a wave sent along a telegraph-circuit, is not easily to 
be interpreted.) 

The companion to (11) in a nonconducting dielectric is now 


curl HE + 4 S . . (13) 


Eliminate E between (11) and (13), remembering that H is circuital, 
because m, is constant, and we get 


(pP H= curl A T pu. . (14) 


the characteristic of H. Here V? = d?/dz? + ..., as usual. 
Comparing (14) with the characteristic of H when there is impressed 
force e instead of electrification p, which is 


(p?/v? VH = curl cpe, 


we see that pu becomes pe /r. We may therefore regard convection- 
current as impressed electric current. From this comparison also, we 
may see that an infinite plane sheet of electrification of uniform density 
cannot produce magnetic force by motion perpendicular to its plane. 
Also, we see that the sources of disturbances when p is moved are the 
places where pu has curl; for example, a dielectric sphere uniformly 
filled with electrification (which is imaginable), when moved, starts the 
magnetic force solely upon its boundary. 
The presence of curl on the right side tells us, as a matter of 
mathematical simplicity, to make H/curl the variable. Let 


f!!! AAA (15) 
and calculate A, which may be any vector satisfying (15). Its 
characteristic is 

(Pe = UU . (16) 


The divergence of A is of no moment, and it is only vexatious compli- 
cation to introduce ¥. The time-rate of decrease of A is not the real 


1 El. Mag. Ind. and its Prop.” EX. The Electrician, Jan. 15, 1886, p. 187 
[vol. 1., p. 545]. 
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distribution of electric force, which has to be found by the additional 


datum 
div c Ah cccccccesccccecceeeeeees (17) 
where E is the real force. 
9. “Symbolically ” expressed, the solution of (16) is 
4 ˙¹ — 4xpu/V? 
JJJJJJ%%%%%%%%SC ĩÄ u. 18 
Pe- 1 -D, 48) 


Here the numerator of the fraction to the right is the vector- potential of 
the convection · current. Calling it As, we have 


4.— => r7, EAEE EN (19) 
Inserting in (18) and expanding, we have 
A- {1 + (pio)? + (p/0V)* + 4. e (20) 


Given then pu as a function of position and time, A, is known by (19), 
and (20) finds A, whilst (15) finds H. 


Complete Solution in the Case of Steady Rectilinear Motion. Physical 
Inanity of F. 

10. When the motion of the electrification is all in one direction, say 
parallel to the z-axis, u, A, and A are all parallel to this axis, so that 
we need only consider their tensors. When there is simply one charge 
9 at a point, we have 

Ao = qu/r, 
and (20) becomes 


4 =qf1 4% w) ＋ (p/e¥)* + 0% eee (21) 


at distance r from 9. When the motion is steady, and the whole electro- 
magnetic field is ultimately steady with respect to the moving charge, 
we shall have, taking it as origin, 

p= udſda) - uD, 
for brevity ; so that 


A = qu + (uD/vV)? + (uD/oV ys + Ta POE LR (22 
Now the property Vrt = (n 1 2) (n 3j (23) 
‘ 5 l u „r u r 
brings (22) to 4 E L .); r (24) 
and the property Fri nn,, (25) 


where y = sin 0, 0 being the angle between r and the axis, brings (24) to 


2 12 23 25 
4 (155 202 CES „ e (26) 
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which, by the Binomial Theorem, is the same as 


A =(qu/r){1 - u*v?/v?} See reer (27) 
the required solution. 
11 To derive H, the tensor of the circular H, let rv = h, the distance 
from the axis. Then, by (15), 


d dA wdd 2 100 u * 
H W 5 DEAT 1 a” , (28) 
by (27), if A= cos 6. Performing the differentiation, and also getting 
out E, the tensor of the electric force, we have the final result that the 
electromagnetic field is fully given by * 


2/52 
„% e, H- c Eur . (29) 
T? (1 — utv?/e2)t 
with the additional information that E is radial and H circular. 

Now, as regards P, if we bring it in, we have only got to take it out 
again. When the speed is very slow we may regard the electric field as 
given by - V plus a small correcting vector, which we may call the 
electric force of inertia But to show the physical inanity of J, go to 
the other extreme, and let u nearly equal v. It is now the electric force 
of inertia (supposed) that equals + VW nearly (except about the equa- 
torial plane), and its sole utility or function is to cancel the other - V 
of the (supposed) electrostatic field. It is surely impossible to attach 
any physical meaning to J and to propagate it, for we require two W’s, 
one to cancel the other, and both propagated infinitely rapidly. 

As the speed increases, the electromagnetic field concentrates itself 
more and more about the equatorial plane, 6 = 47. To give an idea of 
the accumulation, let u?/v?=-99. Then cÈ is ‘01 of the normal value 
q/r? at the pole, and 10 times the normal value at the equator. The 
latitude where the value is normal is given by 


v= 6% 1 — (1 — wey J. E E (30) 


Limiting Case of Motion at the Speed of Light. Application to a 
Telegraph Circuit. 


12. When u =v, the solution (29) becomes a plane electromagnetic 
wave, E and H being zero everywhere except in the equatorial plane. 
As, however, the values of E and H are infinite, distribute the charge 
along a straight line moving in its own line, and let the linear-density 
be g. The solution is then f 

PLY DOU I sheeted acto ee eee tin eas (31) 
at distance r from the line, between the two planes through the ends of 
the line perpendicular to it, and zero elsewhere. 

To further realize, let the field terminate internally at r=a, giving a 
cylindrical-surface distribution of electritication, and terminate the tubes 


* The Electrician, Dec. 7, 1888, p. 148 [p. 495, vol. 11.]. 
+t Ibid., Nov. 23, 1888, p. 84 [p. 493, vol. 11.]. 
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of displacement externally upon a coaxial cylindrical surface ; we then 
produce a real electromagnetic plane wave with electrification, and of 
finite energy. We have supposed the electrification to be carried through 
the dielectric at speed v, to keep up with the wave, which would of course 
break up if the charge were stopped. But if perfectly-conducting 
surfaces be given on which to terminate the displacement, the natural 
motion of the wave will itself carry the electrification along them. In 
fact, we now have the rudimentary telegraph-circuit, with no allowance 
made for absorption of energy in the wires, and the consequent 
distortion. If the conductors be not coaxial, we only alter the distri- 
bution of the displacement and induction, without affecting the 
propagation without distortion.* 

If we now make the medium conduct electrically, and likewise 
magnetically, with equal rates of subsidence, we shall have the same 
solutions, with a time-factor e~“ producing ultimate subsidence to zero; 
and, with only the real electric conductivity in the medium the wave is 
running through, it will approximately cancel the distortion produced 
by the resistance of the wires the wave is passing over when this resist- 
ance has a certain value.t We should notice, however, that it could 
not do so perfectly, even if the magnetic retardation in the wires due to 
diffusion were zero; because in the case of the unreal magnetic con- 
ductivity its correcting influence is where it is wanted to be, in the 
body of the wave ; whereas in the case of the wires, their resistance, 
correcting the distortion due to the external conductivity, is outside the 
wave; so that we virtually assume instantaneous propagation laterally 
from the wires of their correcting influence, in the elementary theory of 
propagation along a telegraph-circuit whiéh is symbolized by the 
equations 


-dVidz=({R+Lp)C, - dſdz - (K Spy V (32) 


where R, L, K, and S are the resistance, inductance, leakage-conduct- 
ance, and permittance per unit length of circuit, C the current, and V 
what I, for convenience, term the potential-difference, but which I have 
expressly disclaimed{ to represent the electrostatic difference of 
potential, and have shown to represent the transverse voltage or line- 
integral of the electric force across the circuit from wire to wire, 
including the electric force of inertia. Now in case of great distortion, 
as in a long submarine cable, this V approximates towards the electro- 
static potential-difference, which it is in Sir W. Thomson’s diffusion 
theory ; but in case of little distortion, as in telephony through circuits 
of low resistance and large inductance, there may be a wide difference 
between my V and that of the electrostatic force. Consider, for 
instance, the extreme case of an isolated plane-wave disturbance with no 
spreading-out of the tubes of displacement. At the boundaries of the 


* The Electrician, Jan. 10, 1885 [p. 440, vol. 1.]. Also ‘‘ Self-Induction of 
Wires,” Part IV. Phi: Mag., Nov. 1886 [p. 221, vol. 11.]. 

+“ Electromagnetic Waves,” §6, Phil. Mag., Feb. 1888 [p 379, vol. n. 1 The 
Electrician, June, 1887 [p. 123, vol. 11.]. 

t “ Self. Induction of Wires,” Part. II., Phi. Mag., Sept. 1886 [vol. n., p. 189). 
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disturbance the difference between V and the electrostatic difference of 
potential is great. 

But it is worth noticing, as a rather remarkable circumstance, that 
when we derive the system (32) by elementary considerations, viz., by 
extending the diffusion-system by the addition of the E. M. F. of inertia 
and leakage-current, we apparently as a matter of course take V to 
mean the same as in the diffusion-system. The resulting equations are 
correct, and yet the assumption is certainly wrong. The true way 
appears to be that given by me in the paper last referred to, by con- 
sidering the line-integral of electric force in a closed curve [vol. II., 
p. 187. Also p. 87]. We cannot, indeed, make a separation of the 
electric force of inertia from — V without some assumption, though 
the former is quite definite when the latter is suitably defined, But, 
and this is the really important matter, it would be in the highest 
degree inconvenient, and lead to much complication and some confusion, 
to split V into two components, in other words, to bring in and A. 

In thus running down T, I am by no means forgetful of its utility in 
other cases. But it has perhaps been greatly misused. The clearest 
course to pursue appears to me to invariably make E and H the primary 
objects of attention, and only use potentials when they naturally suggest 
themselves as labour-saving appliances. 


Special Tests. The Connecting Equations. 


13. Returning to the solutions (22), the following are the special tests 
of their accuracy. Let EI and E., be the z and A components of E. 
Then, by (11) and (13), with the special meaning assumed by », we have 


14% dE, 
kag ae 
_ aH „dE = 
a 0 25 or H = cuEs, 9 . . (33) 
dE, dE dq H dE ud. 
„ ee n „ 
dh dz Bot qe oe dh ( 227d 


In addition to satisfying these equations, the displacement out ward 
through any spherical surface centred at the charge may be verified to 
be 9; this completes the test of the accuracy of (29). 

But (33) are not limited to the case of a single point-charge, being 
true outside the electrification when there is symmetry with respect to 
the z-axis, and the electrification is all moving parallel to it at speed u. 

When u , £,=0, and E= E = url, so that we reduce to 


l d 
T JC ia (34) 
outside the electrification. Thus, if the electrification is on the axis of z, 
we have 
Eu = H= 29 ·—·O[UVO:T' (35) 


differing from (31) only in that 9, the linear density, may be any 
function of 2. 
H. E. P.— vol.. II. 2 K 
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The Motion of a Charged Sphere. The Condition at a Surface of 
Equilibrium (Footnote). 


14. If, in the solutions (29), we terminate the fields internally at 
r =a, the perpendicularity of E and the tangentiality of H to the surface 
show that (29) represents the solutions in the case of a perfectly con- 
ducting sphere of radius a, moving steadily along the z-axis at the speed 
u, and possessing a total charge g. The energy is now finite. Let U 
be the total electric and T the total magnetic energy. By space- 
integration of the squares of E and H we find that they are given by 


3 = uj 
* l-u? p .= 1 0 
U = roan — 1 i aho mme sooopocoococoooo (36) 
2ca 4 1 8 1 / (u/v)(1 Ses 12/7 


202/12 —3) tan-1.— 
7. E. L-a 2 l. Iz 65 
55 


in which u = v. When u u, with accumulation of the charge at the 
equator of the sphere, we have infinite values, and it appears to be 
only possible to have finite values by making a zone at the equator 
cylindrical instead of spherical. The expression for T in (37) looks 
quite wrong; but it correctly reduces to that of equation (2) when u/v 
is infinitely small.“ 


* [I am indebted to Mr. G. F. C. Searle, of Cambridge, for the opportunity of 
making a somewhat important correction before going to press. is a private 
communication (August 19, 1892) he informed me that he had verified the accuracy 
of the solution for a point-charge, which he had also obtained in another way, 
from equations equivalent to (33), without the use of the function A of §§ 8 to 10; 
but he cast doubt upon the validity of the extension made in § 14, from a point- 
charge to a charged conducting sphere, and asked the plain question (in effect), 
What justification is there for terminating the displacement perpendicularly, to 
make a surface of equilibrium ? 

On examination, I find that there is no justification whatever, exceptions 
excepted. The true boundary condition may, however, be found without a fresh 
investigation. On p. 499 the problem of uniform motion of electrificatiop through 
a dielectric medium, or conversely, of the uniform motion of the whole medium 
past stationary electrification, is reduced to a case of eolotropy in electrostatics. 
The effect of the motion of the isotropic medium on the displacement emanating 
from stationary electrification is there shown to be identical with the effect of 
keeping the medium stationary and reducing its permittivity in lines parallel to 
the (abolished) motion from c to c(1 — u#/v?), whilst keeping the transverse permit- 
tivity the same. The transverse concentration of the displacement is obvious. 
Now the function P (equation (14), p. 499) is the electrostatic potential in the 
stationary eolotropic problem, so that its slope - VP, which call F, is the electric 
force, and the displacement D is a linear function thereof, say D=XF, where X is 
the permittivity operator. The condition of equilibrium is that F is perpendicular 
to the surface where it terminates, this being required to make curlF=0, or the 
voltage zero in every circuit. Now, in the corresponding problem of the same 
electrification in a moving isotropic medium, we have the same function P (no 
longer the electrostatic potential) and the same derived vector F, whilst the 
displacement D is also derived from F in the same way. But whilst the meaning 
of D is the same in both cases, that of F is not. In the eolotropic case, F is the 
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The State when the Speed of Light is exceeded. 


15. The question now suggests itself, What is the state of thi 
when u>v? It is clear, in the first place, that there can be no dis- 
turbance at all in front of the moving charge (at a point, for simplicity). 
Next. considering that the spherical waves . the charge in its 
motion along the z-axis travel at speed v, the locus of their fronts is a 
conical surface whose apex is at the charge itself, whose axis is that of 
2, and whose semiangle 0 is given by 


BIN ... idee tuaaanacteds (38) 


The whole displacement, of amount 9, should therefore lie within this 
cone. And since the moving charge is a convection-current qu, the 
displacement-current should be towards the apex in the axial portion of 
the cone, and change sign at some unknown distance so as to be away 
from the apex either in the outer part of the cone or else upon its 
boundary. The pulling back of the charge by the electric stress would 
require the continued application of impressed force to keep up the 
motion, and its activity would be accounted for by the continuous addi- 
tion made to the energy in the cone; for the transfer of energy on its 
boundary is perpendicularly outward, and the field at the apex is being 
continuously renewed. 

The above general reasoning seems plausible enough, but I cannot 
find any solution to correspond that will satisfy all the necessary condi- 
tions. It is clear that (29) will not do when u>v. Nor is it of any 
use to change the sign of the quantity under the radical, when needed, 
to make real. It is suggested that whilst there should be a definite 
solution, there cannot be one representing a steady condition of E 
and H with respect to the moving charge. As regards physical 


electric force, and is not hae to D. In the moving isotropic medium, on the 
other hand, F is not the electric force, which is B, el to D. Nevertheless, 
the same condition formally obtains, for we have curl F=0 in the moving medium, 
requiring that F shall be perpendicular to a surface of equilibrium, not the 
electric force or displacement. P=constant is therefore the equation to a 
surface of equilibrium. That is, in the case of a point-charge, the surfaces of 
equilibrium are not spheres, but are concentric oblate spheroids, whose principal 
axes are proportional to the square roots of c, c, and c(l- un), the principal 
permittivities in the eolotropic problem. In the extreme case of uv, the 
spheroid reduces to a flat circular disc, with a single circular line of electrification 
on its edge. It would seem, however, to be a matter of indifference, in this 
extreme case, whether the conductor be a disc or a solid sphere. Bearing in 
mind the conditions assumed to prevail in the problem of motion of sources of 
displacement in a uniform medium, we see that if we introduce conductors, say by 
filling up spaces void of electric force with conducting matter, this should not 
interfere with the assumed motions. (See also ‘‘ Electromagnetic Theory,” § 164.) 

Equations (36), (37) express the electric and magnetic energy outside a sphere 
of radius a, within which is either a point-source at the origin, or any equivalent 
spheroidal electrified surface. 

In the corresponding bidimensional problem of § 17 in the text, with the 
solution (43), it is clear from the above that the surface of equilibrium is an 
elliptic cylinder, the shorter axis being in the direction of motion, and the axes 
themselves in the ratio 1 to (1 -1*/v%)!, This surface degenerates to a flat strip 
when u = v.) 
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ibility, in connexion with the structure of the ether, that ie not 
in question.* 


A Charged Straight Line moving in its own Line. 

16. Let us now derive from (29), or from (27), the results in some 
cases of distributed electrification, in steady rectilinear motion. The 
integrations to be effected being all of an elementary character, it is 

not necessary to give the working. 
First, let a straight line be 
A charged to linear density g, and be in 
/on motion at speed u in its own line 
. u from left to right. Then at P we 
= 2 shall have 


= r) p+ (1 vut/v® 
A aa EE p »eecseseocecsoonoo (39) 


To ht(l-r 
from which H= -d4/dh gives 


=g{1-= "i - fa of 7, , (40 
j a Ae perspec same fu of fa Hy Ys j (40) 


where p= cos 0, v= sin 0. 
When P is vertically over B, and A is at an infinite distance, we shall 


find %Ü²?— 8 (41) 


which is one half the value due to an infinitely long (both ways) straight 
current of strength gu. The notable thing is the independence of the 
ratio ujv. 


»[The difficulty about the above method and solution (29) is that it is not 
explicit enough when u> v, and does not indicate the limits of application. It 
gives a real solution for the hinder cone, a real solution for the forward cone, and 
an unreal solution in the rest of space, but we have no instruction to reject the 
pert for the forward cone and the unreal part, nor have we any means of testing 
that the remainder, confined to the hinder cone, is the proper solution, viz., by 
the teat of divergence, to give the right amount of electrification. The integral 
displacement comes to -œ. Now this may require to be supplemented by 
+æ +q on the boundary of the cone, but we have no way of testing it. 

But certain considerations led me to the conclusion that the problem of u > v 
was really quite as definite a one as that of u < v, dnd that a correct method of 
a general character (independent of the magnitude of u) would show this explicitly. 
I therefore (in 1890) attacked the problem from a different point of view, employ- 
ing the method of resistance-operators (or an equivalent method). Form the 
complete differential equation D=¢u, connecting the displacement D associated 
with a moving point-charge with its velocity u, which is any function of the 
time k. Here ¢ is a differential operator, a function of p or d/dt. The solution of 
this equation gives D explicitly in terms of u, whether steady or variable, and its 
structure indicates the limits of application. 

Taking u = constant, we obtain the result (29) when u <v. But when u > v, the 
formula tells us to exclude all space except the hinder cone, and that in it, the 
solution is not (29), but double as much. That is, double the right member of the 
first of (29) when u >v. The boundary of the cone is also a displacement sheet. 
The displacement is to the charge in the cone, and from the charge on its surface. 
Being so near the end of the second volume, I regret that there is no 
here for the mathematical investigation, which cannot be given in a few-words, 
and must be reserved.] 
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But if u- v in (40), the result is zero, unless i =1, when we have 
the result (41). But if P be still further to the left, we shall have to 
add to (41) the solution due to the electrification which is ahead of P. 
So when the line is infinitely long both ways, we have double the result 
in (41), with independence of u/v again. 

But should g be a function of z, we do not have independence of u/v 
except in the already-considered case of u =v, with plane waves, and no 
component of electric force parallel to the line of motion. 


A Charged Straight Line moving Transversely. 


17. Next, let the electrified line be in 
ateady motion perpendicularly to its length. P 
Let q be the linear density (constant), the 
z-axis that of the motion, the z-axis coin- 7 
cìdent with the electrified line, and that of — | 
Bade on the paper. Then the A at 2 
wi l 


A=— 1011 zi ETI T (42) 

(1 - u) 2 ＋ {23 + 9? + 2A - u?) 
where y and z belong to P, and z, z, are the limiting values of z in the 
saan line. From this derive the solution in the case of an infinitely 
long line. It is : 

29. (1 — / 55) = 

cE r To vaie He, 43) 
where v=sin@; understanding that E is radial, or along gP in the 
figure, and H rectilinear, parallel to the charged line. 

Terminating the fields internally at r =a, we have the case of a per- 
fectly conducting cylinder of radius a, charged with ꝗ per unit of length; 
moving transversely. When u v there is disappearance of E and H 
everywhere except in the plane 6 = Ar, as in the case of the sphere, with 
consequent infinite values. It is the curvature that permits this to 
occur, i. e. producing infinite values; of course it is the self-induction 
that is the cause of the conversion to a plane wave, here and in the 
other cases. There is some similarity be- 
tween (43) and (29). In fact, (43) is the 
bidimensional equivalent of (29). = 

A 


A Charged Plane moving Transversely. 


18. Coming next to a plane distribution P 
of electrification, let g be the surface-density, m 
and the plane be moving perpendicularly 
to itself. Let it be of finite breadth and 
of ee length, so that we may calculate H from (43). The result 
at P is 


Ts 


2 AN n 
H e eae oo (44) 
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When P is equidistant from the edges, H is zero. There is therefore 
no H anywhere due to the motion of an infinitely large uniformly 
charged plane perpendicularly to itself. The displacement-current is 
the negative of the convection-current and at the same place, viz. the 
moving plane, so there is no true current. 

Calculating Ei, the z component of E, z being measured from left to 
right, we find 


= 1/1 W. tan-192/) - 1 
cE, = 22 tan 0 95 tan He 55 N (45) 


The component parallel to the plane is H/cu. Thus, when the plane is 
infinite, this component vanishes with H, and we are left with 


CE Ck = 20d). ·²⁰¹ (46) 
the same as if the plane were at rest. 


A Charged Plane moving in tts own Plane. 


19. Lastly, let the charged plane be moving in its own plane. Refer 
to the first figure, in which let AB now be the trace of the plane when 
of finite breadth. We shall find that 

& 


H=2 [ts et , 
d Sa h(l — u2/v?)* Ja 


z, and 2, being the extreme values of z, which is measured parallel to 
the breadth of the plane. 
Therefore, when the plane extends infinitely both ways, we have 


J7/JJ777%%%0%́ͤ ee er ere Terre (48) 


above the plane, and its negative below it. This differs from the previous 
case of vanishing displacement-current. There is H, and the convection- 
current is not now cancelled by coexistent displacement-current. 

The existence of displacement-current, or changing displacement, was 
the basis of the conclusion that moving electrification constitutes a part 
of the true current. Now in the problem (48) the displacement-current 
has gone, so that the existence of H appears to rest merely upon the 
assumption that moving electrification is true current. But if the plane 
be not infinite, though large, we shall have (48) nearly true near it, and 
away from the edges; whilst the displacement-current will be strong 
near the edges, and almost nil where (48) is nearly true. 

But in some cases of rotating electrification, there need be no dis- 
placement anywhere, except during the setting up of the final state. 
This brings us to the rather curious question whether there is any 
difference between the magnetic field of a convection-current produced 
by the rotation of electrification upon a good nonconductor and upon a 
good conductor respectively, other than that due to diffusion in the 
conductor. For in the case of a perfect conductor, it is easy to imagine 
that the electrification could be at rest, and the moved conductor merely 
slip past it. Perhaps Professor Rowland’s forthcoming experiments on 
convection-currents may cast some light upon this matter. 


December 27, 1888. 
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LI. DEFLECTION OF AN ELECTROMAGNETIC WAVE BY 
MOTION OF THE MEDIUM. 


[The Electrician, April 12, 1889, p. 663.] 


This subject is of interest in connection with theories of Aberration, 
which requires to be explained electromagnetically. A plane, wave in 
a nonconducting dielectric is carried on at speed v = (yc)~#, where p is 
the inductivity and c the permittivity, and is not altered in any way, 
according to the rudimen theory, that is to say, which overlooks 
dispersion. But if the medium be moving through the ether, it is 
altered in a manner depending upon the speed of motion and the angle 
it makes with the undisturbed direction of propagation. 

Thus, let E= nv specify a plane wave in a medium at rest, 


Eo being the tensor of the electric and H, of the etic force. 
Next set the medium in motion with velocity u, changing II to E and 
H, to H, thus 

B= er I, FUT ( (A) 


where e and h are the auxiliary electric and magnetic forces due to the 
motion. To find them, we have, first, the electric force due to motion 
of matter in a magnetic field, or 


e tc acaseateinn (B) 


which formula is well known, and is included in Maxwell’s treatise. 
Next, the magnetic force due to motion in an electric field, or 


Be CV Ei aa (C) 


This equation, which is as necessary as (B), was, 80 far as I am at 
resent aware, first given by me in Section III. of Electromagnetic In- 
uction and its Propagation,” January 24, 1885 [vol. I., p. 446], and was 

again considered later on in connection with the magneto-electric 

force,” which is as necessary as Maxwell’s “ electromagnetic force.” 
We require one more relation, viz., between E and Hp, viz., 


Hy e...... (D) 


the property of a plane wave, due to Maxwell; and we can now fully 
find the auxiliaries e and h in terms of the originals I and H., Here 
v is the vectorized v of the wave when undisturbed. 

In the above V is the symbol of vector product. Thus VuH is the 
vector perpendicular to u and to H, whose tensor equals the product of 
their tensors, u and H, into the sine of the angle between their directions. 
But this is merely used to state the general relations in a compact and 
intelligible form, instead of with Cartesian circumlocutions. 

Instead of taking the general case, it is convenient to divide into 
three, viz, (I), u parallel to v; (2), u parallel to Eo; (3), u parallel to 
Ho. By putting the results together we shall obtain the mixed-up 
general case. 

(1). a parallel to v. Here the medium is moving in the same direc- 
tion as that of undisturbed propagation, and there is no alteration of 
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direction of either E or H, so that it is only necessary to specify the 
tensors of the auxiliaries e and h. Thus :— 


u u 
62 ro h = He j( 4669 993 (1) 


If, for example, the medium be moving at half the speed v, and with 
it, the displacement and induction in a given length are spread over a 
8 half as great again as 
if the medium were at rest, 
so that their intensities are 
reduced to two-thirds of the 
undisturbed values. There 
is no discontinuity when u is 
equal to or greater than v. 

But if the medium move 
the other way there is com- 
pression into half the space, 
so that the intensities are 
doubled. As it is increased 
up to v, the compression in- 
creases infinitely. After that, with u >v, there is reversal of sign of E 
and H as com with E, and H, 

(2). u and I parallel. Here h, is parallel to He, but @ is parallel to 
v. eir tensors are given by 


(3). Lastly, u and H, parallel. Now e is parallel to N, whilst h is 
el to v. Their tensors are 


uy? 
= ato = 2H t (3) 
In either case, (2) or (3), the angle of deflection 6 is given by 
ur 
tan 0 = GT jj „ (4) 


consequently the deflection is wholly independent of the plane of 
polarization. 

Thus, let a slab of (say) glass move in its own plane at speed u, and 
a plane-wave from the upper medium strike the glass flush. The trans- 
mitted rays are deflected as shown in Fig. 1, the deflection being given 
by the above formula, where, observe, v is the speed in the glass when 
at rest, and u the speed of the glass with respect to the external medium. 

The above working out of the effect of moving matter on a plane 
electromagnetic wave is (if done properly) strictly in accordance with 
electromagnetic principles. But it will be observed that Fresnel’s result, 
relating to the alteration in the speed of light produced by moving a 
transparent medium through which it is passing, is not accounted for. 
It is said to have been sehr pd confirmed by Michelson. I should 
like to direct the attention of electromagneticians to this question, with 
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a view to the discovery of a modification of the above data, or correction 
of the working, in order to explain Fresnel and Michelson, which must 
be done electromagnetically. Mr. Glazebrook has made Sir W. Thom- 
son’s extraordinary contractile ether do it by an auxiliary hypothesis ; 
surely, then, Maxwell’s ether equations could be appropriately modified. 


LII. ON THE FORCES, STRESSES, AND FLUXES OF ENERGY 
IN THE ELECTROMAGNETIC FIELD. 


[Royal Society. Received June 9, Read June 18, 1891.“ Abstract in 
Proceedings, vol. 50, 1891; Paper in Transactions, A. 1892.] 


(ABSTRACT.) 


THE abstract nature of this paper renders its adequate abstraction 
difficult. The principle of conservation of energy, when applied to a 
theory such as Maxwell’s, which postulates the definite localization of 
energy, takes a more special form, viz., that of the continuity of energy. 
Its general nature is discussed. The relativity of motion forbids us to 
go so far as to assume the objectivity of energy, and to identify energy, 
like matter ; hence the expression of the principle is less precise than 
that of the continuity of matter (as in hydrodynamics), for all we can 
say in general is that the convergence of the flux of energy equals the 
rate of increase of the density of the energy; the flux of the energy 
being made up partly of the mere convection of energy by motion of 
the matter (or other medium) with which it is associated localizably, and 
partly of energy which is transferred through the medium in other 
ways, as by the activity of a stress, for example, not obviously (if at 
all) representable as the convection of energy. Gravitational energy is 
the chief difficulty in the way of the carrying out of the principle. It 
must come from the ether (for where else can it come from ?), when it 
goes to matter; but we are entirely ignorant of the manner of its dis- 
tribution and transterence. But, whenever energy can be localized, the 
principle of continuity of energy is (in spite of certain drawbacks con- 
vege | with the circuital flux of energy) a valuable principle which 
should be utilized to the uttermost. Practical forms are considered. 
In the electromagnetic application the flux of energy has a four-fold 
make-up, viz., the Poynting flux of energy, which occurs whether the 
medium be stationary or moving; the flux of energy due to the 
activity of the electromagnetic stress when the medium is moving ; the 
convection of electric and magnetic energy ; and the convection of other 
energy associated with the working of the translational force due to the 
stress, 

As Electromagnetism swarms with vectors, the proper language for 
its expression and investigation is the Algebra of Vectors. An account 


* Typographical troubles have delayed the publication of this paper. The foot- 
notes are of date May 11, 1892. 
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is therefore given of the method employed by the author for some 
years past. The quaternionic basis is rejected, and the algebra is based 
upon a few definitions of notation merely. It may be regarded as 
Quaternions without quaternions, and simplified to the uttermost ; or 
else as being merely a conveniently condensed expression of the Cartesian 
mathematics, understandable by all who are acquainted with Cartesian 
methods, and with which the vectorial algebra is made to harmonize. 
It is confidently recommended as a practical working system. 

In continuation thereof, and preliminary to the examination of 
electromagnetic stresses, the theory of stresses of the general type, that 
is, rotational, is considered ; and also the stress activity, and flux of 
energy, and its convergence and division into translational, rotational, 
and distortional parts; all of which, it is pointed out, may be associated 
with stored potential, kinetic, and wasted energy, at least so far as the 
mathematics is concerned. 

The electromagnetic equations are then introduced, using them in 
the author's general forms, i. e., an extended form of Maxwell's circuital 
law, defining electric current in terms of magnetic force, and a com- 
panion equation expressing the second circuital law; this method 
replacing Maxwell’s in terms of the vector-potential and the electro- 
static potential, Maxwell’s equations of propagation being found im- 
possible to work and not sufficiently general. The equation of activity 
is then derived in as general a form as possible, including the effects of 
impressed forces and intrinsic magnetization, for a stationary medium 
which may be eolotropic or not. Application of the principle of con- 
tinuity of energy then immediately indicates that the flux of energy in 
the field is represented by the formula first discovered by Poynting. 
Next, the equation of activity for a moving medium is considered. It 
does not immediately indicate the flux of energy, and, in fact, several 
transformations are required before it is brought to a fully significant 
form, indicating (1), the Poynting flux, the form of which is settled ; 
(2), the convection of electric and magnetic energy; (3), a flux of energy 
which, from the form in which the velocity of the roedium enters, 
represents the flux of energy due to a working stress. Like the 
Poynting flux, it contains vector products. From this flux the stress 
itself is derived, and the form of translational force, previously tentatively 
developed, is verified. It is assumed that the medium in its motion 
carries its properties with it unchanged. 

A side matter which is discussed is the proper measure of“ true“ 
electric current, in accordance with the continuity of energy. It has u 
four-fold make-up, viz., the conduction-current, displacement-current, 
convection-current (or moving electrification), and the curl of the 
motional magnetic force. 

The stress is divisible into an electric and a magnetic stress. These 
are of the rotational type in eolutropic media. They do not agree with 
Maxwell’s general stresses, though they work down to them in an 
isotropic homogeneous stationary medium not intrinsically magnetized 
or electrized, being then the well-known tensions in certain lines with 
equal lateral pressures. 
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Another and shorter derivation of the stress is then given, guided by 
the previous, without developing the expression for the flux of energy. 
Variations of the properties permittivity and inductivity with the strain 
can be allowed for. An investigation by Professor H. Hertz is referred 
to. His stress is not agreed with, and it is pointed out that the 
assumption by which it is obtained is equivalent to the existence of 
isotropy, so that its generality is destroyed. The obvious validity of 
the assumption on which the distortional activity of the stress is 
calculated is also questioned. 

Another form of the stress-vector is examined, showing its relation 
to the fictitious electrification and magnetic current, magnetification 
and electric current, produced on the boundary of a region by termi- 
nating the stress thereupon ; and its relation to the theory of action at 
a distance between the respective matters and currents. 

The stress-subject is then considered statically. The problem is now 
perfectly indeterminate, in the absence of a complete experimental 
knowledge of the strains set up in bodies under electric and magnetic 
influence. Only the stress in the air outside magnets and conductors 
can be considered known. Any stress within them may be superadded, 
without any difference being made in the resultant forces and torques. 
Several stress-formulæ are given, showing a transition from one extreme 
form to another. A simple example is worked out to illustrate the 
different ways in which Maxwell’s stress and others explain the 
mechanical actions. Maxwell’s stress, which involves a translational 
force on magnetized matter (even when only inductively magnetized), 
merely because it is magnetized, leads to a very complicated and un- 
natural way of explanation. It is argued, independently, that no stress- 
formula should be allowed which indicates a translational force of the 
kind just mentioned. 

Still the matter is left indeterminate from the statical standpoint. 
From the dynamical standpoint, however, we are led to a certain 
definite stress-distribution, which is also, fortunately, free from the 
above objection, and is harmonized with the flux of energy. A pecu- 
liarity is the way the force on an intrinsic magnet is represented. It 
is not by force on its poles, nor on its interior, but on its sides, referring 
to a simple case of uniform longitudinal magnetization ; i. e., it is done 
by a quasi-electromagnetic force on the fictitious electric current which 
would produce the same distribution of induction as the magnet does. 
There is also a force where the inductivity varies. This force on 
fictitious current harmonizes with the conclusion previously arrived at 
by the author, that when impressed forces set up disturbances, such 
disturbances are determined by the curl of the impressed forces, and 
proceed from their localities. 

In conclusion it is pointed out that the determinateness of the stress 
rests upon the assumed localization of the energy and the two laws of 
circuitation, so that with other distributions of the energy (of the same 
proper total amounts) other results would follow ; but the author has 
been unable to produce full harmony in any other way than that 
followed. 


-_— 
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General Remarks, especially on the Flux of Energy. 


§ 1. The remarkable experimental work of late years has inaugurated 
a new era in the development of the Faraday-Maxwellian theory of the 
ether, considered as the primary medium concerned in electrical pheno- 
mena—electric, magnetic, and electromagnetic. Maxwell’s theory is no 
longer entirely a paper theory, bristling with unproved possibilities. 
The reality of electromagnetic waves has been thoroughly demonstrated 
by the experiments of Hertz and Lodge, Fitzgerald and Trouton, J. J. 
Thomson, and others ; and it appears to follow that, although Maxwell’s 
theory may not be fully correct, even as regards the ether (as it is 
certainly not fully comprehensive as regards material bodies), yet the 
true theory must be one of the same type, and may probably be merely 
an extended form of Maxwell's. 

No excuse is therefore now needed for investigations tending to 
exhibit and elucidate this theory, or to extend it, even though they be 
of a very abstract nature. Every part of so important a theory deserves 
to be thoroughly examined, if only to see what is in it, and to take note 
of its unintelligible parts, with a view to their future explanation or 
elimination. 

§ 2. Perhaps the simplest view to take of the medium which plays 
such a necessary part, as the recipient of energy, in this theory, is to 
regard it as continuously filling all space, and possessing the mobility 
of a fluid rather than the rigidity of a solid. If whatever possess the 

roperty of inertia be matter, then the medium is a form of matter. 

ut away from ordinary matter it is, for obvious reasons, best to call 
it as usual by a separate name, the ether. Now, a really difficult and 
highly speculative question, at present, is the connection between 
matter (in the ordinary sense) and ether. When the medium trans- 
mitting the electrica] disturbances consists of ether and matter, do they 
move togother, or does the matter only partially carry forward the ether 
which immediately surrounds it? Optical reasons may lead us to con- 
elude, though only tentatively, that the latter may be the case; but at 
present, for the purpose of fixing the data, and in the pursuit of investi- 
gations not having specially optical bearing, it is convenient to assume 
that the matter and the ether in contact with it move together. This 
is the working hypothesis made by H. Hertz in his recent treatment of 
the electrodynamics of moving bodies; it is, in fact, what we tacitly 
assume in a straightforward and consistent working out of Maxwell’s 
principles without any plainly-expressed statement on the question of 
the relative motion of matter and ether ; for the part played in Maxwell’s 
theory by matter is merely (and, of course, roughly) formularized by 
supposing that it causes the etherial constants to take different values, 
whilst introducing new properties, that of dissipating energy being the 
most prominent and important. We may, therefore, think of merely 
one medium, the most of which is uniform (the ether), whilst certain 
portions (matter as well) have different powers of supporting electric 
displacement and magnetic induction from the rest, as well as a host 
of additional properties; and of these we can include the power of 
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supporting conduction-current with dissipation of energy according to 
Joule’s law, the change from isotropy to eolotropy in respect to the 
distribution of the several fluxes, the presence of intrinsic sources of 
energy, etc.* 

§ 3. We do not in any way form the equations of motion of such a 
medium, even as regards the uniform simple ether, away from gross 
matter; we have only to discuss it as regards the electric and magnetic 
fluxes it supports, and the stresses and fluxes of energy thereby necessi- 
tated. First, we suppose the medium to be stationary, and examine 
the flux of electromagnetic energy. This is the Poynting flux of 
energy. Next we set the medium into motion of an unrestricted kind. 
We have now necessarily a convection of the electric and magnetic 
energy, as well as the Poynting flux. Thirdly, there must be a similar 
convection of the kinetic energy, etc., of the translational motion; and 
fourthly, since the motion of the medium involves the working of 
ordinary (Newtonian) force, there is associated with the previous a flux 
of energy due to the activity of the corresponding stress. The question 
is therefore a complex one, for we have to properly fit together these 
various fluxes of energy in harmony with the electromagnetic equations. 
A side issue is the determination of the proper measure of the activity 
of intrinsic forces, when the medium moves; in another foym, it is the 
determination of the proper meaning of true current in Maxwell’s 
sense. 

§ 4. The only general principle that we can bring to our assistance in 
interpreting electromagnetic results relating to activity and flux of 
energy, is that of the persistence of energy. But it would be quite 
inadequate in its older sense referring to integral amounts ; the definite 
localization by Maxwell, of electric and magnetic energy, and of its 
waste, necessitates the similar localization of sources of energy; and in 
the consideration of the supply of energy at certain places, combined 
with the continuous transmission of electrical disturbances, and there- 
fore of the associated energy, the idea of a flux of energy through space, 
and therefore of the continuity of energy in space and in time, becomes 
forced upon us as a simple, useful, and necessary principle, which 
cannot be avoided. 

When energy goes from place to place, it traverses the intermediate 
space. Only by the use of this principle can we safely derive the 
electromagnetic stress from the equations of the field expressing the 
two laws of circuitation of the electric and magnetic forces; and this 


* Perhaps it is best to ay as little as possible at present about the connection 
between matter and ether, but to take the electromagnetic equations in an abstract 
manner. This will leave us greater freedom for future modifications without con- 
tradiction. There are, also, cases in which it is obviously impossible to suppose 
that matter in bulk carries on with it the ether in bulk which permeates it. 
Either, then, the mathematical machinery must work between the molecules; or 
else, we must make such alterations in the equations referring to bulk as will be 
practically equivalent in effect. For example, the motional magnetic force VDq 
of equations (88), (92), (93) may be modified either in q or in D, by use of a smaller 
effective velocity q, or by the substitation in D or cE of a modified reckoning 
of e for the effective permittivity. 
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again becomes permissible only by the postulation of the definite 
localization of the electric and magnetic energies. But we need not go 
so far as to assume the objectivity of energy. This is an exceedingly 
difficult notion, and seems to be rendered inadmissible by the mere 
fact of the relativity of motion, on which kinetic energy depends. We 
cannot, therefore, definitely individualize energy in the same way as is 
done with matter. ö 

If p be the density of a quantity whose total amount is invariable, 
and which can change its distribution continuously, by actual motion 
from place to place, its equation of continuity is 


r ous (1) 


where q is its velocity, and qp the flux of p. That is, the convergence 
of the flux of p equals the rate of increase of its density, Here p may 
be the density of matter. But it does not appear that we can apply 
the same method of representation to the flux of energy. We may, 
indeed, write 

/// (2) 


if X be the flux of energy from all causes, and 7 the density of localiz- 
able energy. But the assumption X = Tq would involve the assumption 
that T moved about like matter, with a definite velocity. A part of 7 
may, indeed, do this, viz., when it is confined to, and is carried by 
matter (or ether); thus we may write 


conv (QT+X) JI . 3) 


where 7 is energy which is simply carried, whilst X is the total flux of 
energy from other sources, and which we cannot symbolize in the form 
Tq; the energy which comes to us from the Sun, for example, or 
radiated energy. It is, again, often impossible to carry out the principle 
in this form, from a want of knowledge of how energy gets to a certain 
place. This is, for example, particularly evident in the case of gravita- 
tional energy, the distribution of which, before it is communicated to 
matter, increasing its kinetic energy, is highly speculative. If it come 
from the ether (and where else can it come from ), it should be possible 
to symbolize this in , if not in qT; but in default of a knowledge of 
its distribution in the ether, we cannot do so, and must therefore turn 
the equation of continuity into 


S+conv (dT +X) 77... (4) 


where S indicates the rate of supply of energy per unit volume from 
the gravitational source, whatever that may be. A similar form is 
convenient in the case of intrinsic stores of energy, which we have 
reason to believe are positioned within the element of volume concerned, 
as when heat gives rise to thermoelectric force. Then S is the activity 
of the intrinsic sources. Then again, in special applications, T is con- 
veniently divisible into different kinds of energy, potential and kinetic. 
Energy which is dissipated or wasted comes under the same category, 
because it may either be regarded as stored, though irrecoverably, or 
passed out of existence, so far as any immediate useful purpose is 
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concerned. Thus we have as a standard practical form of the equation 
of continuity of energy referred to the unit volume, 


S+conv TAU T)) VET, .... (5) 


where S is the energy supply from intrinsic sources, U potential energy 
and T kinetic energy of localizable kinds, g UT) its convective flux, 
Q the rate of waste of energy, and X the flux of energy other than 
convective, e.g., that due to stresses in the medium and representing 
their activity. In the electromagnetic application we shall see that 
U and T must split into two kinds, and so must X, because there is 
a flux of energy even when the medium is at rest. 

§5. Sometimes we meet with cases in which the flux of energy is 
either wholly or partly of a circuital character. There is nothin 
essentially peculiar to electromagnetic problems in this strange an 
apparently useless result. The electromagnetic instances are paralleled 
by similar instances in ordinary mechanical science, when a body is in 
motion and is also strained, especially if it be in rotation. This result 
is a necessary consequence of our ways of reckoning the activity of 
forces and of stresses, and serves to still further cast doubt upon the 
“thinyiness” of energy. At the same time, the flux of energy is going 
on all around us, just as certainly as the flux of matter, and it is 
impossible to avoid the idea ; we should, therefore, make use of it and 
formularize it whenever and as long as it is found to be useful, in spite 
of the occasional failure to obtain readily understandable results. 

The idea of the flux of energy, apart from the conservation of energy, 
is by no means a new one. Had gravitational energy been less obscure 
than it is, it might have found explicit statement long ago. Professor 
Poynting“ brought the principle into prominence in 1884, by making 
use of it to determine the electromagnetic flux of energy. Professor 
Lodget gave very distinct and emphatic expression of the principle 
generally, apart from its electromagnetic aspect, in 1885, and pointed 
out how much more simple and satisfactory it makes the principle 
of the conservation of energy become. So it would, indeed, could we 
only understand gravitational energy ; but in that, and similar respects, 
it is a matter of faith only. But Professor Lodge attached, I think, 
too much importance to the identity of energy, as well as to another 
principle he enunciated, that energy cannot be transferred without bein 
transformed, and conversely ; the transformation being from 98 
to kinetic energy or conversely. This obviously cannot apply to the 
convection of energy, which is a true flux of energy; nor does it seem 
to apply to cases of wave-motion in which the energy, potential and 
kinetic, of the disturbance, is transferred through a medium unchanged 
in relative distribution, simply because the disturbance itself travels 
without change of type; though it may be that in the unexpressed 
internal actions associated with the wave-propagation there might be 
found a better application. 


* Poynting, Phil. Trans., 1884. 
+ Lodge, Phi. Mag., June, 1885, On the Identity of Energy.” 
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It is impossible that the ether can be fully represented, even merely 
in its transmissive functions, by the electromagnetic equations. Gravity 
is left out in the cold; and although it is convenient to ignore this 
fact, it may be sometimes usefully remembered, even in special electro- 
magnetic work ; for, if a medium have to contain and transmit gravita- 
tional energy as well as electromagnetic, the proper system of equations 
should show this, and, therefore, include the electromagnetic. It seems, 
therefore, not unlikely that in discussing purely electromagnetic specu- 
lations, one may be within a stone’s throw of the explanation of gravita- 
tion all the time. The consummation would be a really substantial 
advance in scientific knowledge. 


On the Algebra and Analysis of Vectors without Quaternions. Outline of 
Authors System. 


§6. The proper language of vectors is the algebra of vectors. It is, 
therefore, quite certain that an extensive use of vector-analysis in 
mathematical physics generally, and in electromagnetism, which is 
swarming with vectors, in particular, is coming and may be near at 
hand. It has, in my opinion, been retarded by the want of special 
treatises on vector-analysis adapted for use in mathematical physics, 
Professor Tait’s well-known profound treatise being, as its name 
indicates, a treatise on Quaternions. I have not found the Hamilton- 
Tait notation of vector-operations convenient, and have employed, for 
some years past, a simpler system. It is not, however, entirely a 
question of notation that is concerned. I reject the quaternionic basis 
of vector-analysis. The anti-quaternionic argument has been recently 
ably stated by Professor Willard Gibbs.* He distinctly separates 
this from the question of notation, and this may be considered fortunate, 
for whilst I can fully appreciate and (from practical experience) endorse 
the anti-quaternionic argument, I am unable to appreciate his notation, 
and think that of Hamilton and Tait is, in some respects, preferable, 
though very inconvenient in others. 

In Hamilton’s system the quaternion is the fundamental idea, and 
everything revolves round it. This is exceedingly unfortunate, as it 
renders the establishment of the algebra of vectors without metaphysics 
a very difficult matter, and in its application to mathematical analysis 
there is a tendency for the algebra to get more and more complex 
as the ideas concerned get simpler, and the quaternionic basis forms 
a real difficulty of a substantial kind in attempting to work in harmony 
with ordinary Cartesian methods. 

Now, I can confidently recommend, as a really practical workin 
system, the modification I have made. It has many advantages, an 
not the least amongst them is the fact that the quaternion does not 
appear in it at all (though it may, without much advantage, be brought 


* Professor Gibbs’s letters will be found in Nature, vol. 48, p. 511, and vol. 44, 
p. 79; and Professor Tait’s in vol. 43, pp. 535, 608. This rather one-sided dis- 
cussion arose out of Professor Tait stigmatizing Professor Gibbs as ‘‘a retarder of 
quaternionic progress.” This may be very true; but Professor Gibbs is anythi 
but a retarder of progress in vector analysis and its application to physics. 
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in sometimes), and also that the notation is arranged so as to harmonize 
with Cartesian mathematics. It rests entirely upon a few definitions, 
and may be regarded (from one point of view) as a systematically 
abbreviated Cartesian method of investigation, and be understood and 
practically used by any one accustomed to Cartesians, without any 
study of the difficult science of Quaternions. It is simply the elements 
of Quaternions without the quaternions, with the notation simplified to 
the uttermost, and with the very inconvenient minus sign before scalar 
products done away with.* 

8 7. Quantities being divided into scalars and vectors, I denote the 
scalars, as usual, by ordinary letters, and put the vectors in the plain 
black type, known, I believe, as Clarendon type, rejecting Maxwell’s 
German 5 on account of their being hard to bead: A special type 
is certainly not essential, but it facilitates the reading of printed com- 
plex vector investigations to be able to see at a glance which quantities 
are scalars and which are vectors, and eases the strain on the memory. 
But in MS. work there is no occasion for specially formed letters. 

Thus A stands for a vector. The tensor of a vector may be denoted 
by the same letter plain; thus 4 is the tensor of A. (In MS. the 
tensor is 4,.) Its rectangular scalar components are 4,, A:, Ag. A 
unit vector parallel to A may be denoted by A,, so that A= AA. But 
little things of this sort are very much matters of taste. at is 
important is to avoid as far as possible the use of letter prefixes, which, 
when they come two (or even three) together, as in Quaternions, are 
very confusing. 

he scalar product of a pair of vectors A and B is denoted by AB, 
and is defined to be 


A 
AB=4,B,+A,B,+4,B,=ABcos AB BA. (6) 


* 8 7, 8, 9 contain an introduction to vector-analysis (without the quaternion), 
which is sufficient for the Hap ane of the present paper, and, I may add, for 
general use in mathematical physics. It is an ex ion of that given in my 

per On the Electromagnetic Wave Surface,” Phil. Mag., June, 1885, (vol. 11., 
pp. 4to 8). The algebra and notation are substantially those employed in all my 

pers, especially in “ Electromagnetic Induction and its Propagation,” The 

rician, 1885. 

Professor Gibbs’s vectorial work is scarcely known, and deserves to be well 
known. In June, 1888, I received from him a little book of 85 pages, bearing the 
singular imprint Not PUBLISHED, Newhaven, 1881-4. It is indeed odd that the 
author should not have published what he had been at the trouble of having 
printed. His treatment of the linear vector-operator is specially deserving of 
notice. Although For the use of students in physics,” I am bound to say 
5 I think the work much too condensed for a first introduction to the 
subject. . 

In The Electrician for Nov. 13, 1891, p. 27, I commenced a few articles on 
elementary vector-algebra and analysis, specially meant to explain to readers of 
my papers how to work vectors. I am given to understand that the earlier ones, 
on the algebra, were much appreciated ; the later ones, however, are found diffi- 
cult. But the vector-algebra is identically the same in both, and is of quite a 
rudimentary kind. The difference is, that the later ones are concerned with 
analysis, with varying vectors ; it is the same as the difference between common 
9 and differential calculus. The difficulty, whether real or not, does not 
indicate any difficulty in the vector - algebra. mention this on account of the 
great prejudice which exists against vector -algebra. 

H. E. P. — vol. II. 2L 
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The addition of vectors being as in the polygon of displacements, or 
velocities, or forces; i. e., such that the vector length of any closed 
circuit 18 zero; either of the vectors A and B may be split into the sum 
of any number of others, and the multiplication of the two sums to 
form AB is done as in common algebra; thus 


(a+ bj(e+d)=ac+ad+be+bd=ca+da+eb+db ...... (7) 


If N be a unit vector, NN or N?=1; similarly, A? = 4? for any vector. 
The reciprocal of a vector A has the same direction ; its tensor is the 
reciprocal of the tensor of A. Thus 


A A A s 
12 — 21: -1 BIA 2 = cos AB. 8 
AA ac}: and AB I= B 1A B B cos AB. (8) 
The vector product of a pair of vectors is denoted by VAB, and is 
A 

defined to be the vector whose tensor is AB sin AB, and whose direc- 

tion is perpendicular to the plane of A and B, thus 
VAB = i(4,B, - 4,B,) + j(AsB, - 4,B,) + k(4,B,- A. B)) = — VBA, (9) 
where i, j, k, are any three mutually rectangular unit vectors. The 

tensor of VAB is V,AB; or A 

V,AB = ABsin AB. 0000an ccc ceceeee ee (10) 


Its components are i VAB, jVAB, kV AB. 
In accordance with the definitions of the scalar and vector products, 
we have 


i=], f=t, k? =1 ; 
ij = 0, jx=0, I)) (11) 
Vij-k, Vjk=i, Vki-j; | 


and from these we prove at once that 
V(a+b)(c +d) = Vac + Vad + Vbe + Vbd, 


and so on, for any number of component vectors. The order of the 
letters in each product has to be preserved, since Vab= — Vba. 
Two very useful formule of transformation are 


AVBC = BVCA =CVAB 
= A (B,C; - ByC,) A2 RC- B,C) + Ax(B,C, - B, Ci); (12) 
and VAVBC=B.CA-C.AB, or =B(CA)-C(AB). ...... (13) 


Here the dots, or the brackets in the alternative notation, merely 
act as separators, separating the scalar products CA and AB from the 
vectors they multiply. A space would be equivalent, but would be 
obviously unpractical. 


Ase is a scalar product, so in harmony therewith, there is the 


vector product vg. Since VAB = - VBA, it is now necessary to make 
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a convention as to whether the denominator comes first or last in 


vg. Say therefore, VAB -I. Its tensor is 


A 
Vog - un AB, 666565 66 6 0 (14) 


§ 8. Differentiation of vectors, and of scalar and vector functions of 
vectors with respect to scalar variables is done as usual. Thus, 


A=i4,+j4,+k4, 
-A CB. 
SAVBO = AVBO+AVBO+AVBO. 


The same applies with complex scalar differentiators, e.g., with the 
differentiator 


O d 
at d 4 | 
used when a moving particle is followed, q being its velocity. Thus, 
B- AS + BO = AB CBA -A. av. B B. v. A 16) 


Here qV is a scalar differentiator given by 


d d d ! 
d ng. + agt 96565655560 (17) 


so that A. q V. B is the scalar product of A and the vector qV.B; the 
dots here again act essentially as separators. Otherwise, we may write 
it A(qV)B. 

The fictitious vector V given by 


— d a d 
V=iV, +jV,+kV,= big dy ae eee (18) 


is very important. Physical mathematics is very largely the mathe- 
matics of V. The name Nabla seems, therefore, ludicrously inefficient. 
In virtue of i, j, k, the operator V behaves as a vector. It also, of 
course, differentiates what follows it. 

Acting on a scalar P, the result is the vector 


VP SIV PH jV. PY IV. . . ã . (19) 


the vector rate of increase of P with length. 
Tf it act on a vector A, there is first the scalar product 


VA VIAI VA, VA, = div All . (20) 


or the divergence of A. Regarding a vector as a flux, the divergence 
of a vector is the amount leaving the unit volume. 
The vector product VVA is 


VVA = i, A. V, A) +j(V34, - V148) +K(V,4,-V,4,) - curl A. (21) 


532 ELECTRICAL PAPERS. 


The line-integral of A round a unit area equals the component of the 
curl of A perpendicular to the area. 
We may also have the scalar and vector products NV and VNV, 
where the vector N is not differentiated. These operators, of course, 
uire a function to follow them on which to operate; the previous 
qV.A of (16) illustrates. 
The Laplacean operator is the scalar product V? or VV; or 
VSPA VE ANG & A (22) 
and an example of (13) is 
VVVVA=V.VA - VA, or curl: A= V div A- VA, (23) 
which is an important formula. 
Other important formule are the next three. 


div PA = Pdiv A Av. P. . .. . . . —.—.( 24 


P being scalar. Here note that Av. P and AVP (the latter being the 
scalar product of A and VP) are identical. This is not true when for P 
we substitute a vector, Also 


div VAB =B curl A -A curl B; .................... (25) 


which is an example of (12), noting that both A and B have to be 
differentiated. And 
curl VAB = BV. A + A div B- Av. B- B div . (26) 
This is an example of (13). 
§ 9. When one vector D is a linear function of another vector E, that 
is, connected by equations of the form 
D, = nÉ + ci2 EZ + CsE g 
Dy = CyB) Ez + E= 
Dy, = cE] + Cap Bg + Cog Egy 
in terms of the rectangular components, we denote this simply by 


S neninn (28) 


D/. FF 29) 


where D’ is got from D by exchanging c,, and c», etc. Should the nine 
coefficients reduce to six by 12 cl, etc., D and D are identical, or D 
is a self- conjugate or symmetrical linear function of E. 

But, in general, it is the sum of D and D’ which is a symmetrical 
function of E, and the difference is a simple vector-product. Thus 


where ¢, is a self-conjugate operator, and e is the vector given by 


—1—＋ 1 e. e (31) 
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The important characteristic of a self-conjugate operator is 


ID. - E, D, or Eohi - RE... 32) 


where EI and E, are any two E's, and Di, De, the corresponding D’s. 
But when there is not symmetry, the corresponding property is 


EI D. = E. Dl, or Eick. - BE ͥ (33) 


Of these operators we have three or four in electromagnetism con- 
necting forces and fluxes, and three more connected with the stresses 
and strains concerned. As it seems impossible to avoid the considera- 
tion of rotational stresses in electromagnetism, and these are not usually 
considered in works on elasticity, it will be desirable to briefly note 
their peculiarities here, rather than later on. 


On Stresses, srrotational and rotational, and their Activities. 


§ 10. Let P, be the vector stress on the N-plane, or the plane whose 
unit normal is N. It is a linear function of N. This will fully specify 
the stress on any plane. Thus, if Pi, P., P, are the stresses on the 
i, J, k planes, we shall have 
Pi- iPn +) Pig T KPis, 
P = i IPR + KP 
Let, also, Q, be the conjugate stress; then, similarly, 
Qi = iP, +jPa +kP;,, 
Q: = iP ig + Poy + EP oe, 
Qs = iP, +) Pog + kP is: 
Half the sum of the stresses P, and Q, is an ordinary irrotational 
stress; so that 


P., = ON ＋ VEN, N. = N VN ............ (36) 
where 9 is self-conjugate, and 
Je = i( Ps — Pe) +)( PSI Pig) + k( PI — Pn) (37) 


Here 2e is the torque per unit volume arising from the stress P. 
The translational force, F, per unit volume is (by inspection of a 
unit cube) 


RA E A S A (38) 
=i div Q, +j div er k div G (39) 

or, in terms of the self-conjugate stress and the torque, 
F = (i div ¢,i+j div ¢,j k div ok) - curl... (40) 


where —curle is the translational force due to the rotational stress 
alone, as in Sir W. Thomson’s latest theory of the mechanics of an 
“ ether.” * 


# Mathematical and Physical Papers, vol. 3, Art. 99, p. 436. 
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Next, let N be the unit-normal drawn outward from any closed 


surface. Then 
=P,=2F, TET ereererer eer errr ere eee (41) 


where the left summation extends over the surface and the right sum- 
mation throughout the enclosed region. For 


P, = N,P, + N,P + N,P =i. NQ, +j.NQ k. NG,. q (42) 
so the well-known theorem of divergence gives immediately, by (39), 
TP, L (i div Ci * div Q, k div C) I.. (43) 


Next, as regards the equivalence of rotational effect of the surface- 
stress to that of the internal forces and torques. Let r be the vector 
distance from any fixed origin. Then VrF is the vector moment of a 
force, F, at the end of the arm r. Another (not so immediate) appli- 
cation of the divergence theorem gives 


ZVrPy = Z VIF TS i (44) 


Thus, any distribution of stress, whether rotational or irrotational, may 
be regarded as in equilibrium. Given any stress in a body, terminating 
at its boundary, the body will be in equilibrium both as regards trans- 
lation and rotation. Of course, the boundary discontinuity in the stress 
has to be reckoned as the equivalent of internal divergence in the 
appropriate manner. Or, more simply, let the stress fall off continuously 
from the finite internal stress to zero through a thin surface-layer. We 
then have a distribution of forces and torques in the surface-layer which 
equilibrate the internal forces and torques. 

To illustrate; we know that Maxwell arrived at a peculiar stress, 
compounded of a tension parallel to a certain direction, and an equal 
lateral pressure, which would account for the mechanical actions apparent 
between electrified bodies; and endeavoured similarly to determine the 
stress in the interior of a magnetized body to harmonize with the similar 
external etic stress of the simple type mentioned. This stress in 
a magnetized body I believe to be thoroughly erroneous ; nevertheless, 
so far as accounting for the forcive on a magnetized body is concerned, 
it will, when properly carried out with due attention to surface-discon- 
tinuity, answer perfectly well, not because it is the stress, but because 
any stress would do the same, the only essential feature concerned being 
the external stress in the air. 

Here we may also note the very powerful nature of the stress-function, 
considered merely as a mathematical engine, apart from physical reality. 
For example, we may account for the forcive on a magnet in many 
ways, of which the two most prominent are by means of forces on 
imagi magnetic matter, and by forces on imaginary electric currents, 
in the magnet and on its surface. To prove the equivalence of these 
two methods (and the many others) involves very complex surface- 
and volume-integrations and transformations in the general case, 
which may be avoided by the use of the stress-function instead 
of the forces. 

§ 11. Next as regards the activity of the stress P, and the equivalent 
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translational, distortional, and rotational activities. The activity of Py 
is Pq per unit area, if q be the velocity. Here 


PA=). NQ ＋ 22. NC. +95. NWA. (45) 
by (42); or, re arranging, 
Pr = N(,Q, + 730 + 20a) = N ZGQ=NGQ, . seeee. (46) 


where Q, is the conjugate stress on the q-plane. That is, gQ, or 2 C 
is the negative of the vector flux of energy expressing the stress-activity. 
For we choose Pyy 80 as to mean a pull when it is positive, and when 
the stress P. works in the same sense with q, energy is transferred 
against the motion, to the matter which is pulled. 

The convergence of the energy- flux, or the divergence of 905 is there- 
fore the activity per unit volnme. Thus 


div (Ci + Q29: + Qag) 
di div Q, +j div Q; + k div Qs) + (Q,Vq, + QVg gs) (47) 
= q(V,P, + V PT VP) + PIVId . P Va PV dq (48) 
where the first form (47) is generally most useful. Or 


div Se =F T TC ůj) )) cece eeeee (49) 


where the first term on the right is the translational activity, and the 
rest is the sum of the distortional and rotational activities. To separate 
the latter introduce the strain- velocity vectors (analogous to PI, Pa, Pe) 


P, = 4(V¢, Vid), Pa = 3(V 9, + Vid), Ps = 2694 + V34); (50) 
and generally py= (V. N NV. ůj)jjůjj́ (51) 
Using these we obtain 


Vq- V Voz V Vq; = V 
Z QVq = QP, + QP. + Qopa + CI 2 114 0 oe — at 2 Ay . e af 


N 
= 2 Qp + $Q, Vi curl q + 30. Vj curl q + 3Q, Vk curl q 
fr! ð (52) 


Thus 2Qp is the distortional activity and é curl q the rotational 
activity. But since the distortion and the rotation are quite inde- 
pendent, we may put 2 Pp for the distortional activity; or else use the 
self: conjugate stress, and write it 1 (P + Op. 

§ 12. In an ordinary “ elastic solid.” when isotropic, there is elastic 
resistance to compression and to distortion. We may also imaginably 
have elastic resistance to translation and to rotation; nor is there, 
sc far as the mathematics is concerned, any reason for 5 
dissipative resistance to translation, distortion, and rotation; an 
kinetic energy may be associated with all three as well, instead of with 
the translation alone, as in the ordinary elastic solid. 

Considering only three elastic moduli, we have the old k and n of 
Thomson and Tait (resistance to compression and rigidity), and a new 
coefficient, say n,, such that 

FF (53) 
if D be the displacement and 2e the torque, as before. 
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The stress on the i-plane (any plane) is 
PI = VD, + VID) + i(k - zn) div D +n, V curl D. i 
=(n+n,)V,D +(n-—n,)VD,+(k-2n)idivD; .........- (54) 
and its conjugate is 
Q, = (VD, + VD) + i(k - zn) div D- n,(V,D - VD) 
= (1-1) VID (n+ ni) VDi + i(k - zn) divD; ...........(55) 
from which 
F div Q, - (n- m +k-2n)V,divD+(n+n,)V'D, . . (56) 


is the i- component of the translational force; the complete force F is 
therefore 


F=(n+n,)V7D+ (EY n- n1)v div vv U (57) 
or, in another form, if P= -—-kdivD, 
P being the isotropic pressure, 
F= -VP+nVD+4V div D) - n curl? P (58) 


remembering (23) and (53). 
We see that in (57) the term involving div D may vanish in a com- 
pressible solid by the relation n; =k+ In; this makes 


n+n, =k+ zu, 1 — MH — 3j (59) 


which are the moduli, longitudinal and lateral, of a simple longitudinal 

strain ; that is, multiplied by the extension, they give the longitudinal 

traction, and the lateral traction required to prevent lateral contraction. 
The activity per unit volume, other than translational, is 


= QVG = (n - )( VD. Vg, V, D. Vga + VD. Vga) 

+(n+n,)(VD,.Vq, Vi. Vg + V;. Vg) 

+ (k — zu) div D div q 

=n( VD. Vgl + VD. Vg + VD. Vga + VD. Vi + VDV 9, V, Vg; 

+ (k zu) div D div q +n, curl D curl ja l UUUL (60) 
or, which is the same, ö 


20 - g| Lan, D)? + 4n,(curl D}? In(div D} 


+ in((VD,)? +(VD,)? + (VD,)? + VD,- VD + VD,.V_D VD,. va )} (61) 


where the quantity in square brackets is the potential energy of an 
infinitesimal distortion and rotation. The italicized reservation appears 
to be necessary, as we shall see from the equation of activity later, that 
the convection of the potential energy destroys the completeness of the 
statement 

2 W = U, 
if U be the potential energy. 
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In an elastic solid of the ordinary kind, with n, = O, we have 
P,=n(2 curl VDN + VN curl D), 
F = -n curl: D. } 


In the case of a medium in which n is zero but n, finite (Sir W. 
Thomson’s rotational ether), 


P. = u V curl D.N, 
1 e (68) 
Thirdly, if we have both x - gn and n =n, then 
P, 8 1 1 (n curl D), . . . . (64) 
i. e., the sums of the previous two stresses and forces. 
8 13. As already 9 the vector flux of energy due to the stress 
is TC = -Q= (21 T C22 T C98) ec ec eee (65) 
Besides this, there is the flux of energy 
q(U+T) 
by convection, where U is potential and 7 kinetic energy. Therefore, 
W 4(UTT) - LCCG . (66) 


represents the complete energy-flux, so far as ths stress and motion are 
concerned. Its convergence increases the potential energy, the kinetic 
energy, or is dissipated. But if there be an impressed translational 
force f, its activity is fq. This supply of energy is independent of the 
convergence of W. Hence 


fq=Q4+U04+T+div d UT T) - TC! cece (67) 


is the equation of activity. 
But this splits into two parts at least. For (67) is the same as 


(f+ F)a r QVg=Q+U+74+divq(U+T), ........... (68) 
and the translational portion may be removed altogether. That is, 
(f+ F)q=Q,+ Dot Tot div (Lo To), . . . (69) 


if the quantities with the zero suffix are only translationally involved. 
For example, if 


as in fluid motion, without frictional or elastic forces associated with 
the translation, then 
oq 


(f+ )- T* r n 71) 
if T=4pq?, the kinetic energy per unit volume. The complete form 


a comes in by the addition of elastic and frictional resisting forces. 
So, deducting (69) from (68), there is left 


Leg -i + U, + Å div (UT TI). . (72) 
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where the quantities with suffix unity are connected with the distortion 
and the rotation, and there may plainly be two sets of dissipative terms, 
and of energy (stored) terms. Thus the relation 


= ( + mf + nga) Sir. (73) 


will bring in dissipation and kinetic energy, as well as the former 
potential energy of rotation associated with n,. 

That there can be dissipative terms associated with the distortion is 
also clear enough, remembering Stokes's theory of a viscous fluid. 
Thus, for simplicity, do away with the rotating stress, by putting «=0, 
making P, and Q, identical. Then take the stress on the i-plane to be 
given by 


P, = (n+ pS tet) O. v) M rg) div D}, (14) 


and similarly for any other plane; where P= — div D. 
When »=0, v=0, we have the elastic solid with rigidity and com- 
ressibility. When n=0, v=0, we have the viscous fluid of Stokes. 
en v=0 only, we have a viscous elastic solid, the viscous resistance 
being purely distortional, and proportional to the speed of distortion. 
But with n, , v, all finite, we still further associate kinetic energy with 
the potential energy and dissipation introduced by n and . 
We have 


= PVg=Q,+ U,+T, 


for infinitesimal strains, omitting the effect of convection of energy ; 
where 


T= p| - ¿(div q)? vr + Vid) vg, + Vad) + Vga(Vgs + Ved) |, . . 
Q,=p [ - 3(div q)? + Vg (Vg + Vid) + vad Vad) + vgs Vg Vd), ] . . . 
u,- 4 (7 Giv DV + VD,(VD,+V,D)+VD{VD,+V,D)+VDJVD,+¥,D) | 


n 
Observe that T, and Q, only differ in the exchange of pu to 4v; but Up 
the potential energy, is not the same function of n and D that 7, is of v 
and q. But if we take k=0, we produce similarity. An elastic solid 
ne no resistance to compression is also one of Sir W. Thomson’s 
ethers. 


When n=0, »=0, v=0, we come down to the frictionless fluid, in 
which 


d 
f-VP= ps}, e 78) 
and ei,. (79) 
with the equation of activity 
fa VHT div (UTP) (80) 


the only parts of which are not always easy to interpret are the Pq term, 
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and the proper measure of U. By analogy, and conformably with more 
general cases, we should take 


P= xX div D, and U = }k(div D}, 


reckoning the expansion or compression from some mean condition. 


The Electromagnetic Equations in a Moving Medium. 


§ 14. The study of the forms of the equation of activity in purely 
mechanical cases, and of their interpretation, is useful, because in 
the electromagnetic problem of a moving medium we have still 
greater generality, and difficulty of safe and sure interpretation. To 
bring it as near to abstract dynamics as possible, all we need say 
regarding the two fluxes, electric displacement D and magnetic induc- 
tion B, is that they are linear functions of the electric force E and 


magnetic force H, say 
B= pH, D=cK, ....... e (81) 


where c and p are linear 5 of the symmetrical kind, and that 
associated with them are the stored energies U and 7, electric and 
magnetic respectively (per unit volume), given by 


U =}ED, Tal |: 0: ee (82) 


In isotropic media c is the permittivity, n the inductivity. It is 
unnecessary to say more regarding the well-known variability of n and 
hysteresis than that a magnet is here an ideal magnet of constant 
inductivity. 

As there may be impressed forces, E is divisible into the force of the 
field and an impressed part; for distinctness, then, the complete E may 
be called the “force of the flux D. Similarly as regards H and B. 

There is also waste of energy (in conductors, namely) at the rates 


Q, = EC, Q; = HK, 6966966660 (83) 
where the fluxes C and K are also linear functions of E and H respec- 
tively ; thus 

C=kE, WG, E T (84) 


where, when the force is parallel to the flux, and & is scalar, it is the 
electric conductivity. Its magnetic analogue is g, the magnetic con- 
ductivity. That is, a magnetic conductor is a (fictitious) body which 
cannot support magnetic force without continuously dissipating energy. 
Electrification is the divergence of the displacement, and its analogue, 
magnetification, is the divergence of the induction ; thus 
p=divD, r (85) 
15 their volume densities. The quantity o is probably quite fictitious, 
ike K. 
According to Maxwell’s doctrine, the true electric current is always 
circuital, and is the sum of the conduction-current and the current of 
displacement, which is the time-rate of increase of the displacement. 
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But, to preserve circuitality, we must add the convection-current when 
electrification is moving, so that the true current becomes 


c (86) 
where q is the velocity of the electrification p. Similarly 
d= ZT B+ qo oo. (87) 


should be the corresponding magnetic current. 

§ 15. Maxwell's equation of electric current in terms of magnetic 
force in a medium at rest, say, 

curl H, =C+D, 
where H, is the force of the field, should be made, using H instead, 
curl (H- ho) OT DA q, 

and here h, will be the intrinsic force of magnetization, such that uh, 
is the intensity of intrinsic magnetization. But I have shown that 
when there is motion, another impressed term is required, viz., the 
motional magnetic force 


Die VG //(¶/ AAA (88) 
making the first circuital law become 
curl (H- ho- h) = J=OYD dh (89) 


Maxwell’s other connection to form the equations of propagation is 
made through his vector-potential A and scalar potsutial Y, Findin 
this method not Levey workable, and also not sufficiently Seal 
I have introduced instead a companion equation to (89) in the form 


- curl (B-@)-0)=G=K+B+qo, . . 90) 
where 6, expresses intrinsic force, and e is the motional electric force 
given by 

./ sicrssieshioseauss (91) 


which is one of the terms in Maxwell’s equation of electromotive force. 
As for eo, it includes not merely the force of intrinsic electrization, 
the analogue of intrinsic magnetization, but also the sources of energy, 
voltaic force, thermoelectric force, etc. 

(89) and (90) are thus the working baat ag with (88) and (91) in 
case the medium moves; along with the linear relations before 
mentioned, and the definitions of energy and waste of energy per unit 
volume. The fictitious K and o are useful in symmetrizing the equa- 
tions, if for no other purpose. 

Another way of writing the two equations of curl is by removing the 
e and h terms to the right side. Let 

curl h =j, J+j=d,, 
„ a ee een (92) 
Then (89) and (90) may be written 
curl (H —h,))=J,=C „„ (93) 
curl (E = 6) do K TBT g. % „%%% %% %%% %%% „„ „„ 
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So far as circuitality of the current goes, the change is needless, and 
still further complicates the make-up of the true current, supposed now 
to be J, On the other hand, it is a simplification on the left side, 
1 the current from the force of the flux or of the field more 
simply. 

A question to be settled is whether J or Jo should be the true 
current. There seems only one crucial test, viz., to find whether ed 
or 6J, is the rate of supply of energy to the electromagnetic system by 
an intrinsic force 6,. This requires, however, a full and rigorous 
examination of all the fluxes of energy concerned. 


The Electromagnetic Flux of Energy in a stationary Medium. 
§ 16. First let the medium be at rest, giving us the equations 
curl (H- he) = JOD. . (94) 
-curl (E - eo) =G@=K+B. B...... . (95) 
ey (94) by (E- e,), and (95) by (H- ho), and add the results. 
us, 


(E - 0,)J + (H-h,)@ = (E - e) curl H- h,) - H- h,) curl (-e, 
which, by the formula (25), becomes 
6d +h,G = EJ + HG div V(E - e) (H- h.); 
or, by the use of (82), (83), 


oJ +thG=Q+ UT T dir W.. . . .. . 96) 
where the new vector W is given by 
W = V(E- eo) (H- ho ) . (97) 


The form of (96) is quite explicit, and the interpretation sufficiently 
clear. The left side indicates the rate of supply of energy from 


intrinsic sources. Thus, (Q+ UT) shows the rate of waste and of 
storage of energy in the unit volume. The remainder, therefore, 
indicates the rate at which energy is passed out from the unit volume 
and the flux W represents the flux of energy necessitated by the 
postulated localization of energy and its waste, when E and H are 
connected in the manner shown by (94) and (95). 

There might also be an independent circuital flux of energy, but, 
being useless, it would be superfluous to bring it in. 

The very important formula (97) was first discovered and interpreted 
by Professor Poynting, and independently discovered and interpreted 
a little later by myself in an extended form. It will be observed that 
in my mode of proof above there is no limitation as to homogeneity or 
isotropy as regards the permittivity, inductivity, and conductivity. 
But c and p should be symmetrical. On the other hand, k and g do 
not require this limitation in deducing (97). “ 


* The method of Tng Maxwell’s electromagnetic scheme employed in the 
text (first introduced in Electromagnetic Induction and its Pro tion,” The 
Electrician, January 3, 1885, and later) may, perhaps, be appropriately termed the 
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It is important to recognize that this flux of energy is not dependent 
upon the translational motion of the medium, for it is assumed explicitly 
to be at rest. The vector W cannot, therefore, be a flux of the kind 
Q,g before discussed, unless possibly it be merely a rotating stress that 
is concerned. 

The only dynamical analogy with which I am acquainted which 
seems at all satisfactory is at furnished by Sir W. Thomson's theory 
of a rotational ether. Take the case of e = O, h,=0, k=0, g=0, and 
c and u constants, that is, pure ether uncontaminated by ordinary 
matter. Then 

curl Hac, sisssvericssivecscasiasas .. (98) 
—curl EL . —— —. 99) 


Now, let H be velocity, A density; then, by (99), - curl E is the 
translational force due to the stress, which is, therefore, a rotating 


stress; thus, 
P, = VEN, Q,=VNE; ........... . 00 


and 21 is the torque. The coefficient c represents the compliancy or 
reciprocal of the quasi-rigidity. The kinetic energy uH? represents 
the magnetic energy, and the potential energy of the rotation represents 
the electric energy; whilst the flux of energy is VEH. For the activity 
of the torque is 


og, eur. 
and the translational activity is 


- H curl E. 
Their sum is div VEH, 
making VEH the flux of energy.“ 


All attempts to construct an elastic-solid analogy with a distortional 
stress fail to give satisfactory results, because the energy is wrongly 
localized, and the flux of energy incorrect. Bearing this in mind, the 
above analogy is at first sight very enticing. But when we come to 


Duplex method, since its characteristics are the exhibition of the electric, 
magnetic, and electromagnetic relations in a duplex form, symmetrical with 
respect to the electric and magnetic sides. But it is not merely a method of 
exhibiting the relations in a manner suitable to the subject, bringing to light 
useful relations which were formerly hidden from view by the intervention of the 
vector-potential and its 55 but constitutes a method of working as well. 
There are considerable difficulties in the way of the practical employment of 
Maxwell's equations of propagation, even as they stand in his treatise. These 
difficulties are greatly magnified when we proceed to more general cases, involving 
heterogeneity and eolotropy and motion of the medium supporting the fluxes. 
The duplex method supplies what is wanted. Potentials do not appear, at least 
initially. They are regarded strictly as auxiliary functions which do not represent 
any physical state of the medium. In special problems they may be of great 
service for calculating purposes; but in general investigations their avoidance 
simplifies matters greatly. The state of the field is settled by E and H, and these 
are the primary objects of attention in the duplex system. 


This form of application of the rotating ether I gave in The Electrician, 
January 23, 1891, p. 360. 
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remember that the d/dé in (8) and (99) should be 0/0, and find extra- 
ordinary difficulty in extending the analogy to include the conduction 
current, and also remember that the electromagnetic stress has to be 
accounted for (in other words, the known mechanical forces), the per- 
fection of the analogy, as far as it goes, becomes disheartening. lt 
would further seem, from the explicit assumption that q =0 in obtaining 
W above, that no analogy of this kind can be sufficiently comprehensive 
to form the basis of a physical theory. We must go altogether beyond 
the elastic solid with the additional property of rotational elasticity. I 
should mention, to avoid misconception, that Sir W. Thomson dogs not 
push the analogy even so far as is done above, or give to p and c the 
same interpretation. The particular meaning here given to n is that 
assumed by Professor Lodge in his Modern Views of Electricity,” on 
the ordinary elastic-solid theory, however. I have found it very con- 
venient from its making the curl of the electric force be a Newtonian 
force (per unit volume). When impressed electric force e, produces 
disturbances, their real source is, as I have shown, not the seat of eq, 
but of curl e. So we may with facility translate problems in electro- 
magnetic waves into elastic-solid problems by taking the electromagnetic 
source to represent the mechanical source of motion, impressed New- 
tonian force. 


Examination of the Flux of Energy in a Moving Medium, and Establishment 
of the Measure of True Current. 


§ 17. Now pass to the more general case of a moving medium with 
the equations 


curlH,= curl(H-h,—h)=J=C+D+qp, ......... (101) 
- curl EI = - curl (N- eo- e) -G KT BTO ......... (102) 


where EI is, for brevity, what the force E of the flux becomes after 
deducting the intrinsic and motional forces; and similarly for HI. 
From these, in the same way as before, we deduce 


(e e) + (ho + h)G = EJ + HG + div VEH, ; ......... (103) 


and it would seem at first sight to be the same case again, but with 
impressed forces (e eo) and (h+h,) instead of e, and h., whilst the 
Poynting flux requires us to reckon only E, and H, as the effective 
electric and magnetic forces concerned in it.* 


It will be observed that the constant 4r, which usually appears in the 
electrical equations, is absent from the above investigations. This demands a 
few words of explanation. The units employed in the text are rational units, 
founded upon the principle of continuity in space of vector functions, and the 
corresponding appropriate measure of discontinuity, viz., by the amount of diver- 
gence. In popular language, the unit pole sends out one line of force, in the 
rational system, instead of 47 lines, as in the irrational system. The effect of the 
rationalization is to introduce 4x into the formula of central forces and potentials, 
and to abolish the swarm of 4r’s that appears in the practical formule of the 
practice of theory on Faraday- Maxwell lines, which receives its fullest and most 
appropriate a Shere in the rational method. The rational system was explained 
by me in The Electrician in 1882, and applied to the general theory of potentials 
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But we must develop (Q+ UH plainly first. We have, by (86), 
(87), used in (103), 
0% + h G = E(C + Ú + gp) + H(K+B + qo) - (ed hd) div VI; H, (104) 
Now here we have 


Ü= 54RD = $B +jDE E51 - ED) 


-E = ED - U. 
Comparison of the third with the second form of (105) defines the 
generalized meaning of ¢ when c is not a mere scalar. Or thus, 


Ù, --. 


en EE bE} + Jes ER + 4E. E, + aE E. . en EB. . (106) 
representing the time- variation of U due to variation in the c’s only. 
Similarly T = HB - }HpH=HB- TI. . . (107) 


with the equivalent meaning for à generalized. 
Using these in (104), we have the result 


eJ +hG=(Q+ Ù + Î) + q(Ep + Ho) (IEE + IHE) 
- (eJ + hG) +div VE,H,. (108) 
Here we have, besides (Q + U + Ï), terms indicating the activity of a 


and connected functions in 1883. (Reprint, vol. 1, p. 199, and later, y 
p. 262.) I then returned to irrational formulæ because I did not think, then, that 
a reform of the units was practicable, partly on acconnt of the labours of the B. A. 
Committee on Electrical Unita, and partly on account of the a; aranne of, and 
indifforence to, theoretical matters which prevailed at that time. But the circum- 
stances have greatly changed, and I do think a change is now practicable. There 
has been great advance in the knowledge of the meaning of Maxwell's theory, and 
a diffusion of this knowledge, not merely amongst scientific men, but amongst a 
large body of practicians called into existence by the extension of the practical 
applications of electricity. Electricity is becoming, not only a master science, but 

a very practical one. It is fitting, therefore, that learned traditions should 
not be allowed to control matters too greatly, and that the units should be ration- 
alized. To make a beginning. I am employing rational units throughout in my 
work on “ Electromagnetic Theory,” commenced in The Electrician in January, 
1891, and continued as fast as circumstances will permit; to be republished in 
book form. In Section XVII. (October 16, 1891, p. 655) will be found stated 
more fully the nature of the change proposed, and the reasons for it. I point out, 
in conclusion, that as regards theoretical treatises and investigations, there is no 
difficulty in the way, since the connection of the rational and irrational units may 
be explained separately; and I express the belief that when the merits of the 
rational system are fully recognised, there will arise a demand for the rationaliza- 
tion of the practical units. We are, in the opinion of men qualified to judge, 
within a measurable distance of adopting the metric system in England. Surely 
the smaller reform I advocate should precede this. To put the matter plainly, the 
present system of units contains an absurdity running all through it of the same 
nature as would exist in the metric system of common units were we to define the 
unit area to be the area of a circle of unit diameter. The absurdity is only 
different in being less obvious in the electrical case. It would not matter much if 
it were not that electricity is a practical science. 
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translational force. Thus, Ep is the force on electrification p, and Bap 
its activity. Again, 


2 i 
a é+qV.c; 
so that we have t= A.G 
ot 
aa I... (109) 
and, similarly, -N qv. i 
the generalized meaning of which is indicated by 
-2U 4 HEEB = v. -d; (li) 
where, in terms of scalar products involving E and D, | 
YU. (I. qv. D- D. V. I)) (111) 
This is also the activity of a translational force. Similarly, 
or : 
— H- o sassevasetes (112) 
is the activity of a translational force. Then again, 
- (eJ +hG)= —-JVqB -GVDq = (VIB VD) (113) 


expresses a translational activity. Using them all in (108), it becomes 
eJ ＋ hd =(Q+ U+7)+q(Bp + Ho - VU,- VI, + VIB + VDG) 
+ div VEH, (U. Z.), (114) 


It is clear that we should make the factor of q be the complete trans- 
lational force. But that has to be found; and it is equally clear that, 
although we appear to have exhausted all the terms at disposal, the 
factor of q in (114) is not the complete force, because there is no term 
by which the force on intrinsically magnetized or electrized matter 
could be exhibited. These involve e and hy But as we have 


Q(VjoB + VDg,) = (ej t+ hg t (115) 


a possible way of bringing them in is to add the left member and 
subtract the right member of (115) from the right member of (114); 
bringing the translational force to f, say, where 


f=Ep Ho- VU. - VT, + Vj VD(G+8,). ..... (116) 

But there is still the right number of (115) to be accounted for. We 
have 

— div (Veh, + Veoh) = ej, + Dgo + 0j +b g, .......... (117) 


and, by using this in (114), through (115), (116), (117), we bring it to 
Od + hd =(Q+ Ù+ 1) + fq - (en + hg) + div (VE,H, - Veh, - Veh) 
“ 7.); (118) 
H.E.P.—VOL. Ii. 2M 
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or, transferring the eo, ho terms from the right to the left side, 
eJ T h. = O UT di- (VE, H,- Veh,- Veh) + 5( 9. ,). (119) 


Here we see that we have a correct form of activity equation, though it 
may not be the correct form. Another form, equally probable, is to be 
obtained by bringing in Veh; thus 

div Veh =h curl e- e curl h = - (ej + hg) =q(VjB + VDg), (120) 
which converts (119) to 
@,Jo+hG, =Q+U+ ?+Fq+div(VB,H ,-Veh-Veh,-Va,h) +<( U.+T,) (121) 
where F is the translational force 

F = Ep + Ho - VU, - VI. + V curl H.B + V curl E.D, ...... (122) 


which is perfectly symmetrical as regards E and H, and in the vector 
products utilizes the fluxes and their complete forces, whereas former 
forms did this only partially. Observe, too, that we have only been 
able to bring the activity equation to a correct form (either (119) or 
(122)) by making edo be the activity of intrinsic force e which requires 
that J, should be the true electric current, according to the energy 
criterion, not d. 

§18. Now, to test (119) and (121), we must interpret the flux in 


(121), or say 
Y= V EH, - Veh - Veh, - Veb, ................ (123) 


which has replaced the Poynting flux VE HI when q=0, along with 
the other changes. Since Y reduces to VÈ H, when q = 0, there must 
still be a Poynting flux when q is finite, though we do not know its 
precise form of expression. There is also the stress flux of energy and 
the flux of energy by convection, making a total flux 


X= W+q(U+T)--2QG+q( Uy +My), . (124) 


where W is the Poynting flux, and — 2 0 that of the stress, whilst 
q(U, + T,) means convection of energy connected with the translational 
force. We should therefore have 


eodo + hodo - ( UT 7) A (G ＋ U 70) A div K. (125) 
to express the continuity of energy. More explicitly 
QJ, +hG=9+U+T +div(W+q(U+7)] 
+ Qo+ U. T7. div I- 2 02 +U TM) . (126) 


But here we may simplify by using the result (69) (with, however, 
f put O), making (126) become 


eJ + hd - ( Ù+ Ý) + Fq + 8a + div[W +q(U + T) - Log (127) 


where § is the torque, and a the spin. 
Comparing this with (121), we see that we require 


W+q(U+T7)-2Q¢= VEH, - Veh Veh - Veh (128) 


ON THE FORCES IN THE ELECTROMAGNETIC FIELD. 547 


with a similar equation when (119) is used instead; and we have now 

to separate the right member into two parts, one for the Poynting flux, 

the other for the stress flux, in such a way that the force due to the 

stress is the furce F in (121), (122), or the force f in (119), (116); or 

similarly in other cases. It is unnecessary to give the failures; the 

oy one that stands the test is (121), which satisfies it completely. 
argued 


that 
W = V(B— e (H- by) ) .. (129) 


was the probable form of the Poynting flux in the case of a moving 

medium, not VZ. Hi, because when a medium is endowed with a uniform 

translational motion, the transmission of disturbances through it takes 

pee just as if it were at rest. With this expression (129) for W, we 
ave, identically, 


VE H,- Veh - Veoh Veh, = W- VeH - VE h.. (130) 
Therefore, by (128) and (130), we get 
2Q¢= VeH + VE TUT T)) (131) 


to represent the negative of the stress flux of energy, so that, finally, 
the fully significant equation of activity is 


eJ ＋ hd = OT U+7+Fq+8a+div|V(E -e,)(H - ho) +q(U+7)] 
- div VeH + VEh+q(U+7)]. (132) 


This is, of course, an identity, subject to the electromagnetic equations 
we started from, and is only one of the multitude of forms which may 
be given to it, many being far simpler. But the particular importance 
of this form arises from its being the only form apparently possible 
which shall exhibit the principle of continuity of energy without out- 
standing terms, and without loss of generality; and this is only possible 
by taking J, as the proper flux for e, to work upon.“ 


In the original an erroneous estimate of the value of (0/ct)(U.+ Tu) was used 
ia some of the above equations, This is corrected. The following contains full 
details of the calculation. We require the value of (O/oc) Ce, or of Rc / Oe) B, 
where Oc/ ot is the linear 3 whose components are the time - variations (for 
the same matter) of those of c. The calculation is very lengthy in terms of these 
six components. But vectorially it is not difficult. In (27), (28) we have 

ö p (132a) 
= (1.0, T J. 0 ＋ k. o) B, 
if the vectors oi, o, o, are given by 
0, = ien Ten Ren, o, 1 Ten Ki, e, = Meg, + J + Kegs. 
We, therefore, have 


ESE = 28.6 + Qe, + Æ o )E + 201.5 + „x. Ste (132b) 


The part played by the dots is to clearly separate the scalar products. 

Now sup that the eolotropic property symbolized by c is intrinsically 
unchanged by the shift of the matter. he mere translation does not, therefore, 
affect it, nor does the distortion ; but the rotation does. For if we turn round 
an eolotropic portion of matter, keeping B unc ed, the value of U is altered 
by the rotation of the principal axes of c along with the matter, so that a torque 


is required. 
In equation (132a), then, to produce (1325), we keep E constant, and let the six 
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Derivation of the Electric and Magnetic Stresses and Forces from the 
Fluz of Energy. 

§ 19. It will be observed that the convection of energy disappears by 
occurring twice oppositely signed ; but as it comes necessarily into the 
expression for the stress flux of energy, I have preserved the cancelling 
terms in (132). A comparison of the stress flux with the Poynting 
flux is interesting. Both are of the same form, viz., vector products of 
the electric and magnetic forces with convection terms ; but whereas in 
the latter the forces in the vector-product are those of the field (i. e., only 
intrinsic forces deducted from J and H), in the former we have the 
motional forces e and h combined with the complete E and H of the 
fluxes. Thus the stress depends entirely on the fluxes, however they 
be produced, in this respect resembling the electric and magnetic 
energies. 

To exhibit the stress, we have (131), or 

i121 +Q: + Qog = VeH + VER +q(U+T). «0.0.00. (133) 
In this use the expressions for e and h, giving 
2 Q = VHVBq + VEVDq + q(U +T) 
= B.Hq - q.HB + D. Eq -q.ED+q(U+T) 
=(B.Hq - q7) TOD. Ba- U) . . (134) 


where observe the singularity that q( U + T) has changed its sign. The 
first set belongs to the magnetic, the second to the electric stress, since 
we see that the complete stress is thus divisible. 


vectors 1, J, k, oi, o, c, rotate as a rigid body with the spin a= J curl a. But 
when a vector magnitude 1 is turned round in this way, its rate of time-change 
Ar is Vai. Thus, for 0/ct, we may put Va throughout. Therefore, by (1325), 


sg 8 B(Vat.o, + vag. 6, + Vak.o, \B+B(1 .Vao, +) Vac +k .Vac,)E. (132c) 
In this use the parallelepipedal transformation (12), and it becomes 
aXe vrai. en J.0)+ x. .) (1.0, + J.05+ *. % vn. 


= (VEa)cE + Ec( VEa) = (D+ D/) VEa, VVV (132d) 


by (132a), if D/ is conjugate to D; that is, D/=c/E=Ec. So, when c=, asin 
the electrical case, we have 


. AEE = DVEa = aVDE, 
and similarly an r (132e) 
. = — = ; 
= zun BVHa = aVBH. 
Now the torque arising from the stress is (see (189) ) 
8 = VDE + VBH, 
so we have 80 U.+ Tp) = Sa = torque x bin (132/) 


The variation allowed to 1, J, k may seem to conflict with their coustancy (as 
reference vectors) in general. But they merely vary for a temporary purpose, 
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The divergence of 2 C being the activity of the stress-variation per 
unit volume, its N-component is the activity of the stress per unit 
surface, that is, 

(NB. Hq - Nq. T) + (ND. Eq - Nq. U) 


=q(H.BN+E.DN-NO-NT)=P,4. 3 (135) 
The stress itself is therefore 
P/ (B. DN NU) T (H. BN NT) (136) 


divided into electric and magnetic portions. This is with restriction 
to symmetrical u and c, and with persistence of their forms as a particle 
moves, but is otherwise unrestricted. 

Neither stress is of the symmetrical or irrotational type in case of 
eolotropy, and there appears to be no getting an irrotational stress save 
by arbitrary assumptions which destroy the validity of the stress as a 
correct deduction from the electromagnetic equations. But, in case of 
isotropy, with consequent directional identity of E and D, and of H 
and B, we see, by taking N in turns parallel to, or perpendicular to B 
in the electric case, and to H in the magnetic case, that the electric 
stress consists of a tension U parallel to E combined with an equal 
lateral pressure, whilst the magnetic stress consists of a tension 7 
parallel to H combined with an equal lateral pressure. They are, in 
fact, Maxwell's stresses in an isotropic medium homogeneous as regards 
u and c. The difference from Maxwell arises when A and c are variable 
(including abrupt changes from one value to another of p and c), and 


being fixed in the matter instead of in But we may, perhaps better, discard 
i, J, k altogether, and use any independent vectors, 1, m, n instead, making 
D = (I. oi m. c n. % hl (132g) 


wherein the c’s are properly chosen to suit the new axes. The calculation then 
proceeds as before, half the value of OU,/cé¢ arising from the variation of- J, m, n, 
and the other half from the o’s, provided c is irrotational. 

Or we may choose the three prio pal axes of c in the body, when 1, m, n will 
coincide with, and therefore move with them. 

Lastly, we may proceed thus :— 

Bog = OP _ DOE - EVaD - DVaE = 2a VDE. (132A) 
ot - at ot — = eeeoes of 6 6 %% „%% %%% %%% 

That is, replace Oſot by Va when the operands are B and D. This is the 
correct result, but it is not easy to justify the process directly and plainly; 
although the clue is given by observing that what we do is to take a difference, 
from which the time-variation of E disappears. 

If it is D that is kept constant, the result is 2aVED, the negative ‘of the above. 

It is also worth noticing that if we split‘up E into E, + B, we shall have 


Dek. = = 
BSR =a Vie, - VE (cR) |, 
Op = = 
Be, = af VN - VEE) |. 
These are only equal when c = c’, or Ec = cE ; so that, in the expansion of the 


torque, 

VDE = VD,E, + VD, B, + VD. EI + VD,E,, 
the cross-torques are not VDB and VD,E,, which are unequal, but are each equal 
to half the sum of these vector-products. 
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when there is intrinsic magnetization, Maxwell’s stresses and forces 
being then different. f 
The stress on the plane whose normal is VEH, is 


E. DVEH + H.BVEH - (U+ T)VEH E. HVDE＋ H. EVHB -(U+7)VEH (137) 
V EH V EH g 
reducing simply to a pressure (U T), in lines parallel to VRH, in case 


of isotropy. 
§ 20. To find the force F, we have 
FN =div Q, =div (D.EN - NU +B. HN - N7) 
EN. o + DV. EN - BE. NV. D- 4D. NV. E + etc. 
= EN.p+D(V.EN - NV. E) + 4(D. NV. E- E. NV. D) + etc. 
= N[Ep + V curl E. D- YU, + etc.e./ i . (138) 
where the unwritten terms are the similar magnetic terms. This being 
the N-component of F, the force itself is given by (122), as is necessary. 
It is V curl ho. B that expresses the translational force on intrinsically 
magnetized matter, and this harmonizes with the fact that the flux B 
due to any impressed force ho depends solely upon curl hy. 
Also, it is VI. that explains the forcive on elastically magnetized 
matter, e.g., Faraday’s motion of matter to or away from the places of 


greatest intensity of the field, independent of its direction. 
If 8 be the torque, it is given by 


VBN = P, -Q,=E.DN - D. EN + etc. = VN( VED + VHB); 
therefore B= VDE TUB... . (139) 


But the matter is put more plainlv by considering the convergence 
of the stress flux of energy and dividing it into translational and other 
parts. Thus 

div 2 Qg = Fq (E. Dv. - U div q) + (H. Bv. q - T div q), ...(140) 
where the terms following Fq express the sum of the distortional and 
rotational aotivities. 


Shorter Way of going from the Circuital Equations to the Flux of 
Energy, Stresses, and Forces. 


§ 21. I have given the investigation in S 17 to 19 in the form in 
which it occurred to me before I knew the precise nature of the results, 
being uncertain as regards the true measure of current, the proper form 
of the Poynting flux, and how it worked in harmony with the stress 
flux of energy. But knowing the results, a short demonstration may 
be easily drawn up, though the former course is the most instructive. 


Thus, start now from 
curl (H- hy) = Jo, 
- curl (E- eo) = Go, 
on the assumptional understanding that J, and d, are the currents which 
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make @,J, and h,G, the activities of e, and ho the intrinsic forces. Then 
eo + hodo = EJ, HG div VVV ...... (142) 
where WS V(E - eo) (H- h)) (143) 


and we now assume this to be the proper form of the Poynting flux. 
Now develop EJ, and HG, thus :— 


EJ, + HG, = B(0 +D + qp + curl h) +H(K +B + qo - curl e), by (93); 
=Q,+U+U,+Eqo+Ecurl VDq 
+Q.+7+T7 +Hqo+H curl VBq, by (88) and (91); 
=(),+U+U,+Eqp + E(D div q + q. D- ꝗ div D- Dv.q) 
+Q,+7'+ 7, +Hqo + H(Bdivg +qV.B-qdivB-BY.q),'by (26) 
=Q,+U+U,+2U divq+E.qv.D-E.DV.q 
+ magnetic terms, 
=(Q,+ Ü +div qU)+(Udivq-E.DV. d) (V. qv. UA E. qv. D) 
F magnetic tems aan (144) 
Now here qv.U =4B.qV.D +4D.qV.E, 
so that the terms in the third pair of brackets in (144) represent 


: dU, 170 
Ú, +qv.U,= <= ESE, 


with the generalized meaning before explained. So finally 
EJ,+HG,=Q+U+T+ div q(U+7)+£(0,+ 7.) 
+ (U div q- E. Dv. q) T divY - H. Bv. q), . (145) 
which brings (142) to 
QJ +h G,=Q+U4+T+div(W+q(0+T)} 
+ S(T, + 7. + (U div q- E. DV. q) + (Tdiv q - H. BV. q), (146) 


which has to be interpreted in accordance with the principle of con- 


tinuity of energy. 
Use the form (127), first, however, eliminating Fq by means of 


div È Qg = Fq rg, 
which brings (127) to 
eo Jo +h,G,=Q+U+1+div{W+q(l'+7)} -O Sa; (147) 
and now, by comparison of (147) with (146) we see that 
- 8a + Z QVg = (E. Do. a- U div q)- . (H.BV.q-T div O-. (448) 
from which, when p and c do not change intrinsically, we conclude that 


een a gegen ieee (149) 
P. -H. BN NT E. DN NU, 
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as before. In this method we lose sight altogether of the translational 
force which formed so prominent an object in the former method as a 
guide. 

Some Remarks on Hertz s Investigation relating to the Stresses. 


§22. Variations of c and u in the same portion of matter may occur 
in ditferent ways, and altogether independently of the strain-variations. 
Equation (146) shows how their influence affects the energy transforma- 
tions ; but if we consider only such changes as depend on the strain, 
i. e., the small changes of value which » and c undergo as the strain 
changes, we may express them by thirty-six new coefficients each (there 
being six distortion elements, and six elements in , and six in c), and 
so reduce the expressions for OU,/ct and O7,/0¢ in (148) to the form 
suitable for exhibiting the corresponding change in Q, and in the stress 
function P., As is usual in such cases of secondary corrections, the 
magnitude of the resulting formula is out of all proportion to the 
importance of the correction-terms in relation to the primary formula 
to which they are added. 

Professor H. Hertz* has considered this question, and also refers to 
von Helmholtz’s previous investigation relating to a fluid. The c and p 
can then only depend on the density, or on the compression, so that a 
single coefficient takes the place of the thirty-six. But I cannot quite 
follow Hertz’s stress investigation. First, I would remark that in 
developing the expression for the distortional (plus rotational) activity, 
he assumes that all the coefficients of the spin vanish identically ; this 
is done in order to make the stress be of the irrotational type. But it 
may easily be seen that the assumption is inadmissible by examining 
its consequence, for which we need only take the case of c and intrin- 
sically constant. By (139) we see that it makes 8=0, and therefore 
(since the electric and magnetic stresses are separable), VHB = O, and 
VED =0; that is, it produces directional identity of the force E and 
the flux D, and of the force H and the flux B. This means isotropy, 
and, therefore, breaks down tha investigation so far as the eolotropic 
application, with six A and six c coefficients, goes. Abolish the assump- 
tion made, and the stress will become that used by me above. 

Another point deserving of close attention in Hertz’s investigation, 
relates to the principle to be followed in deducing the stress from the 
electromagnetic equations. Translating into my notation it would 
appear to amount to this, the à priori assumption that the quantity 


= 80075) f (150) 


where v indicates the volume of a moving unit element undergoing 

distortion, may be taken to represent the distortional (plus rotational) 

activity of the magnetic stress. Similarly as regards the electric stress. 
Expanding (150) we obtain 


T T d yB, my. OT, 
Sp „ apt HL I diy d- eee (151) 


* Wiedemann’s Annalen, v. 41, p. 369. 
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Now the second circuital law (90) may be written 
- curl (B- @,)= K+ 22 + (B div q- BV. 0. . (e 


Here ignore e, K, and ignore the curl of the electric force, and we obtain, 
by using (152) in (151), 


H. BV. q - HB div q+ T'div q - -E. BV.q - rar d-, (153) 


which represents the distortional activity (my form, not equating to 
zero the coefficients of curl q in its development). We can, therefore, 
derive the magnetic stress in the manner indicated, that is, from (150), 
with the special meaning of OB/ot later stated, and the ignorations or 
nullifications. 

In a similar manner, from the first circuital law (89), which may be 
written 


curl -h O 57 +(D div q- DV. d) sess. (154) 


we can, by ignoring the conduction-current and the curl of the mag- 
netic force, obtain 


É <(00) -. po. a = d d- e (155) 


which represents the distortional activity of the electric stress. 

The difficulty here seems to me to make it evident à priori that (150), 
with the special reckoning of OB/0t, should represent the distortional 
activity (plus rotational understood) ; this interesting property should, 
perhaps, rather be derived from the magnetic stress when obtained by 
a safe method. The same remark applies to the electric stress. Also, 
in (150) to (155) we overlook the Poynting flux. I am not sure how 
far this is intentional on Professor Hertz’s part, but its neglect does 
not seem to give a sufficiently comprehensive view of the subject. 

The complete expansion of the magnetic distortional activity is, in 
fact, 


H.BV.q- Pdivg-<"=0,+1'+ div q?- HQ; eee (156) 
and similarly, that of the electric stress is 
E.DV.q- Udivg- = i V div dv EJ, ana (157) 
It is the last term of (156) and the last term of (157), together, 
which bring in the Poynting flux. Thus, adding these equations, 
EQ- 50. T,,)=Q+U41+divq(0+T) - (V. Hd), (158) 


where (EJ, + HG.) = (eo h. Ge) - div .............. (159) 


and so we come round to the equation of activity again, in the form 
(146), by using (159) in (158). | 
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Modiſied Form of Stress-Vector, and Application to the Surface sepurating 
two Regt 


§ 23. The electromagnetic stress, Py of (149) and (136) may be put 
into another interesting form. We may write it 


P. =4(E.ND+V.VNE.D) +$(H.NB+V.VNH.B). .....(160) 


Now, ND is the surface equivalent of div D and NB of div B; whilst 
VNE and VNH are the surface equivalents of curl E and curl. H. We 
may, therefore, write 


Py = 4(Ep/ VDG) + 4(Ho’ + Vd’B), ............. (161) 


and this is the force, reckoned as a pull, on unit area of the surface 
whose normal is N. Here the accented letters are the surface equiva- 
ss of the same quantities unaccented, which have reference to unit 
volume. 

Comparing with (122) we see that the type is preserved, except as 
regards the terms in F due to variation of c and p in space. That is, 
the stress is represented in (161) as the translational force, due to E 
and H, on the fictitious electrification, magnetification, electric current, 
and magnetic current produced by imagining E and H to terminate at 
the surface across which P, is the stress. 

The coefficient 3 which occurs in (161) is understandable by sup- 
posing the fictitious quantities 05 matter” and current) to be distri- 
buted uniformly within a very thin layer, so that the forces E and H 
which act upon them do not then terminate quite abruptly, but fall off 
gradually through the layer from their full values on one side to zero 
on the other. The mean values of E and H through the layer, that is, 
715 and $H, are thus the effective electric and magnetic forces on the 
ayer as a whole, per unit volume-density of matter or current; or 3 
and 3H per unit surface-density when the layer is indefinitely reduced 
in thickness. 

Considering the electric field only, the quantities concerned are 
electrification and magnetic current. In the magnetic field only they 
are magnetification and electric current. Imagine the medium divided 
into two regions A and B, of which A is internal, B external, and let N 
be the unit normal from 
the surface into the 
external region. The 
mechanical action be- 
tween the two regions 
is fully represented by 
the stress p, over their 
interface, and the for- 
cive of B upon A is 
fully represented by the 
Zand H in Bacting upon 
the fictitious matter and 
current produced on the boundary of B, on the assumption that E and 
H terminate there. If the normal and P, be drawn the other way, 
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thus negativing them both, as well as the fictitious matter and current 
on the interface, then it is the forcive of A on B that is represented by 
the action of B and H in A on the new interfacial matter and current. 
That is, the B and H in the region A may be done away with alto- 
gether, because their abolition will immediately introduce the fictitious 
matter and current equivalent, so far as B is concerned, to the influence 
of the region A. Similarly B and H in B may be abolished without 
altering them in A. And, generally, any portion of the medium may 
be taken by itself and regarded as being subjected to an equilibrating 
system of forces, when treated as a rigid body. 

§ 24. When c and p do not vary in space, we do away with the forces 
-4E%Vc and HV, and make the form of the surface and volume 
translational forces agree. We may then regard every element of p or 
of o as a source sending out from itself displacement and induction 
isotropically, and every element of J or @ as causing induction or 
displacement according to Ampére’s rule for electric current and its 
analogue for magnetic current. Thus 


Be LAA cosas (162) 
§ß6‚!! 8 (163) 


where r, is a unit vector drawn from the infinitesimal unit volume in 
the summation to the point at distance r where E or H is reckoned. 
Or, introducing potentials, 


B= vA eur! D (164) 
Ha v earl Syne + ssssssesessnnne (165) 


These apply to the whole medium, or to any portion of the same, 
with, in the latter case, the surface matter and current included, there 
being no E or H outside the region, whilst within it E and H are the 
same as due to the matter and current in the whole region (“ matter,” 
pando; “current,” J and d). But there is no known general method 
of finding the potentials when c and p vary. 

We may also divide E and H into two parts each, say Ei and H, due 
to matter and current in the region A, and E,, H, due to matter and 
current in the region B surrounding it, determinable in the isotropic 
AEE ane case by the above formule. Then we may ignore EI 
5 i in estimating the forcive on the matter and current in the region 

; thus, 

(Hoi VIB.) + 2 (Epp, + VDG), 00e eea. (166) 


where = div Bi div B, and J, = curl Hi = curl H in region A, is the 
resultant force on the region A, and 


£ (Hir: + VJB) + 2 (Eip; + VDId)) . ... (167) 
is the resultant force on the region B; the resultant force on A due to 
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its own E and H being zero, and similarly for B. These resultant forces 
are equal and opposite, and so are the equivalent surface-integrals 


Z(H VIIB,) + (EH VD, d)) q . (168) 
and 2(Hiof + VIB) + Z(E + VDId )) . (169) 


taken over the interface. The quantity summed is that part of the 
stress- vector, P,, which depends upon products of the H of one region 
and the B of the other, etc. Thus, for the magnetic stress only, 


H. BN N.3HB = (HI. BIN - N. HI Bi) + (H,.B,N N. HB,) 

+ (H,.B,N - N. 3H, B.) + (H.. BIN N. H, B), (170) 
and it is the terms in the second and fourth brackets (which, be it 
observed, are not equal) which together make up the magnetic of 
(168) and (169) or their negatives, according to the direction taken for 
the normal; that is, since H, B. = HBI, | 


=P, = 2(H,.B,N + H,.B,N - N.H,B,) = 2(H.BN - N. HR) 
= 2 (Hof + VIB) = 2(Hyo{ + VIIB,) = Z(H + VJB) 
=2F=2(H,o,+ Vd,B,) = Z(H, + VJ,B,) = 2(He + VJB), (171) 


where the first six expressions are interfacial summations, and the four 
last summations throughout one or the other region, the last summation 
applying to either region. No special reckoning of the sign to be 
prefixed has been made. The notation is such that H =H, +H, 
c=0,+0,, etc., etc. 

The comparison of the two aspects of electromagnetic theory is 
exceedingly curious; namely, the precise mathematical equivalence of 
“ explanation” by means of instantaneous action at a distance between 
the different elements of matter and current, each according to its kind, 
and by propagation through a medium in time at a finite velocity. But 
the day has gone by for any serious consideration of the former view 
other than as a mathematical curiosity, 


Quaternionic Form of Stress-Vector. 


§ 25. We may also notice the Quaternion form for the stress-function, 
which is so vital a part of the mathematics of forces varying as the 
inverse square of the distance, and of potential theory. Isotropy being 
understood, the electric stress may be written 


Py=}[EN BE], . . . . . (172) 


where the quantity in the square brackets is to be understood quater- 
nionically. It is, however, a pure vector. Or, 


E Z sl K. eee (173) 


that is, not counting the factor 3c, the quaternion EA is the same as 


the quaternion [z] ; or the same operation which turns N to E also 
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turns E to P.. Thus N, E, and P, are in the same plane, and the 
angle between N and E equals that between E and Py; and E and P, 
are on the same side of N when E makes an acute angle with N. Also, 
the tensor of P, is U, so that its normal and tangential components are 


DU cos 26 and Usin 26, if O=NE. 
Py= — INE... q (174) 


since the quaternionic reciprocal of a vector has the reverse direction. 
The corresponding volume translational force is 


P= VIV... ——j..(178) 


which is also to be understood quaternionically, and expanded, and 
separated into parts to bocome physically significant. I only use the 
square brackets in this paragraph to emphasize the difference in nota- 
tion. It rarely occurs that any advantage is gained by the use of the 
uaternion, in saying which I merely repeat what Professor Willard 
ibbs has been lately telling us; and I further believe the disadvan- 
tages usually far outweigh the advantages. Nevertheless, apart from 
practical application, an looking at it from the purely quaternionic 
point of view, I ought to also add that the invention of quaternions 
must be regarded as a most remarkable feat of human ingenuity. 
Vector analysis, without quaternions, could have been found by any 
mathematician by carefully examining the mechanics of the Cartesian 
mathematics ; but to find out quaternions required a genius. 


Otherwise, 


Remarks on the Translational Force in Free Ether. 


§ 26. The little vector Veh, which has an important influence in the 
activity equation, where e and h are the motional forces 


e = VqB, h = V Dq, 
has an interesting form, viz., by expansion, 

Veh =q. qVDB = 4. ,. (176) 
if. v be the speed of propagation of disturbances. We also have, in 
connection therewith, the equivalence 

rr (177) 


ways. 
The translational force in a non-conducting dielectric, free from 
electrification and intrinsic force, is 


al 


F = VJB + VDG VjB + Y Dg, 
or, approximately [vol. II., p. 509), : 
= VB + VD$=ŽVDB =| VEH =V. . (178) 
dt v? dt eo" 


The vector VDB, or the flux of energy divided by the square of the 
speed of propagation, is, therefore, the momentum (translational, not 
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magnetic, which is quite a different thing), provided the force F is the 
complete force from all causes acting, and we neglect the small terms 


VjB and VDg. 
But have we any right to safely write 
m 
E atau: (179) 


where m is the density of the ether? To do so is to assume that F. is 
the only force acting, and, therefore, equivalent to the time-variation of 
the momentum of a moving particle.* 

Now, if we say that there is a certain forcive upon a conductor 
supporting electric current; or, equivalently, that there is a certain 
distribution of stress, the magnetic stress, acting upon the same, we do 
not at all mean that the accelerations of momentum of the different 
are represented by the translational force, the “ electromagnetic 
orce.” It is, on the other hand, a dynamical problem in which the 
electromagnetic force plays the part of an impressed force, and similarly 
as regards the magnetic stress ; the actual forces and stresses being 
only determinable from a knowledge of the mechanical conditions of 
the conductor, as its density, elastic constants, and the way it is con- 
strained. Now, if there is any dynamical meaning at all in the electro- 
magnetic equations, we must treat the ether in precisely the same way. 
But we do not know, and have not formularized, the equations of 
motion of the ether, but only the way it propagates disturbance through © 
itself, with due allowance made for the effect thereon of given motions, 
and with formularization of the reaction between the electromagnetic 
effects and the motion. Thus the theory of the stresses and forces in 
the ether and its motions is an unsolved problem, only a portion of it 
being known so far, i. e., assuming that the Maxwellian equations do 
express the known 

en we assume the ether to be motionless, there is a pr 
similarity to the theory of the propagation of vibrations of infinitely 
small range in elastic bodies, when the effect thereon of the actual 
translation of the matter is neglected. 

But in ordinary electromagnetic phenomena, it does not seem that 
the ignoration of q can make any sensible difference, because the speed 
of propagation of disturbances through the ether is so enormous, that if 
the ether were stirred about round a magnet, for example, there would 
be an almost instantaneous adjustmént of the magnetic induction to 
what it would be were the ether at rest. 


Static Consideration of the Stresses.—Indeterminateness. 

§ 27. In the following the stresses are considered from the static point 
of view, principally to examine the results produced by changing the 
form of the stress-function. Either the electric or the magnetic stress 
alone may be taken in hand. Start then, from a knowledge that the 


„Professor J. J. Thomson has endeavoured to make practical use of the idea, 
Phil. Mag., March, 1891. See also my article, The Electrician, January 15, 1886 
[vol. 1., pp. 547-8]. 
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force on a magnetic pole of strength mis Rm, where R is the polar force 
of any distribution of intrinsic magnetization in a medium, the whole of 
which has unit inductivity, so that 


div Rm con hoo . . (180) 


measures the density of the fictitious magnetic” matter; ho being the 
intrinsic force, or, since here p= l, the intensity of magnetization. The 
induction is B=h+R. This rudimentary theory locates the force on a 
magnet at its poles, superficial or internal, by 


iir lessee EN (181) 
The N-component of F is 
FN=RN.divR=div{R.RN-N.jR*}, J)... (182) 
because curl R= O. Therefore 
P. = R. RN N. IRůůjů² q . (183) 


is the appropriate stress of irrotational type. Now, however uncertain 
we may be about the stress in the interior of a magnet, there can be no 
question as to the possible validity of this stress in the air outside our 
magnet, for we know that the force R is then a polar force, and that is 
all that is wanted, m and h being merely auxiliaries, derived from R. 

Now consider a region A, containing magnets of this kind, enclosed 
in B, the rest of space, also containing magnets. The mutual force 
between the two regions is expressed by 2 P, over the interface, which 
we may exchange for 2 Rm through either region A or B, still on the 
assumption that R remains polar. 

But if we remove this restriction upon the nature of R, and allow it 
to be arbitrary, say in region B or in any portion thereof, we find 


NF = div P, = RN div R + NV (curl R). R; 
or F=Rm + VJR, 


if J=curlR. This gives us, from a knowledge of the external magnetic 
field of polar magnets only, the mechanical force exerted by a magnet 
on a region containing J, whatever that may be, provided it be measure- 
able as above; and without any experimental knowledge of electric 
currents, we could now predict their mechanical effects in every respect 
by the principle of the equality of action and reaction, not merely as 
regards the mutual influence of a magnet and a closed current, but as 
regards the mutual influence of the closed currents themselves ; the 
magnetic force of a closed current, for instance, being the force on unit 
of m, is equivalently the force exerted by m on the closed current, which, 
by the above, we know. Also, we see that according to this magnetic 
notion of electric current, it is necessarily circuital. 

At the same time, it is to be remarked that our real knowledge must 
cease at the boundary of the region containing electric current, a 
metallic conductor for instance; the surface over which P/ is reckoned, 
on one side of which is the magnet, on the other side electric current, 
can only be pushed up as far as the conductor. The stress P, may 
therefore cease altogether on reaching the conductor, where it forms a 
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distribution of surface force fully representing the action of the magnet 
on the conductor. Similarly, we need not continue the stress into the 
interior of the magnet. Then, so far as the resultant force on the 
magnet as a whole, in translating or rotating it, and, similarly, so far as 
the action on the conductor is concerned, the simple stress Py of 
constant tensor $R*, varying from a tension parallel to R to an equal 
pressure laterally, acting in the medium between the magnet and con- 
ductor, accounts, by its terminal pulls or pushes, for the mechanical 
forces on them. The lateral pressure is especially prominent in the 
case of conductors, whilst the tension goes more or less out of sight, as 
the immediate cause of motion. Thus, when parallel currents appear to 
attract one another, the conductors are really pushed together by the 
lateral pressure on each conductor being greater on the side remote 
from the other than on the near side: whilst if the currents are 
oppositely directed, the pressure on the near sides is greater than on 
the remote sides, and they appear to repel one another 

The effect of continuing the stress into the interior of a conductor of 
unit inductivity, according to the same law, instead of stopping it on 
its boundary, is to distribute the translational force bodily, according to 
the formula T VR, instead of superficially, according to Z P. In 
either case, of course, the conductor must be strained by the magnetic 
stress, with the consequent production of a mechanical stress. But the 
strain (and aeagelated stress) will be different in the two cases, the 
applied forces being differently localized. The effect of the stress on a 
straight portion of a wire supporting current, due to its own field only, 
is to compress it laterally, and to lengthen it. Besides this, there will 
be resultant force on it arising from the different pressures on its 
opposite sides due to the proximity of the return conductor or rest of 
the circuit, tending to move it so as to increase the induction through 
the circuit per unit current, that is, the inductance of the circuit. 

§ 28. If, now, we bring an elastically magnetizable body into a 
magnetic field, it modifies the field by its presence, causing more or less 
induction to go through it than passed previously in the air it replaces, 
according as its inductivity exceeds or is less than that of the air. The 
forcive on it, considered as a rigid body, is completely accounted for by 
the simple stress P, in the air outside it, reckoned according to the 
changed field, and supposed to terminate on the surface of the disturbing 
body. This is true whether the body be isotropic or heterotropic in its 
inductivity ; nor need the induction be a linear function of the magnetic 
force. It is also true when the body is intrinsically magnetized ; or is 
the seat of electric current. In short, since the external stress depends 
upon the magnetic force outside the body, when we take the external 
field as we may find it, that is, as modified by any known or unknown 
causes within the body, the corresponding stress, terminated upon its 
boundary, fully represents the forcive on the body, as a whole, due to 
magnetic causes. This follows from the equality of action and reaction ; 
the force on the body due to a unit pole is the opposite of that of the 
body on the pole. 

If we wish to continue the stress into the interior of the body, 
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surrounded on all sides by the unmagnetized medium of unit inductivity, 
as we must do if we wish to arrive ultimately at the mutual actions of 
its different parts, and how they are modified by variations of induc- 
tivity, by intrinsic magnetization, and by electric current in the body, 
we may, 80 far as the resultant force and torque on it are concerned, do 
it in any way we please, provided we do not interfere with the stress 
outside. For the internal stress, of any type, will have no resultant 
force or torque on the body, and there is merely left the real external 
stress. : l 

Practically, however, we should be guided by the known relations of 
magnetic force, induction, magnetization, and current, and not go to 
work in a fanciful manner ; furthermore, we should always choose the 
stress in such a way that if, in its expression, we take the inductivity 
to be unity, and the intrinsic magnetization zero, it must reduce to the 
simple Maxwellian stress in air (assumed to represent ether here). But 
as we do not know definitely the forcive arising from the magnetic 
stress in the interior of a magnet, there are several formulæ that suggest 
themselves as possible. 


Special Kinds of Stress Formulæ statically suggested. 
§ 29. Thus, first we have the stress (183); let this be quite general, 


then 
(1) P = R. RN N. 3B, 66656564646 (184) 
F = div RT V CK rer (185) 


Here R is the magnetic force of the field, not of the flux B. If 
p=1, div R is the density of magnetic matter—the convergence of the 
Intrinsic magnetization—but not otherwise. In general, it is the density 
of the matter of the magnetic potential, calculated on the assumption 
u = 1. The force on a magnet is located in this system at its poles, 
whether the magnetization Se intrinsic or induced. The second term 
in (185) represents the force on matter bearing electric current 
(JS curl R), but has to be supplemented by the first term, unless 
div R=0 at the place. 

§ 30. Next, let the stress be p times as great for the same magnetic 
force, but be still of the same simple type, » being the inductivity, 
which is unity outside the body, but having any positive value, which 
may be variable, within it. Then we shall have 


(2) So N. IRB... . . . (186) 
F BRN VIIR- RWI . . . . . . . (187) 


where m = conv uh, =div „R is the density of magnetic matter, ph, 
pane the intensity of intrinsic magnetization. 

The electromagnetic force is made „ times as great for the same 
magnetic force; the force on an intrinsic magnet is at its poles; and 
there is, in addition, a force wherever p varies, including the intrinsic 
magnet, and not forgetting that a sudden change in , as at the 
boundary of a magnet, has to count. This force, the third term in 

H,E.P.—VOL, II. 2N 
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(187), explains the force on inductively magnetized matter. It is in 
the direction of most rapid decrease of . 

§ 31. Thirdly, let the stress be of the same simple type, but taking H 
instead of R, H being the force of the flux B = aft = a(R + h.), where h, 
is as before. We now have 


(3) ae ata FC (188) 
F = VIB + Vi. BHV . . (189) 


where j,=curlh, is the distribution of fictitious electric current which 
roduces the same induction as the intrinsic magnetization wh, and 
is, as before, the real current. 

It is now quasi-electromagnetic force that acts on an intrinsic magnet, 
with, however, the force due to Va, since a magnet has usually large ja 
compared with air. 

The above three stresses are all of the simple type (equal tension and 
perpendicular pressure), and are irrotational, unless x be the eolotropic 
operator. No change is, in the latter case, needed in (186), (188), 
whilst in the force formule (187), (189), the only change needed is to 
give the generalized meaning to Vu. Thus, in (189), instead of HV, 
use 207, or V (HH), or 


(aig) lege +a) 


or (Va = Vz) HB, 
or i(HvV,B - BV,H) + j(HV,B - BV,H) + ki HV,B - BV, H), 
showing the i, j, k components. 

Similarly in the other cases occurring later. 

The following stresses are not of the simple type, though all consist 
of a tension parallel to R or H combined with an isotropic pressure. 

§ 32. Alter the stress so as to locate the force on an intrinsic magnet 
bodily upon its etized elements. Add R.uh,N to the stress (186), 
and therefore Ahe. RN to its conjugate; then the divergence of the 
latter must be added to the N-component of the force (187). Thus we 


get, if I = cho, 
(4) 8 N (190) 
F VV. RA VouR - ZRV... . —. (191) 


But here the sum of the first two terms in F may be put in a different 
form. Thus, 


IV. R= IIVI R 1,V,.R+1,V,R =i. IVR, ＋ j. V +k. VN. 
Also IVA, IVI RT I(VR, - VI R) IVI R VII. 
These bring (191) to 
F- (i. Vi R j. Iv, R k. IV, R) + VIB —4R*V», .........(192) 


where the first component (the bracketted part) is Maxwell’s force on 
intrinsic magnetization, and the second his electromagnetic force. The 
third, as before, is required where p varies. 
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§ 33. To the stress (190) add N. Rl, without altering the conjugate 
stress, making 


Py R. BN N. I 3. . . ͥ ͥ (193) 
(5) fz = VJB - ${i(RV,B —BV,B) + j(RV,B-BV,R) + k(RV,B-BV,R)} 
viB- (xv. vin. „ otto (194) 


This we need not discuss, as it is merely a transition to the next form. 
§ 34. To the stress (193) add h.. NB; we then get 
FN ³ q eaten: (195) 
(6) F = VJB + i. BVA, +j. BVA, + k. BVA} 
~${i(BV,B—BV,R)+j.(RV,B - BV, R) +k.(RV,B — B, R)] 
= VJB + BV. h. — (V. V. IRB. (196) 
where A., hy, h, are the components of hy. | 
Now if to this last stress (195) we add — N. $h,B, we shall come back 
to the third strees, (188), of the simple type. 
Perhaps the most instructive order in which to take the six stresses 
is (1), (2), (4), (5), (6), and (3); merely adding on to the force, in 
ing from one stress to the next, the new part which the alteration 


in the stress necessitates. 
To the above we should add Maxwell’s general stress, which is 


Pre RNB SN AR! ²· (197) 
(7) F = VIB i. IVI R j. V, R k. VR) 
+ {i, MVR j. XV, R k. MVR (198) 
= VJB+V,{R(I+M)}, 


where M = (a- ncaa ray o induced magnetization. There is a 
good deal to be said against this stress; some of which later. 


Remarks on Maxwell's General Stress. 


§ 35. All the above force-formul refer to the unit volume; when- 
ever, therefore, a discontinuity in the stress occurs. at a surface, the 
corresponding expression per unit surface is needed; i. e., in making a 
special application, for it is wasted labour else. It might be thought 
that as Maxwell gives the force (198), and in his treatise usually gives 
surface-expressions separately, so none is required in the case of his 
force-system (198). But this formula will give entirely erroneous 
results if carried out literally. It forms no exception to the rule that 
all the expressions require surface-additions. 

Maxwell's general stress has the apparent advantage of simplicity. 
It merely requires an alteration in the tension parallel to R, from R? to 
RB, whilst the lateral pressure remains $R*, when we pass from 
unmagnetized to magnetized matter. The force to which it gives rise is 
also apparently simple, being merely the sum of two forces, one the 
electromagnetic, VJB, the other a force on magnetized matter whose i- 
component is (I+ M)V,R, both per unit volume, the latter being accom- 
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ied (in case of eolotropy) by a torque. Now I is the intrinsic and 
K the induced etization, so the force is made irrespective of the 
7 in which the magnetization exists as intrinsic or induced. 
n fact, Maxwells “magnetization” is the sum of the two without 
reservation or distinction. But to unite them is against the whole 
behaviour of induced and intrinsic magnetization in the electromagnetic 
scheme of Maxwell, as I interpret it. Intrinsic magnetization (using 
Sir W. Thomson's term) should be regarded as impressed (I= Ahe, where 
h, is the equivalent impressed magnetic force); on the other hand, 
“induced” magnetization depends on the force of the field {M = (u- 1) R]. 
Intrinsic magnetization keeps up a field of force. Induced magnetiza- 
tion is kept up by the field. tn the circuital law I and M therefore 
behave differently. There may be absolutely no difference whatever 
between the magnetization of a molecule of iron in the two cases of 
being in a permanent or a temporary magnet. That, however, is not in 
question. We have no concern with molecules in a theory which 
ignores molecules, and whose element of volume must be large enough 
to contain so many molecules as to swamp the characteristics of 
individuals. It is the resultant magnetization of the whole assembly 
that is in question, and there is a great difference between its nature 
according as it disappears on removal of an external cause, or is intrinsic. 
The complete amalgamation of the two in Maxwell’s formula must 
certainly, I think, be regarded as a false step. 

We may also argue thus against the probability of the formula. If 
we have a system of electric current in an unmagnetizable (= 1) 
medium, and then change » everywhere in the same ratio, we do not 
change the magnetic force at all, the induction is made p times as 
great, and the magnetic energy p times as great, and is similarly dis- 
tributed. The mechanical forces are, therefore, n times as great, and 
are similarly distributed. That is, the translational force in the p=1 
medium, or VJR, becomes VaR in the second case in which the in- 
ductivity is n, without other change. But there is no force brought in 
on magnetized matter per se. 

Similarly, if in the »=1 medium we have intrinsic etization I, 
and then alter A in any ratio everywhere alike, keeping Í unchanged, 
it is now the induction that remains unaltered, the magnetic force 
becoming ! times, and the energy p`? times the former values, 
without alteration in distribution (referring to permanent states, of 
course). Again, therefore, we see that there is no translational force 
pa t in on magnetized matter merely because it is magnetized. 

Whatever formula, therefore, we should select for the stress-function, 
it would certainly not be Maxwell’s, for cumulative reasons. When, 
some six years ago, I had occasion to examine the subject of the stresses, 
I was unable to arrive at any very definite results, except outside of 
pence or conductors. It was a perfectly indeterminate problem to 
find the magnetic stress inside a body from the existence of a known, 
or highly probable, stress outside it. All one could do was to examine 
the consequences of assuming certain stresses. and to reject those which 
did not work well. After going into considerable detail, the only two 
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which seemed possible were the second and third above (those of 
equations (186) and (188) above). As regards the seventh (Maxwell’s 
stress, equation (198) above), the apparent simplicity produced by the 
union of intrinsic and induced magnetization, turned out, when ex- 
amined into its consequences, to lead to great complication and un- 
naturalness. This will be illustrated in the following example, a simple 
case in which we can readily and fully calculate all details by different 
methods, so as to be quite sure of the results we ought to obtain. 


A worked-out Example to exhibit the Forcives contained in Different Stresses. 


§36. Given a fluid medium of inductivity ui, in which is an intrinsic 
magnet of the same inductivity. Calculate the attraction between the 
magnet and a solid mass of different inductivity pẹ Here it is 
only needful to calculate the force on a single pole, so let the magnet 
be infinitely thin and long, with one pole of strength m at distance a 
from the medium % which may have an infinitely extended plane 
boundary. By placing a fictitious pole of suitable strength at the 
optical image in the second medium of the real pole in the first, we 
may readily obtain the solution. 


Let PQ be the interface, and the real pole be at A, and its image at 
B. We have first to calculate the distribution of R, magnetic force, in 
both media due to the pole m, as disturbed by the change of inductivity. 
We have ol ag Sa in the first medium, and div R, - O in the 
second, therefore B has divergence only on the interface. Let o be 
the surface-density of the fictitious interfacial matter to correspond ; 
its force goes etrically both ways; the continuity of the normal 
induction therefore gives, at distance r from A, the condition 


| ( — )- „(Au ic) eens (199) 
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because m/4rp,r° is the tensor of the magnetic force due to m in the 
# medium when of infinite extent. Therefore 


A cimnenteneieans 200 

aii Th, . 

The magnetic potential O, such that R= V is the polar force in 

either region, is therefore the potential of m/ at A and of o over the 

interface. 
Bat if we put matter n at the image B, of amount 

n = My — Bs è dha 

hitr A 

the normal component of R, on the side due to n and the pole m 
will be 

ma 1 m yg 

Ahr drr rur o 

the same value as before; the force Ri on the p, side is, therefore, the 


same as that due to matter m/p at A and matter n at B; whilst on 
the m, side the force R, is that due to matter m/p at A and matter n 


also at A, that is, to matter — at A. Thus, in the , medium the 


force R, is radial from A as kf there were no change of inductivity, 
though altered in intensity. 


The dh area between the pole m and the solid mass is not the 
repulsion between the matters m/z, and n of the potential, but is 


=m x magnetic force at A due to matter n at B, 
=n x magnetic force at B due to matter m at A, 


EAR tl» Lee 
Tri n+ py Trg id · (203) 
becoming an attraction when m> ul,. making n negative. When 
u = O, the repulsion is 
mꝛ 
Arp (20)? 
when p= œ, it is turned into an attraction of equal amoun 
Similarly, if we consider the attraction to be the resultant force 
between m and the interfacial matter o, we shall get the same result by 


oma 
Th N (204) 


the quantity summed (over the interface) being o x normal component 

of magnetic force due to matter m in a medium of unit inductivity, or 

the normal component of induction due to m in its own medium. 
For this is 


. 1 i 
je 4 fn · gt te, dr 5 (203) again. 
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Another way is to calculate the variation of energy made by displac- 
ing either the pole m or the , mass. The potential energy is expressed 


by 
1 Pr pm = Pm TNT Po . (205) 


where P =m/4rpr and p= c/4rr, the potentials of matter m/p, and o, 
where r is the distance from m or from o to the point 5 and p 
are reckoned. . 

The value of the second part in (205), depending upon a, comes to 


„ 

F575 ͤĩ 7 !ͥÚ eee (206) 
and its rate of decrease with respect to a expresses the repulsion 
between the pole and the u, region. This gives (203) again. 

A fourth way is by means of the quai electromagnetic force on 
fictitious interfacial electric current, instead of matter, the current 
being circular about the axis of symmetry AB. The formula for the 


attraction is 
2 Viewrl BBs. casssessssricsesscuicesdens (207) 


if R, be the radial magnetic force from m in its own medium, tensor 
m/ Ar he. Here the curl of B is represented by the interfacial discon- 
tinuity in the tangential induction, or 


m Wa 
mr’ uf + My 
Also the tangential component of B, is mz/4rp,r°. Therefore the 
repulsion is 
Imz — mz z m m-f r-a 
ion ae an mtae 8 


-1 Bhor 1 
fen eIn a 292: (208) 
as before, equation (203). This method Soe is analogous to (204). 

§ 37. There are several other ways of representing the attraction, 
employing fictitious matter and current; but now let us change the 
method, and observe how the attraction between the magnetic pole and 
the iron mass is accounted for by a stress-distribution, and its space- 
variation. The best stress is the third, equation (188), § 31. Applying 
this, we have simply a tension of magnitude /f =T, in the first 
medium and 3/1 R = T, in the second, parallel to Ri and R, respec- 
tively, each combined with an equal lateral pressure, so that the tensor 
of the stress - vector is constant. 

But, so far as the attraction is concerned, we may ignore the stress 
in the second medium altogether, and consider it as the 2P, of the 
stress-vector in the first medium over the surface of the second medium. 
The tangential component summed has zero resultant; the attraction 
is therefore the sum of the normal components, or 2 T, cos 26,, where 
6, is the angle between Ri and the normal. This is the same as 


568 ELECTRICAL PAPERS. 


IX ła (R}- R3), if R, and R, are the normal and tangential components 
of RI; or 


[rin (a st) (Ste ta) 0 


which on evaluation gives the required result (203). 

But this method does not give the true distribution of translational 
force due to the stresses. In the first medium there is no translational 
force, except on the magnet. Nor is there any translational force in 
the second u, medium. But at the interface, where u changes, there is 
the force —4R?vu per unit volume, and this is represented by the 
stress-difference at the interface, It is easily seen that the tangential 
stress-difference is zero, because 


Tein 20 HR RH... . (210) 


and both the normal induction and the tangential magnetic force are 
continuous. The real force is, therefore, the difference of the normal 
components of the stress-vectors, and is, therefore, normal to the inter- 
face. This we could conclude from the expression R/. But 
since the resultant of the interfacial stress in the second medium is 
zero, we need not reckon it, so far as the attraction of the pole is con- 
cerned. The normal traction on the interface, due to both stresses, is 


of amount P 
ara CEE ( rt +a? fh) e 211 

Sr (n + Ha)” h i 
per unit area. Summed up, it gives (203) again. 

That (211) properly represents the force — §R?Vp when p is discon- 
tinuous, we may also verify by supposing p to vary continuously in a 
i? Aas layer, and then proceed to the limit. 

e change from an attraction to a repulsion as u, changes from 
being greater to being less than ul, depends upon the relative import- 
ance of the tensions parallel to the magnetic force and the lateral 
pressures operative at different parts of the interface. In the extreme 
case of p, = O, we have Ri tangential, with, therefore, a pressure every 
where. For the other extreme, 3 is normal, and there is a pull on 
the second medium everywhere. When ½ is finite there is a certain 
circular area on the interface within which the translational force due 
to the stress in the medium containing the pole m is towards that 
medium, whilst outside it the force is the other way. But when both 
stresses are allowed for, we see that when u u, the pull is towards 
the first medium in all parts of the interface, and that this becomes a 
push in all parts when p, > py. 


A Definite Stress only obtainable by Kinetic Consideration of the Circuital 
Equations and Storage and Nuæ of Energy. 
§ 38. We see that the stress considered in the last paragraph gives a 


rationally intelligible interpretation of the attraction or repulsion. The 
same may be said of other stresses than that chosen. But the use of 
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Maxwell's stress, or any stress leading to a force on inductively mag- 
netized matter as this stress does, | us into great difficulties. By 
(198) we see that there is first a bodily force on the whole of the p 
medium, because it is magnetized, unless u = 1. When summed up, 
the resultant does not give the required attraction. For, secondly, the 
# medium is also magnetized, unless », = 1, and there is a bodily force 
throughout the whole of it. When this is summed up (not counting 
the force on the magnet), its resultant added on to the former resultant 
still does not make up the attraction (i. e., equivalently, the force on the 
magnet). For, thirdly, the stress is discontinuous at the interface 
(though not in the same manner as in the last paragraph). The 
resultant of this stress-discontinuity, added on to the former resultants, 
makes up the required attraction. It is unnecessary to give the details 
relating to so improbable a system of force. 

Our preference must naturally be for a more simple system, such as 
the previously considered stress. But there is really no decisive settle- 
ment possible from the theoretical statical standpoint, and nothin 
short of actual experimental determination of the strains produced an 
their exhaustive analysis would be sufficient to determine the proper 
stress-function. But when the subject is attacked from the dynamical 
standpoint, the indeterminateness disap From the two circuital 
laws of variable states of electric and magnetic force in a moving 
medium, combined with certain distributions of stored energy, we are 
led to just one stress-vector, viz. (136). It is, in the magnetic case, the 
same as (188): that is, it reduces to the latter when the medium is 
kept at rest, so that J, and G, become J and G. 

t is of the simple ty pe in case of isotropy K tensor), but is a 
rotational stress in general, as indeed are all the statically probable 
stresses that suggest themselves. The translational force due to it 
being divisible conveniently into (a), the electromagnetic force on 
5 ee (b), the ditto on the igre 5 current taking 

e e of intrinsic magnetization, (c), force depending upon s 
variation of n; we see that the really ta iris 7 is (i. Of all the 
various ways of representing the forcive on an intrinsic magnet it is 
the most extreme. The magnetic matter does not enter into it, nor 
does the distribution of magnetization ; it is where the intrinsic force 
ho has curl that the translational force operates, usually on the sides of 
a magnet. From actual experiments with bar-magnets, needles, etc., 
one would naturally pra to regard the polar regions as the seat of 
translational force. But the equivalent forcive 2j,B has one striking 
recommendation (apart from the dynamical method of deducing it), 
viz., that the induction of an intrinsic magnet is determined by curl ho, 
not by h, itself; and this, I have shown, is true when h, is imagined to 
vary, the whole varying states of the fluxes B, D, O due to impressed 
force being determined by the curls of e, and he, which are the sources 
of the disturbances (though not of the energy). 

The rotational peculiarity in eolotropic substances does not seem to 
be a very formidable objection. Are they not solid $ 

As the assumed constancy of h, a more complete theory 
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must, to be correct, reduce to one assuming constancy of , because, as 
Lord Rayleigh* has shown, the assumed law has a limited range of 
validity, and is therefore justifiable as a preparation for more ge Bs 
views. Theoretical requirements are not identical with those of the 
practical engineer. 

But, for quite other reasons, the dynamically determined stress might 
be entirely wrong. Electric and magnetic “force” and their aapa 
are facts. But it is the total of the energies in concrete cases 
should be regarded as the facts, rather than their distribution ; for 
example, that, as Sir W. Thomson proved, the “ mechanical value” of 
a simple closed current C is 4ZC?, where L is the inductance of the 
circuit (coefficient of electromagnetic capacity), rather than that its 
distribution in space is given by 4HB per unit volume. Other distri- 
butions may give the same total amount of energy. For example, the 
energy of distortion of an elastic solid may be expressed in terms of the 
square of the rotation and the square of the expansion, if its boun 
be held at rest; but this does not correctly localize the energy. 
then, we choose some other distribution of the energy for the same dis- 
55 and induction, we should find quite a different flux of energy. 

ut I have not succeeded in making any other arrangement than Max- 
well's work practically, or without an immediate introduction of great 
obscurities. Perhaps the least certain of Maxwells scheme, as 
modified by myself, is the estimation of magnetic energy as 4HB in 
intrinsic magnets, as well as outside them, that is, by 1B IB, however 
B may be caused. Yet, only in this way are toronga y consistent 
resulte apparently obtainable when the electromagnetic field is con- 
sidered comprehensively and dynamically. 


APPENDIX. 
Received June 27, 1891. 


Extension of the Kinetic Method of arriving at the Stresses to cases of Non- 
linear Connection between the Electric and Magnetic Forces and the 
Fluxes. Preservation of Type of the Flux of Energy Formula. 


§ 39. It may be worth while to give the results to which we 
are led regarding the stress and flux of energy when the restriction 
of simple proportionality between forces and “fluxes,” electric 
and magnetic respectively, is removed. The course to be followed, 
to obtain an interpretable form of the equation of activity, is 
sufficiently clear in the light of the experience gained in the case 
of proportionality. 
irst assume that the two circuital laws (89) and (90), or the two in 
(93), hold good generally, without any initially stated relation between 
the electric force E and its associated fluxes © and D, or between the 
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magnetic force H and its associated fluxes K and B. When written in 
the form most convenient for the present application, these laws are 


curl (H - b) - 4-0 SE + (Ddiv q- D. 0, «+ (212) 


- curl G- %- G,=K +2 + (B div d- BV. 0 (213) 


Now derive the equation of activity in the manner previously followed, 
and arrange it in the particular form 


eo + D G, + conv V (E - e (H- h,) = (E0 + HK) + (BF + no 


+(E.DV.q — ED div q) (H. BV. ꝗ - HB div q)) (214) 
which will best facilitate interpretation. 

Although independent of the relation between E and D, etc., of course 
the dimensions must be suitably chosen so that this equation may really 
represent activity per unit volume in every term. 

ow, guided by the previous 5 we can assume that 
(ed,+h,G,) represents the rate of supply of energy from intrinsic 
sources, and that V(E—e,)(H-h,), which is a flux of ene 
independent of q, is the correct form in general. Also, if there 
no other intrinsic sources of energy than e, he, and no other fluxes of 
energy besides that just mentioned except the convective flux and that 
due to the stress, the equation of activity should be representable by 


(eo + hy Go) + conv [V(E — eo) (H - hy) + q(U + 7)] 
=(Q+ Ú+ Í) + Fq + conv Qq 


=(Q+ U DZ . (215) 


where Q is the conjugate of the stress-vector, F the translational force, 
and Q, U, and T the rate of waste and the stored energies, whatever 
they may be. 


mparing with the preceding equation (214), we see that we require 
U oD T y2 
ZWg=(Q-E0- HK) + (A-) (FH 


+ Il. DV. q - (ED - U) div q) + [H.BV.q - (HB - T) div q]. (216) 
Now assume that there is no waste of energy except by conduction; then 


-I THX. . . . 1 —.õ (27a) 
dU 10 ƏT D 
Also assume that I, N- HK (2178) 


These imply that the relation between E and D is, for the same particle 
of matter, an invariable one, and that the stored electric energy is 


U= | EaD, Ce E EE (218) 
0 
where I is a function of D. Similarly, 
T= [=e ff (219) 
0 


572 ELECTRICAL PAPERS. 
ae the stored magnetic energy, and H must be a definite function 
of B. 


On these assumptions, (216) reduces to 
Z QV =[E. DV. - (D- UV) div q] IH. BV. - (HB -T) div q], (220) 
from which the stress- vector follows, namely, 
P. - [B. DN N(ED - U)) + H. BN N(HB - T)} .. (221) 
Or, P,=(VDVEN NU) T (VBVHN TNT) . (222) 


Thus, in case of isotropy, the stress is a tension U parallel to E com- 
bined with a lateral pressure (D- U); and a tension 7 parallel to H 
combined with a lateral pressure (HB — T). 

The corresponding translational force is 


F =EdivD+Dv.B-V(ED - U)+HdivB+Bv.H-V(HB-T), (223) 


which it is unnecessary to put in terms of the currents. 
Exchange E and D, and H and B, in (221) or (222) to obtain the 
conjugate vector Qy; from which we obtain the flux of energy due to 


the stress, 
- gQ, D. N- q(ED - U) + B. Hq - q(HB - T) 
= VEVDg + VHVBG TY (U TT) (224) 
or .= VeH + VER + qd(UT T)) . (225) 
where e and h are the motional eleetric and etic forces, of the same 


form as before, (88) and (91); so that the complete form of the equation 
of activity, showing the fluxes of energy and their convergence, is 


6,5) + hG, + conv [V(E - e,)(H - hy) +q(U +T) 
- conv [Ve + VIU T) I- Ta Y (226) 


where F has the above meaning. 

There is thus a remarkable preservation of form as compared with 
the corresponding formuls when there is proportionality between force 
and flux. For we produce harmony by means of a Poynting flux of 
identical expression, and a flux due to the stress which is also of 
identical expression, although U and T now have a more general 
meaning, of course.* 


* As the investigation in this A dix has some pretensions to generality, we 
should try to settle the amount it is fairly entitled to. No objection is likely to 
be raised to the use of the circuital equations (212), (213), with the restriction of 
strict proportionality between E and H and the fluxes D and B, or C and K entirely 
removed; nor to the estimation of J, and G, as the true currents; nor to the 
use of the same form of flux of electromagnetic energy when the medium is 
stationary. For these things are obviously suggested by the preceding investi- 
gations, and their justification is in their being found to continue to work, which 
is the case. But the use in the text of language appropriate to linear functions, 
which arose from the notation, etc., being the same as before, is unjustifiable. 
We may, however, remove this misuse of language, and make the equation (226), 
showing the flux of energy, rest entirely upon the two circuital equations. In 
fact, if we substitute in (226) the relations (217a), (2175), it becomes merely a 

ionlar way of writing (214). 
It is, therefore, to (217a), (2176) that we should look for limitations. As regards 
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Example of the above, and Remarks on Intrinsic Magnetization when 
there is Hysteresis. 


§ 40. In the stress- vector itself (for either the electric or the magnetic 
stress) the relative magnitude of the tension and the lateral pressure 
varies unless the curve connecting the force and the induction be a 
straight line. Thus, if the curve be of the type shown in the first 
figure, the shaded area will 
represent the stored ene 
and the tension, and the 
remainder of the rectangle 
will represent the lateral 
pressure. They are equal 
when H is small; later on 
the pressure 5 
and more and more so the 
bigger H becomes. 

ut if the curve be of the 
type shown in the second 
figure, then, after initial 
equality, the tension pre- 
ponderates; though, later 
on, when H is very big, the 
pressure preponderates. | 

To obtain an idea of the 
effect, take the concrete 
example of an infinitely 
long rod, uniformly axially 
inductized by a steady 
current in an overlapping 
solenoid, and consider the 
forcive on the rod. Here 
both H and B are axial or longitudinal ; and so, by equation (223), the 
translational force would be a normal force on the surface of the rod, 
acting outwards, of amount 

(HB - 7) - 4HB, | 
per unit area ; this being the excess of the lateral pressure in the rod 
over $H,B,, the lateral pressure just outside it. 

In case of proportionality of force to flux, the first pressure is 4HB, 
and, if there is no intrinsic magnetization, H and Ho are equal. The 


(217a), there does not seem to be any limitation necessary. That is, there is no 
kind of relation imposed between E and O, and H and K. This seems to arise 
merely from Q meaning energy wasted for good, and having no further entry into 
the system. But as regards (217b), the case is different. For it seems necessary, 
in order to exclude terms corresponding to B(0c/Ot)E and H Oude in the linear 
theory, when there is rotation, that E and D should be lel, and likewise H and 
B. At any rate, if such terms be allowed, some modification may be required in 
the svbsequent reckoning of the mechanical force. In other respecta, it is merely 
implied by (217b) that R and D are definitely connected, likewise H and B, so that 
there is no waste of energy other than that expressed by Q. 
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outward force is therefore positive for etic, and negative for 
diamagnetic substances, and the result would be lateral expansion or 
contraction, since the infinite length would prevent elongation. 

But if the curve in the rod be of the type of the first figure, and the 
straight line ac be the air-curve to correspond, it is the area abc that now 
represents the outward force per unit area when the magnetic force has the 
value ad. If the straight line can cross the curve ab, we see that by suffi- 
ciently increasing H we can make the external air-pressure preponderate, 
so that the rod, after initially expanding, would end by contracting. 

If the rod be a ring of large diameter compared with its thickness, the 
forcive would be approximately the same, viz., an outward surface-force 
equal to the difference of the lateral pressures in the rod and air. The 
result would then be elongation, with final retraction when the external 
pressure came to exceed the internal. 

Bidwell found a phenomenon of this kind in iron, but it does not seem 
possible that the above supposititious case is capable of explaining it, 
though of course the true explanation may be in some respects of a 
similar nature. But the circumstances are not the same as those 
supposed. The assumption of a definite connection between H and B, 
and elastic storage of the energy 7, is very inadequate to represent the 
facts of magnetization of iron, save within a small range. 

Magneticians usually plot the curve connecting Hoh, and B, not 
between H and B, or which would be the same, between H- A, and 
B- Be where B, is the intrinsic magnetization. Now when an iron 
ring is subjected to a given gaussage (or etomotive force), going 
through a sequence of values, there is no definite curve connecting 
H- o and B, on account of the intrinsic magnetization. But, with 
proper allowance for h it might be that the resulting curve connecting 
H and B im a given specimen would be ap N definite, at any 
rate, far more so than that connecting H h, and B. Granting perfect 
definiteness, however, there is still insufficient information to make a 
theory. The energy put into iron is not wholly stored ; that is, in 
increasing the coil-current we increase B, as well as B, and in doing so 
dissipate energy ; but 0 we know, by Ewing's experiments, the 
amount of waste in cyclical changes, it is not so clear what the rate of 
waste is at a given moment. There is also the further peculiarity that 
the energy of the intrinsic magnetization at a given moment, though 
apparently locked up, and really locked up temporarily, however loosely 
it may be secured, is not wholly irrecoverable, but comes into play 
again when H is reversed. Now it may be that the energy of the 
intrinsic magnetization plays, in relation to the stress, an entirely 
different part from that of the elastic magnetization. It is easy to make 
up formulæ to express special phenomena, but very difficult to make a 
comprehensive theory. 

But in any case, apart from the obscurities connected with iron, it is 
desirable to be apologetic in making any application of Maxwell’s 
stresses or similar ones to practice when the actual strains produced are 
in question, bearing in mind the difficulty of interpreting and harmonizing 
with Maxwell’s theory the results of Kerr, Quincke, and others. 
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LII. THE POSITION OF 4 IN ELECTROMAGNETIC UNITS. 
[Nature, July 28, 1892, p. 292.) 


THERE is, I believe, a growing body of opinion that the present system 
of electric and magnetic units is inconvenient in practice, by reason of 
the occurrence of 4r as a factor in the specification of quantities which 
have no obvious relation with circles or spheres. 

It is felt that the number of lines from a polo should be m rather 
than the present 42m, that ampere turns” is better than 4rnC, that 
the electromotive intensity outside a charged body might be o instead 
of 4b, and similar changes of that sort; see, for instance, Mr. Williams’s 
recent paper to the Physical Society. 

Mr. Heaviside, in his articles in The Electrician and elsewhere, has 
strongly emphasized the importance of the change and the simplifi- 
cation that can thereby be made. 

In theoretical investigations there seems some probability that the 
simplified formule may come to be adopted— | 


p being written instead of 4p, and & instead of 2. 


K 9 
but the question is whether it is or is not too late to incorporate the 
practical outcome of such a change into the units employed by electrical 
engineers. 

or myself I am impressed with the extreme difficulty of now 
making any change in the ohm, the volt, etc., even though it be only a 
numerical change; but in order to find out what practi roposal the 
supporters of the redistribution of 4r had in their mind, 
Mr. Heaviside to inquire. His reply I enclose; and would merely say 
further that in all probability the general question of units will come 
up at Edinburgh for discussion. 

OLIVER J. LODGE. 


My dear Lodge,—I am glad to hear that the question of rational 
electrical units will be noticed at Edinburgh—if not thoroughly dis- 
cussed. It is, in my opinion, a very important question, which must, 
sooner or later, come to a head and lead to a thoroughgoing reform. 
Electricity is becoming not only a master science, but also a very 
practical science. Its units should therefore be settled upon a sound 
and philosophical basis. I do not refer to practical details, which may 
be varied from time to time (Acts of Parliament notwithstanding), but 
to the fundamental principles concerned. 

If we were to define the unit area to be the area of a circle of unit 
diameter, or the unit volume to be the volume of a sphere of unit 
diameter, we could, on such a basis, construct a consistent system of 
units. But the area of a rectangle or the volume of a elepiped 
would involve the quantity r, and various derived formule would 
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possess the same peculiarity. No ore would deny that such a system 
was an nan e one. 

I maintain that the system of electrical units in present use is founded 
upon a similar irrationality, whieh pervades it from top to bottom. 

ow this has happened, and how to cure the evil, I have consider ed in 
my papers—first in 1882-83, when, however, I i it was hopeless 
to expect a thorough reform; and again in 1891, when I have, in my 
Electromagnetic Theory,” adopted rational units from the beginning, 
pointing out their connection with the common irrational unite 
rately, after giving a general outline of electrical theory in terms of the 
rational. 

Now, presuming provisionally that the first and second stages to 
Salvation (the Awakening and Repentance) have been safely passed 
throngh, which is, however, not at all certain at the present time, the 
question arises, How proceed to the third stage, Reformation? Theo- 
retically this is quite easy, as it merely means working with rational 
formule instead of irrational; and theoretical papers and treatises may, 
with great advantage, be done in rational formulæ at once, and irre- 
spective of the reform of the practical units. But taking a far-sighted 
view of the matter, it is, I think, very desirable that the practical units 
themselves should be rationalized as speedily as may be. This must 
involve some temporary inconvenience, the prospect of which, unfortu- 
nately, is an encouragement to shirk a duty: as is, likewise, the 
common feeling of respect for the labours of our predecessors. But 
the duty we owe to our followers, to lighten their labours permanently, 
should be paramount. This is the main reason why I attach so much 
importance to the matter; it is not merely one of abstract scientific 
interest, but of practical and enduring significance ; for the evils of the 
present system will, if it continue, go on multiplying with every 
advance in the science and its applications. 

Apart from the size of the units of length, mass, and time, and of 
the dimensions of the electrical quantities, we have the following 
relations between the rational and irrational units of voltage V, electric 
current C, resistance R, inductance L, permittance &, electric charge Q, 
electric force E, magnetic force H, induction B. Let z? stand for 4r, 
and let the suffixes , and , mean rational and irrational (or ordinary). 
Also let the presence of square brackets signify that the absolute 
unit is referred to. Then we have— 


The next question is, what multiples of these units we should take to 
make the practical units. In accordance with your request I give my 
ideas on the subject, premising, however, that I think there is no 
finality in things of this sort. 

First, if we let the rational practical units be the same multiples 
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of the absolute rational units as the present practical units are 
of their abeolute progenitors, then we would have (if we adopt the 
5 gramme, and second, and the convention that p=1 in 
N [R.] x 10° new ohm =z? times old. 
[L. I* 100 new mac =z? j 
[S.] x 10 new farad g „ 
[C,] * 101 new amp =z} „ 
[V.]x 10 =new volt =z ji 
107 ergs = new joule = old joule. 
107 ergs per sec. new watt = old watt. 


I do not, however, think it at all desirable that the new units should 
follow on the same rules as the old, and consider that the following 
system is preferable :— 


[R,]x 10 =new ohm =* x old ohm. 


[Z,]x 108 new mac —10 x old mac. 


LS, ] x 10-8 = new farad = x old farad. 


(C,]x 1 =new amp = = x old amp. 


[V,] x108 =new volt = z x old volt. 
108 ergs = new joule = 10 x old joule. 
108 ergs per sec. = new watt = 10 x old watt. 


It will be observed that this set of practical units makes the ohm, mac, 
amp, volt, and the unit of elastance, or reciprocal of permittance, all 
larger than the old ones, but not greatly larger, the multiplier varying 
roughly from 1} to 34. 

at, however, I attach particular importance to is the use of one 
power of 10 only, viz., 106. in passing from the absolute to the practical 
units ; instead of, as in the common system, no less than four powers, 
10, 107, 108, and 10°. I regard this peculiarity of the common system 
as a needless and (in my experience) very vexatious complication. In 
the 108 system I have described, this is done away with, and still the 
practical eloctrical units keep pace fairly with the old ones. The 
multiplication of the old joule and watt by 10 is, of course, a 5 
accompaniment. I do not see any objection to the change. Thoug 
not important, it seems rather an improvement. (But transformations 
of units are so treacherous, that I should wish the whole of the above 
to be narrowly scrutinized.) 

H.E.P.—VOL. IL 20 
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It is suggested to make 10° the multiplier throughout, and the 
results are:. 


[H.] x 10° new ohm =z? «x old ohm. 
[Z,]x 10 =new mac =z? old mac. 
(S, ] x 10-9 new farad i ! x old farad. 


[C.]x 1 =new amp = x old amp. 


DV.] x 10° =new volt =10z x old volt. 
10° ergs = new joule = 10? x old joule. 
10° ergs p. sec. new watt = 10? x old watt. 
But I think this system makes the ohm inconveniently big, and has 
some other objections. But I do not want to dogmatize in these 


matters of detail. Two things I would emphasize :—First, rationalize 
the units. Next, employ a single multiplier, as, for example, 10°. 


OLIVER HEAVISIDE. 


Paienton, Devos, July 18, 1892. 


CORRECTIONS. VOL. II. 


p. 69, equation (51b), change sign of last term from - to +, as in (78), p. 192. 

p. 69, equation (52b), change sign of last term from + to , as in (72), p. 192, 
and for I read ) I, to agree with (72), p. 192. 

p. 316, equation (40g), the lower limit should be z, 

p. 355, last line, for 361 read 301. 

p. 387, seventh line, for 153 read 393. 

p. 400, sccond line, for fraction to read fraction of to. 
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n risms, (2) 243 
permittanve of lines, (2) 303 
beneficial effect of, (2) 380, 393 
increases amplitude, lessens distor- 
Pasay: 2) 164, 308, 1215 

effect of increasing, (2) 

of unclosed conductive circuit, (2) 502 

of Hertz oscillator, (2) 503 
Inductivity, (2) 28, 125 

a constant with small forces, (2) 158 
een between parallel wires, (1) 

116-14 
in cores, (1) 353-416 
balances with the Christie, (2) 33-38, 


366 
Inductize, (2) 40 
Inductometer, (2) 110, 112, 167, 267 
calibration of, (2) 110, 267 
with equal coils, (2) 268 
Inequalities between wires, (2) 305, 
337 
Inertia (magnetic), (1).96 ; (2) 60 
Influence between circuits, 
telephony by, (2) 237 
Intermitter, (2) 272 
Intermittences, not S.H. variations, 


(2) 270 
Iron, divided, (2) 111, 113, 158 
Tronic insulators, (2) 123 


INDEX. 


Intrinsic magnetic force, (1) 454 
magnetization, (1) 451 
electric force, (1) 489 
electrization, (1) 489 

Inversion of vector operators, (2) 22 

Irrational units, origin of, (1) 199 


Jenkin, Fleeming, (1) 46, 125, 417 
Joubert, (1) 116 

Joule, (1) 283, 294 

Joule’s law, (1) 301 


Kerr, (2) 574 
Kirchhoff, laws, (1) 4 
theory of telegraph, (2) 81, 191, 395 
Kohlrausch, (2) 271 
Kundt, (2) 486-7 


Lacoine, Emile, (1) 2, 23 
Lamb, (1) 382 
Leakage, effect on propagation, (1) 53, 
71, 138, 535; (2) 71, 122 
quickening effect of, (2) 252 
Lenz, (1) 281, 482 
Leroux, (1) 325 
Light, (2) 311 
electromagnetic theory of, (2) 392 
Lightning discharges, (2) 486 
Limiting distance of telephony, (2) 121, 
347 


Linear network, property of, (2) 294 

Lodge, O. J., (if 416.24; 2) 41, 438, 
444, 483, 486, 503, 524, 527, 575 

Long-distance telephony, (2) 119, 147, 
34 


9 
Loop circuits, (2) 303 
as induction balances, (2) 334 


Mac, (2) 167 
Magnetic induction, Faraday’s idea of, 
(1) 279 
conductivity, (1) 441; effect of, (2) 
480, 483 


current, (1) 441, 442, 520 
energy, (1) 445-8; due to current, (1) 
517-19 
impulse, (1) 504 
retentiveness, (2) 41 
force, example of independence of 
permeability, (1) 517 
disturbances from Sun, (2) 122 
energy of moving charges, (1) 446 
Magnetization, molecular, (2) 39 
Magnetoelectric force, (I) 545; (2) 498 
Magnus, (1) 313 
Mance, (2) 204 
Manganese steel, (2) 113 


583 


Maximum heat, (1) 499 
energy, (1) 499 
Maxwell, passim, 
gravitational stress, (1) 544 
magnetic stress, (2) 563 
naturalness of his views, (1) 478 
sketch of his theory, (1) 429-451 
Mayer, (1) 294 
Mechanical forces on magnets, (1) 457 
action between two regions, (1) 548- 
558 
force between magnets and currents, 
(1) 556 
Michelson, (2) 520 
Microphone, theory of, (1) 181 
Minimum heat, (1) 303-9, 497 
Momentum, magnetic, (1) 69, 120, 480 
persistence of, (2) 142, 145, 320, 481 
Morse instrument, (1) 20, 23, 33 
Motion of sphere through liquid, (1) 


276 
Motional electric force, (1) 448, 497 
magnetic force, (1) 446, 497 
Motion of medium, effect of, (2) 497 
Mutual inductance, decrease by in- 
creasing inductivity, (2) 112, 288 


Neumann, J., formula, (1) 236, 281; 
(2) 501, 503 
Newton, (1) 291, 335, etc. 
Nomenclature, (2) 23-28, 165-8, 302, 327 
Normal systems, size of, (2) 206 
cylindrical, (1) 385, 393 
in heterogeneous telegraph circuits, 
(2) 223 
general electromagnetic, (1) 521-531 
of displacement in conductors, (1) 


in shunted condensers, (1) 539 
of current in wires, (2) 46, 51, 54 


Oersted, (1) 282 
Ohm’s law, (1) 282-6, 429 
theory of propagation in wires, (1) 
286 ; (2) 77, 191 
O’Kinealy, (1) 94 
Orthogonality of electric and magnetic 
forces, (2) 221 
Oscillations, condenser and coil, (1) 106; 
(2) 84 
on long circuits, (1) 57, 132; (2) 85 
got by reducing inductance, (1) 536 
Oscillator, permittance and inductance 
of, (2) 503 
Oscillatory E. M. F. on a telegraph line. 
(2) 61-76 
subsidence of charge of condenser, 
(1) 532 
subsidence in normal systems, (1) 526 
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Peltier effect, (1) 310 
Penetration of current into wires, (2) 


2 
Permanent magnetic field of telephone, 
(2) 156 
Permeability, (1) 434 
Permeance, (1) 512; (2) 24 
Permittance of wires overground, (1) 
42-46 ; (2) 159 
of wires in loop, (2) 329 
Poggendorff, (1) 2, 23 
Poisson, (1) 279 
Pole, dimensions of magnetic, (1) 179 
Polar distributions, subsidence of, (2) 


469 
Potential, of scalars, (1) 202 
of vectors, (1) 203 
characteristic ae . (1) 218 
in relation to curl, (1) 2 
in relation to impressed Trs (1) 349 
not physical, (1) 502 
3 nature of propagation 


f, (2 490 
e La og magnetic PEt (1) 229 


energy of m ts, (1), 457 
Poynting, AH 96, 172, 489, 490, 521, 


, 541 
Preece, (2) 119, 160, 165, 305, 367, 380 


risms, magnetic induction in, (2) 240 
along a wire, (2) 62, 82 
uations of, (2) 87-91 


general 
with varia le constants, 


along a 
g 2) 222 


o 142; 
2 9200 130, 138, 140 
Pyroelectricity, (1 


a asa (1) 207, 271; (2) 3, 876, 


8 42 574 


Rational units, (1) 190, 268; (2) 543 
Rational current nee a 500, 508 
mutual ene 
Rayleigh, Lo : 
63, 101, 274, 277, 867, 405, 445 , 570 


Ray, in on of flux of energy, 
(2) 16 
Reaction of core currents on coil, (1) 370 


Reciprocity, (1) 62, 128 
Received current on telegraph circuit, 


(2) 62 
Reis, (1) 181 
Reluctance, (2) 125, 168 
Reluctivity, (2) 125, 168 


Reci relation of permittance and 
inductance, (2) 221 


ELECTRICAL PAPERS. 


Resistance of ere lines, (1) 42 
ar ger wily (1 


balances, true and false, 30. 27 37 
increased, of wires, a 
5 of wires, (2) 64 

at great i lhe (2) 71 
terminal, (I) 67 
negative (equivalent to), (1) 91, 167 
1 tubes, (2) 69, 1 

1 5 As 71 

inductance of 

formuls, (2) 97, 278-9 
ditto, induction longitudinal, (2) 99 
table of i increased, (2) 98 
observation of creased: (2) 100 
effective, of wires, balance, (2) 115 
at front of a wave along a wire, oO ag 

„ operators, general, (2) 205 


elemen form of, (2) 356 
S.E fora of Da (2) 105 
of te ic it, 
ditto, pro 5 ies of, (2) 368 
of infini 3 circuit, (2) 369 
of distortion ices circuit, (2), 370 
in normal oo (2) 371 
irrational, (2) 427 
theorem we tae (2) 373 
spherical, (2) 48 
cylindrical, PA ate 
Resistivity, (2) 24 
ae on W circuits, (2) 71, 


Retardation, electrostatic, (1) 63 
a of looped wires, (2) 


imaginary, (1) 89, 158, 159 
, [9 0, 431, 451 


, (1) 434 


Rotational prope 
Rowland, H. 


St. Venant, (2) 240 
Salvation, (2) 576 


; ve (1) 422 
Seebeck, (1) 311, 314 
Self- containes forced vibrations, 
Plane, (2) 377 

Spherical, (2) 365, 408, 419, 442 

* Cylin era (2) 365, 450, 454, 455, 


458 
Self-induction, function of, (2) 396 
Sensitiveness of Wheatstone’s Bridge, 
(1) 4 
table of, (1) lì 
a to differential galvanometer, (I) 


to electromagnet, (1) 111 


INDEX. 


Siemens-Halske, duplex, (1) 19 
5 electrical systems, (2) 290 
of a scalar, (1) 212 
i ed Willoughby, (1) 47; (2) 28 
Solutions, of electromagnetic equations, 


(2) 469 
distortionless, (2) 470 
for plane waves in conducting di- 
a (2) 473 
Source of magnetic disturbances, (1) 


425 
Specific heat of „ (1) 313 
Speculations, (1) 
Specific ca ot cooductos, (1) 495 
Speed of current, (2) 121, 
nara functions in a fe waves, (2) 


8 wave, (1) 548 
Stokes, (2) 405, 538 
formula for J, (2) 467 
Stresses (I) 542-558 ; (2) 533-574. 
Streas vector, (1) 543 ; (2) 533, 572 
force due to, (1) 544 


torque due to, . (2) 533 
electric, (I) 545 

Maxwellian, (1) 546; (2) 563 
in plane waves, a ie 


over surface, (1) 55 a 

rotational and 5 (2) 523 

activity of, (2) 535 

electromagnetic, (2) ae 

various kinds of, (2) 56 

distortional and 9 aticaal activity, 

(2) 535 

statical indeterminateness of, (2) 558 

Submarine cables, signalling on, (I) 47, 


61, 71 
Sumpner, (2) 367 
Jun, long waves from, (2) 122, 392 
Subsidence of induction in a core, (1) 
398 
of displacement in a 1 (1) 533 
of current in wires, (2) 4 
of current in rectangular an (2) 243 
Surface condition, (2) 170, 487 
Surface conduction, (1) 440 
Surface divergence, (1) 216 
Sylvester, (2) 201 


Tait, P. G., (1) 271, 324-5; (2) 3, 12, 
1, 528 


91, 
Tail of wave, (2) 124 
growth of, (2) 318 
positive, due to resistance, (2) 141, 
318 
negative, due to leakage, (2) 145, 320 
general, due to both, (2) 150 
Tangential continuity, (1) 505 
Telegraphy, duplex, (1) 18-34 
multiplex, (1) 24 


585 


Telegraph lines, test for, (1) 41 
circuits, classification of, (2) 340, 402 
of low resistance, simplified theory, 
(2) 343 
near} distortionleaa, (2) 345 
ic im force on, (2) 245 
ge ee of reveived current on, 
(2) 249, 400 
“oO apparatus, (2) 250, 


in in dacrion b Baes. (2) 33 
differential, (2) 33, 43 
Telephony, conditions of » (2) 121 


improvement of, (2) 
Temperatare, absolute, (1) 317 
Terminal conditions, theory of, (1), 144 
conditions, treatment of, (2) 297 
conditions, transcendental, U 169-72 
arbitrary functions, (2) 208, 300 
apparatus, effect of, (2) 353, 390, 400 
condenser, (1) 85, 156 
condenser and coil, (1) 157 
induction ooil and condenser, (I) 161 
Thermod ae (1) 315-318, 481-488 
ae force, (1) 305-331, 441, 


inversion, ( ae 
lagram, (1) 32 
Theorem of divergence, (1) 209 
of version, (1) 211 
of slope, (1) 212 
of normal systems, (2) 226 
of g and magnetic energy, (2) 


of dependence of disturbances on 
rotation, (2) 361 
Time-constanta, (1) 57 
Thompeon, 8. P., (1) 181 ; (2) 348, 492 
Thomson, J. J., 2 93, 396, 403, 405, 
8865 443, 493, 495, 497, 505- 7, 524, 
5 
Thomson, Sir W. (Lord Kelvin), passim 
theory of eee a) 48, 74,122, 122 
286, 439; (2) 78, 1 
thermod ca, (1) 481 
5 ectricity, ee 312, 319 
magnetic energy, (1) 238 
rotational effect, (1) 290 
Volta force, (1) 417 
sparking distante, (1) 298 
Transf + biter ‘i 33 
erability of im rces, (2)61 
. energy, (1) 282, 378, 420; 
in general, (2) 525-7 
in stationary medium, (2) 541-2 
in moving medium, (2) 546-7, 561, 572 
along wires, (2) 95 
circuital indeterminateness of, (2) 93 
auxiliary inactive, (2) 94 


586 


are eee with conducting core, (2) 
18 
Transformation from ascending to 
descending series, (2) 446 
True current, Maxwell’s, (1) 433 
extended form, (2) 492, 497 
criterion of, (2) 541, 547 
expression for, in moving medium, 
(2) 551 
Tube and wire coaxial, current longi- 
tudinal, (2) 50-55 
Tubes, coaxial, theory of, (2) 186, 208-15 
Tumlirz, (2) 41 
Tyndall, (1) 435 


Units, rational and irrational, (1) 199, 
262, 432; (2) 543, 576 
names of, (2) 26 
practical, multiplier for, (2) 577 


Van Rysselberghe, (2) 250 
Varley, C. F., condenser patent, (1) 47 
wave-bisector, (1) 63 
gas resistance, (1) 286 
Vectors, type for, (1) 199 
scalar product of, (1) 431; (2) 5 
circuital and polar, (1) 520 
Vector, curl of a, (1) 199 
tential of a, (1) 203 
ivergence of a, (1) 209, 215; (2) 5 
fanction, division into circuital and 
divergent parts, (1) 253 
product, (1) 431; (2) 4 
eee of magnetic current, (1) 
467 
Vector algebra, outline, (2) 4-8 
fuller outline, (2) 528-33 
to harmonize with Cartesian, (2) 3 
Vector operators, (1) 430; (2) 6, 19, 
532 


conjugate property, (2) 533 
differentiation of, (2) 544, 547-9, 562 
Vector and scalar potential, insufficient 
to specify state of field, (2) 173 
Version, theorem of, (1) 211, 444; (2) 5 
Velocity of electricity, (1) 435, 439; (2) 
5 5 393 i 8 
of propagation of potential, (2) 
of Dlane wara in solotropia medium, 
2) 1, 2, 3 ; 
Viscous fluid motion and conductive 
diffusion, (1) 384 
dissipation, (1) 382 
Volta-force, (1) 337-42, 416-28 
Voltage, transverse, (2) 189 
Vortices (Maxwell's), (1) 333 
Vorticity, (2) 363 
Vortex line, circular, source of waves, 
(2) 415 


ELECTRICAL PAPERS, 


Waves of as sri induction into cores, 
(1) 361, ai 
Propagation o wires, (1) 439; 
(2) 62 i 


eae duplex electromagnetic, 
) 15 


features of, (2) 2 
ellipsoidal, (2) 3 
Fresnel’s, (2) 1, 2 
Waves, electromagnetic, (2) 375-520 
aaa and propagation, (2) 377, 


in conductors, with distortion re- 
moved, (2) 378 

in the P.O., (2) 489 

spherical, from moving charge, (2) 
49 


convective deflection of, (2) 519 
infinite concentration of, (2) 465 
reflected (solutions), (2) 387 
Waves, plane, distorted, in conducting 
medium, (2) 381 
with distortion removed, (2) 379 
eneral solution for, (2) 474 
ourier integrals for, (2) 474, 478 
integration of differential equations 
for, (2) 476 
resulting from arbitrary initial states, 
(2) 477 
ar alae of distorted waves, (2) 


Waves, spherical, in dielectric, (2) 402- 
443 


general, (2) 403 

condensational, (2) 403 

simplest type of, (2) 404 

with conical boundaries, (2) 404-5 

zonal harmonic, (2) 406 

differential equation of, (2) 407 

of first order ; generation of shell 
wave, (2) 409 

reflection at centre, (2) 410 

magnetic energy constant, (2) 412 

second order, (2) 413 

from spherical sheet of radial force, 
(2) 414 

simply periodic, (2) 418, 443 

Waves, spherical, in conductors, (2) 

421 

in conducting dielectrics, (2) 422 

undistorted, (2) 425 

general case, (2) 426 

special solutions, (2) 427-436 

effect of metal screens, (2) 440 

effect of reflecting barriers, (2) 438 

Waves, cylindrical, (2) 443-67 

due to longitudinal impressed force 
in thin tube, (2) 447 

with two coaxial conducting tubes, (2) 


449 
effect of barrier on, (2) 451 
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Waves 
rate action of two surface sources 
of, (2) 453 
from a vortex filament, (2) 456 
from a filament of impressed force 
(2) 460 
from a finite cylinder of impressed 
force, (2) 461 
Webb, F. H., (2) 83, 329 
Weber's hypothesis, (1) 296, 435; (2) 191 
Weber, H., (2) 28 
Wheatstone's bridge, (1) 3; (2) 256 
automatic, (1) 52, 62, 63 
velocity of electricity, (2) 395 
alphabetical indicator (oscillations), 


(1) 59 
Williams, W., (2) 575 
Winter, G. K., (1) 53 
Wires, propagation along, (2), 190 
approximate equations, (2), 333 


Wires— 
S. H. waves along, (2) 195 
resonance on, (2) 195 
impedance fluctuations, (2) 196 
practical working system of treating 
tion in terms of transverse 
vol and current, (2) 119 
parallel, (2) 220 
of varying resistance, etc., (2) 229 
homogeneous, (2) 231 
Wires and tubes, general equations, (2) 
176 
differential equations, (2) 179 
normal systems, (2) 178, 180 
etic theory of, (2) 181 
8.H. voltage, solution, (2) 183 
resistance operators of, (2) 188 
Work done by impressed forces, (1) 
462-5, 474 
(double) of impressed force, (1) 456 
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